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FOREWORD 


GOVERNMENT-WIDE INDEX TO FEDERAL RESEARCH & DEVELOP- 
MENT REPORTS is produced by computer from machineable records generated 
by four Federal agencies which announce R&D reports. Machineable records 
from the Atomic Energy Commission, the National Aeronautics and Space Ad- 
ministration, the Defense Documentation Center and the Clearinghouse for Federal 
Scientific and Technical Information are merged to produce GWI. GWI Indexes 
all of the reports announced in its companion abstract journal, U. S$. GOVERN- 
MENT RESEARCH AND DEVELOPMENT REPORTS. 


There are some format errors and inconsistencies in this index resulting from the 
machine merger of the data generated by several agencies. Efforts are being made 
to correct these inconsistencies. The agencies involved are working with a task 
group of the Committee on Scientific and Technical Information to develop 
improved interagency standards which will eliminate these problems. 


The Clearinghouse is striving to improve the content and format of Government- 
Wide Index so that it will become increasingly valuable to the general public as 
a reference tool and order guide. Comments and suggestions for improvement 
are invited and should be directed to the Clearinghouse for Federal Scientific 
and Technical Information (Code 410.40), U. S. Department of Commerce, 
Springfield, Va. 22151. 
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@ Index entry. 
® Title of report. 


© Accession/report number—that number used by the announcing agency to uniquely identify the 
report. Use THIS number and title when ordering documents from the Clearinghouse. 


@ Field/group designation. 


© Code for journal, volume, and issue number in which the report is announced and abstracted. 


U—U. S. Government Research & Development Reports, Clearinghouse for Federal Scien- 


tific and Technical Information. — 
T—Technical Abstract Bulletin, Defense Documentation Center of the Department of Defense. 


N—Nuclear Science Abstracts, Atomic Energy Commission. 


S—Scientific and Technical Aerospace Reports, National Aeronautics and Space Administra- 


tion. 


© Clearinghouse prices for hardcopy (HC) and microfiche (MF). 
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@ SUBJECT INDEX 
Entries are arranged by the subject terms assigned by the contributing agency 


(this means “asterisked” descriptors for USGRDR entries, subject headings for STAR and NSA). 


The subject term appears at the beginning of each entry. The title of the report is 
indented below the subject term. For NSA entries, the “modifier” which is assigned 

by AEC is used in place of the title. The “accession number” line giving field/group, 
journal, and price information for the report follows the last line of the title. If two 
or more reports are indexed under the same subject term, they are listed in accession 
number sequence under the term (separated by a blank line). If two or more reports 
under a subject term have identical titles, the title is printed once and the different 
accession number lines are printed below the title. 


@ PERSONAL AUTHOR INDEX 


Entries are arranged by personal author, editor, or compiler. The names are presented 
last name first. Title of the report (or reports) is indented below the author's name. 
The “accession number” line follows the title. Certain anomalies occur when sorting by 
computer. While true for all indexes in this journal, they are most noticeable in the 
Personal Author Index. The requirements of a computer sort cause “JOHNS, J.J.” to appear 
after “JOHNSON, F.X.” (the comma sorts after the 0 in son”), but “SMITH-JONES, A.B.” 
will appear ahead of “SMITHERS, P.P.” (the hyphen sorts ahead of the E in SMITHERS). 


@ CORPORATE AUTHOR 


Entries are arranged by the corporate author of each report as catalogued by the 
contributing agency. Title of the report (or reports) is identified below the corporate author 
and the “accession number” line follows the title. Some inconsistencies appear. However, 
as the new corporate authority list prepared by the President's Council on Scientific 
and Technical Information (COSATI) comes into general use among the contributing agencies, 
it 4 — that all entries for a given organization will appear under a common heading 
in this index. 


@ CONTRACT NUMBER INDEX 


Entries are arranged alphnumerically by contract number and by grant number. 
Accession numbers appear in sequence with field/group, journal, and price information 
indented below the appropriate contract or grant number. Report titles are not 
included in this index. 


@ ACCESSION/REPORT NUMBER INDEX 


Entries are arranged alphnumerically by accession number assigned by the 
contributing agency and by technical report and monitoring agency number. Some reports 
have more than one number. All reports covered in this index are represented by at 
least one unique number. Accession numbers appear in sequence with field/group, journal, 
and price information on the same line; other numbers associated with the report appear 
in sequence followed by an indented “accession number” line. Report titles are not 
included in this index. 
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and development announced in the following journals: 


U.S. GOVERNMENT RESEARCH AND 67, No. 12 
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AIR TRAFFIC CONTROL SYSTEMS, SIMULATION 

DALLAS/FT. WORTH REGIONAL AIRPORT SIMULATION STUOY. 

a0-651 156 17G U67T 12 HCS 3.00 MFS 0.65 


AIR TRAFFIC CONTROL SYSTEMS, STORMS 
EVALUATION OF AIR TRAFFIC CONTROL RADAR WEATHER DATA. 
AD-650 658 171i U67 12 HCS 3.00 MFS 0.65 


AIR TRAFFIC CONTROL SYSTEMS, TRANSPONDERS 
EVALUATION OF SLATE III MARK I. 


A0-650 835 17G U6T 12 HCS 3.090 MES 0.65 





AIR TRAFFIC CONTROL TERMINAL AREAS, OPERATION 
ELAPSED TIME AS A MEASURE OF NAS TERMINAL PERFORMANCE 
FEASIBILITY STUDY PHILADELPHIA - RICHMOND. 
A0-650 839 1— U67 12 HCS 3.00 MFS 0.65 


AIR TRAFFIC CONTROLLERS, COMMUNICATION SYSTEMS 
DATA TRANSFER EXPERIMENTATION FOR CONUS. 
A0-650 902 1€ U67 12 HCS 3.00 MFS 0.65 


AIRBORNE EQUIPMENT 
AIRBORNE AND MISSILE BORNE CAMERAS DEVELOPED BY WEAPONS 
RESEARCH ESTABLISHMENT. 
N67-22936 16E SOS 11 HCS 3.00 MFS 0.65 


AIRBURST, RECOROING SYSTEMS 
EVALUATION OF NEW SELF-RECORDING AIR BLAST INSTRUMENTATION 
PROJECT 1.36 OPERATION SNOW BALL. 
AD-651 041 19D U67 12 HCS 3.00 MFS 0.65 


AIRCRAFT ACCIDENT 
SIMULATION OF GROUND CONTROLLED APPROACHES WITH REFERENCE TO 
CERTAIN ACCIDENTS. 
N67-228600 18 SO5 11 HCS 3.00 MFS 0.65 


AIRCRAFT CABINS, FIRE SAFETY 
EVALUATION OF FLIGHT FIRE PROTECTION MEANS FOR INACCESSIBLE 
AIRCRAFT BAGGAGE COMPARTMENTS. 
AD-650 923 13L U67 12 HCS 3.00 MFS 0.65 
AIRCRAFT CONFIGURATION 
THEORETICAL STUDY OF THE ROLLING RESPONSE OF AIRCRAFT TO 
TURBULENT AIR. 
N67-22796 1A SOS 11 HCS 3.00 MFS 0.65 


AIRCRAFT CONSTRUCTION 
TEMPERATURE LIMITATIONS OF POLYMERIC MATERIALS. PART 7 - 
TRANSPARENCIES. 
N67-22782 1c SOS 11 HCS 3.00 MFS 0.65 


AIRCRAFT CONTROL 
A PRELIMINARY THEORETICAL STUDY OF AN ADAPTIVE MANOEUVRE 
DEMAND AIRCRAFT CONTROL SYSTEM USING SAMPLED-DATA 
TECHNIQUES. 
N67T-22704 1D SOS 11 HCS 3.00 MFS 0.65 


SOME OPEN-LOOP AND CLOSED-LOOP ASPECTS OF AIRPLANE LATERAL~ 
DIRECTIONAL HANOLING QUALITIES. 
NOT~23244 10 SOS 11 HCS 3.00 MFS 0.65 


AIRCRAFT EQUIPMENT, PERISCOPES 
STUDY OF DETERMINE DESIGN CRITERIA FOR A STEREO FIBER OPTIC 
PERISCOPE FOR AIRCRAFT APPLICATION. 
A0D-651 060 IC U67T 12 HCS 3.00 MFS 0.65 


AIRCRAFT FIRES, TRANSPORT PLANES 
EVALUATION OF FLIGHT FIRE PROTECTION MEANS FOR INACCESSIBLE 
AIRCRAFT BAGGAGE COMPARTMENTS. 
AD-650 923 13L U67 12 HCS 3.00 MFS 0.65 
AIRCRAFT MAINTENANCE 
CORROSION OF AIRCRAFT. 
N67-23248 1c SOS 11 HCS 3.00 MFS 0.65 


AIRCRAFT MODEL 
THE UNPOWERED, FREE FLIGHT, AIRCRAFT MODEL. DESIGN, 
OPERATION, AND INSTRUMENTATION FOR LOW SPEED STABILITY 
INVESTIGATIONS. 
N67-22714 IC SOS 11 HCS 3.00 MFS 0.65 


AIRCRAFT PERFORMANCE 
CORRELATION OF K-15 SIMULATION EXPERIENCE WITH FLIGHT TEST 
RESULTS. 
N67-23247 1C SOS 11 HCS 3.00 MFS 0.65 


AIRCRAFT, LOADINGI MECHANICS) 
ON THE SIGNIFICANCE OF THE SUPPORTS WHEN CALIBRATING STRAIN 
GAUGE INSTALLATIONS FOR MEASURING LOADS ON AIRCRAFT. 
AD-650 672 1C U6T 12 HCS 3.00 MFS 0.65 


AIRFLOW 
GENERALISED AIRFORCES ON A CYLINDRICAL SHELL OSCILLATING 
HARMONICALLY IN A UNIFORM FLOW. 
N67-227886 20K SOS 11 HCS 3.00 MFS 0.65 


AIRFRAMES, GUST LOADS 
CONTRIBUTIONS TO THE DEVELOPMENT OF A POWER SPECTRAL GUST 
DESIGN PROCEDURE FOR CIVIL AIRCRAFT. 
AD-651 131 IC U67 12 HCS 3.00 MFS 0.65 


DEVELOPMENT OF A POWER SPECTRAL GUST DESIGN PROCEDURE FOR 
CIVIL AIRCRAFT. 
AD-651 152 1C U67 12 HCS 3.00 MFS 0.65 
AIRPORT RADAR SYSTEMS, PHOTOGRAPHIC RECORDING SYSTEMS 
EVALUATION OF THE ASR VIDEO PHOTOGRAPHIC RECORDING 
TECHNIQUE. 
AD-650 837 A17Tl U6T 12 HCS 3.00 MFS 0.65 
AIRPORTS, FLIGHT TESTING 
EVALUATION OF ILS CHECK LIGHT SYSTEM. 
AD-650 8695 176 U67T 12 HCS 3.00 MFS 0.65 


AIRPORTS. LIGHTING EQUIPMENT 
DEVELOPMENT OF A LOW COST SECONDARY AIRPORT LIGHTING SYSTEM. 
A0-650 919 1€ U67 12 HCS 3.00 MFS 0.65 


AIR~SEA RESCUE BEACONS, RADIO BEACONS 
FEASIBILITY TEST OF SEARCH AND RESCUE RADIO BEACON. 
AD-650 698 176 U6T 12 HCS 3.00 MFS 0.65 


AIR, EMISSIVITY 
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STIMULATIUN GF OPTICAL EMISSIUNS IN ATMOSPHERIC GASES. 
AD-651 017 7—E U6T 12 HCS 3.00 MFS 0.65 


ALCOHOLS, ENTROPY 
PREDICTION OF ABSOLUTE ENTRUPIES FRUM GAS CHRUMATOGRAPHIC 
RETENTION DATA. 
ad-651 036 70 U6? 12 HCS 3.00 MFS 0.65 
ALGAE, NUVA SCOTIA 
INVESTIGATIONS UF THE MARINE ALGAE UF NOVA SCOTIA. IIe 
SPECIES OF RHUDOPHYCEAE NEW OK RAKE TU NOVA SCOTIA, 
AD-650 795 oA U6T 12 


INVESTIGATIONS OF THE MARINE ALGAE OF NOVA SCOTIA. III. 
SPECIES OF PHAEOPHYCEAE NEW UR KAKE TO NOVA SCOTIA, 
AD-650 796 BA UST 12 


INVESTIGATIONS OF THE MARINE ALGAE UF NOVA SCOTIA. IV. 
SPECIES OF CHLOROPHYCEAE NEW UR RARE TU NOVA SCOTIA, 
AD-650 616 BA U6T 12 


ALKALI 
PHYSICAL STRUCTURE UF RESUNANCE RADIATIONS EMITTED BY AN 
ALKALI ARTIFICIAL CLOUD AND MEASUREMENT UF LONOSPHERE 
TEMPERATURE. 
N67-23399 44 S05 IL HC$ 3.00 MF$ 0.65 


ALKALI METAL 
ANION UNIPOLYMERIZATION OF CYCLUHLXADIENE-1,3. 
N67-22099 7 305 11 HCS 3.00 MFS$ 0.65 


EXPERIMENTAL STUUIES UF CAVI ATIUN DAMAGE IN ALKALI METAL 
PUMPS FUR APPLICATIUN IN SPA.t POWER SYSTEMS. 
NoI~23316 106 SO5 LL HC$ 3.00 MF$ 0.65 


ALKALI METALS» ROCK FURMING MINERALS 
THERMAL PROPERTIES UF AMPHIBOLES AS A FUNCTION OF ALKALI 
CONTENT. 
AD-650 878 6D UoT 12 HC$S 3.00 MFS$ 0.65 
ALKYLATION, FLUOROAMINES 
THE ALKYLATION OF DIFLUUKAMINE WITH CARSONIUM [ONS» 
AD-650 778 7C U6T 12 


ALL-WEATHER AVIATION, ALAXPURKTS 
SOME OPERATIONAL CHAKACTERISTICS OF IN-PAVEMENT LIGHTING 
FIXTURES. 
AD-650 962 lt U67 12 HCS 3.00 MFS 0.65 
ALPHA DECAY, NUCLEAR SPECTROSCOPY 
REALISATLON D*UN EMSEMBLE D* ANALYSE SIPARAMETRIQUE. 
APPLICATLON A L* ETUDE VE LA VESINTEGRATION OU NIVEAU DE 16, 
Ah MEV OU 12C) (CONSTRUCTIUN OF A BIPARAMETRIC ANALYSIS 
SYSTEM. APPLICATION TO THE STUDY UF THE BREAK-UP OF THE 16. 
11 MEV ENERGY LEVEL OF 12). 
PB-L74 578 1860 Uol 12 HC$ 3.00 MFS 0.65 
ALPHA RADIATION 
A PROGRAM FOR CALCULATING OPTIMUM DIMENSIONS OF ALPHA 
RADIOISOTOPE CAPSULES EXPUSEU TO VARYING STRESS AND 
TEMPERATURE. 
N67-22067 136 SO5 LL HCS 3.00 MFS 0.65 


A QUICK RESPONSE LONIZATIUN SUKVEY-METER. 
N67-22975 160 $05 LL HCS 3.00 MFS$ 0.65 


ALTIMETERS, HEIGHT FINDING 
CATEGORY IIf ALTITUDE MONITOR. 
AD-650 917 lb UoT 12 HC$ 3.00 MFS 0.65 

ALTITUDE TEST 
THE INFLUENCE OF ALTITUDE ON THE ANAEROBIC AND AEROBIC 
CAPACITIES OF MEN IN WORK FINAL SULITENTIFIC REPORT. 

N67-23252 6S $05 11 HCS 3.00 MFS$ 0.65 


ALUMINA, DIELECTRIC PROPERTIES 
MEASUREMENT OF THE DIELECTRIC CONSTANT OF ALUMINUM OXIDE. 


AD-651 005 116 U67 12 HCS 3.00 MFS 0.65 
ALUMINUM 

EVALUATION OF COLOWELDED BUTT JUINT TRANSITION PIECE. 

N67-22851 LlF SOS LL HCS 3.00 MEFS 0.65 


ALUMINUM-TO-COPPER COLOWELUVED JUINTS FOR SNAP=8 ELECTRICAL 
TERMINAL APPLICATIONS. 
N67-22856 LLF SOS LL HCS 3.00 MFS 0.65 


EVALUATION OF KOLOWELDED BUTT JUINT TRANSITION PIECE. 
N67-22689 LIF SOS LL HCS 3.00 MFS 0.65 


TECHNIQUES FOR THE O8SERVATIUN OF MICKOMETEORITE CRATERS IN 
METAL SUBSTRATES UTILIZING ELECTRUN MICROGRAPH] C REPLICA 
METHOOS. 

N67-23307 20K SOS 11 HCS 3.00 MFS 0.65 


ALUMINUM ALLOYS, ANODIC CUATINGS 
MATTING OF ALUMINUM ANU ITS ALLOYS, 
A0-651 088 L1C U67 12 HCS 3.00 MFS 0.65 


ALUMINUM ALLOYS, MECHANICAL PROPERTIES 
EVALUATION OF ALUMINUM ALLOY 7001-T75. 
AD-650 946 LIF U6T 12 MFS 0.65 


ALUMINUM ALLOYS, MELTING 
ELECTRON-MICRUSCOPE INVESTIGATION UF THE SYSTEM OF ALLOYS AL 
iN-MG, 
AD-650 909 LIF U6/ 12 HCS 3.00 MFS 0.65 
ALUMINUM COMPOUND 
FATIGUE STRENGTH OF NUTCHED AND UNNUTCHED SPECIMENS OF AL MG 
Si 2 (6061 T-6) ANU AL Mu 5/5056/. 





N67-23015 1LF SOS 11 HCS 3.00 MFS 0.65 


ALUMINUM COMPOUNDS, THERMODYNAMICS 
THE THERMODYNAMIC PROPERTIES OF THE ALUMINUM SILICATES. 
AD-650 749 8G U67 12 


ALUMINUM, ACOUSTIC PROPERTIES 
PHONON AND ELECTRON DRAG COEFFICIENTS IN SINGLE-CRYSTAL 
ALUMINUM, 
A0-650 612 20A U6T 12 


ALUMINUM, ANODIC COATINGS 
MATTING OF ALUMINUM AND ITS ALLOYS, 
AD-651 088 A1C U67 12 HCS 3.00 MFS 0.65 


AMINES, MICROANALYSIS 
THE SPECTROPHOTOMETRIC DETERMINATION OF AMMONIA AND LABILE 
AMINO COMPOUNDS IN FRESH AND SEAWATER BY OXIDATION TO 
NITRITE. 
AD-650 650 80 U67 12 


AMINO ACIDS, METABOLISM 
THE FREE AMINO ACIOS IN THE PLASMA AND URINE OF HUMAN 
SUBJECTS ON A VITAMIN B6-DEFICIENT DIET. 
AD-650 767 6A U6T 12 


AMINO ACIDS, SYNTHESIS(CHEMISTRY) 
SYNTHESES DE L*ACIDE DELTA AMINOLEVULIQUE APPLICATION A 
L* INTRODUCTION DE CARBONE 14 ET DE TRITIUM {SYNTHESIS OF 
DELTA~AMINOLEVULIC ACID. APPLICATION TO THE INTRODUCTION OF 
CARBON-14 AND OF TRITIUM). 
PB-174 564 TE U67 12 HCS 3.00 MFS 0.65 
AMMONIA, MICROANALYSIS 
THE SPECTROPHOTOMETRIC DETERMINATION OF AMMONIA AND LABILE 
AMINO COMPOUNDS IN FRESH AND SEAWATER BY OXIDATION TO 
NITRITE. 
AD-650 650 80 U6T 12 


AMMONIUM PERCHLORATE 
THE COMBUSTION OF AMMONIUM PERCHLORATE-BASED COMPOSITE 
PROPELLANTS — A DISCUSSION OF SOME RECENT EXPERIMENTAL 
RESULTS. 
N67-22786 218 SOS 12 HCS 3.00 MFS 0.65 


EFFECT OF CERTAIN ADDITIVES ON THE THERMAL DECOMPOSITION OF 
AMMONIUM PERCHLORATE. 
N67-23401 78 SOS Li HCS 3.00 MFS 0.65 


AMPHIBIOUS OPERATIONS, LOGISTICS 
MODIFICATIONS TO PHILO LOGISTICS MODEL. VOLUME I. PROBLEM 
STATEMENT, 
AD-650 854 15E€ U67T 12 HCS 3.00 MFS 0.65 
MODIFICATIONS TO PHILO LOGISTICS MODEL. VOLUME II. COMPUTER 
PROGRAM DESIGN, 
A0-650 855 1SE U67 12 HCS 3.00 MFS 0.65 
AMPLIFIER 
SATURN INTEGRATED CIRCULI RELIABILITY TEST PROGRAM QUARTERLY 
PROGRESS REPORT, OCT. - DEC. 1966. 
N67-23265 9A SOS 11 HC$S 3.00 MFS 0.65 


AMPLIFIER ORIFT TESTER. 
N67-23292 9A SOS 11 HCS 3.00 MFS 0.65 


AMPLIFIER DESIGN - 
A CLASS * A* D.C. COUPLED POWER AMPLIFIER. 
N67-22923 9€ SOS 11 HCS 3.00 MFS 0.65 


AMPLIFIERS, ELECTRONIC EQUIPMENT 
THIN FILM ELECTRONIC AMPLIFIERS, 
AD-650 994 9E U67 12 HCS 3.00 MFS 0.65 


AMPLITUDE MODULATION 
A COMPARISON OF THE PERFORMANCE OF TELEVISION TRANSMISSION 
SYSTEMS USING AMPLITUDE MODULATION AND FREQUENCY MODULATION. 
N67-23472 178 SOS 11 HCS 3.00 MFS 0.65 


ANALOG COMPUTERS, DESIGN 
INTRODUCTION TO THE THEORY AND APPLICATIONS OF THE REMAPPER. 
A0-650 718 98 U6T 12 HCS 3.00 MFS 0.65 


ANALOG SIMULATION 
OIGITAL ANALOG SIMULATION TECHNIQUES. 
N67-23279 96 SOS LL HCS 3.00 MFS 0.65 


ANCHORS (STRUCTURAL), SEA WATER 
DURABILITY AND BEHAVIOR OF PRESTRESSED CONCRETE BEAMS. 
REPORT 2. POSTTENSIONED CONCRETE INVESTIGATION PROGRESS TO 
JULY 1966. 
AO0-650 727 13M U67 12 MFS 0.65 
ANGULAR CORRELATION 
AN ANALYSIS OF QUASI-FREE ELECTRON SCATTERING ON NUCLEI AND 
CALCULATION OF THE ENERGY SPECTRA AND ANGLUAR CORRELATIONS 
OF THE C12/E,E*P/ B11 REACTION USING THE DISTORTED- WAVE 
IMPULSE APPROXIMATION. 
N67-22927 20H SOS 11 HCS 3.00 MFS 0.65 


ANGULAR OISTRIBUTION 
INTERPRETATION OF (0, ALPHA) REACTIONS ON FLUORINE 19 AND 
NITROGEN 15. 
N67-22661 20H SOS 11 HCS 3.00 MFS 0.65 


ANGULAR MOMENTUM 
S U3 WIGNER COEFFICIENTS IN ANGULAR MOMENTUM SPACE. 
N67-22501 20H SOS LL HCS 3.00 MFS 0.65 


ANIMAL STUDY 
EQUIPMENT FOR LOCAL IRRADIATION OF TRANSPLANTED MOUSE TUMORS 
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ANI-ATL SUBJECT 


WITH THERMAL NEUTRONS IN REALTOR FRJ-1. 
N67-23033 6k SOS LL HCS 3.00 MFS 0.65 


ANNUAL VARIATIUN 
COSMIC RAY NM-64 NEUTRUN MUNITUR DATA- V MONTHLY GRAPHS, 
JAN. ~ VEC. 1966. 
N67-22900 44 $05 11 HC$ 3.00 MFS 0.65 


ANNULAR FLUW 
INVESTIGATION OF A SUBMEKGED NOZZLE FUK SOLID ROCKETS. 
N67-23310 Zin $05 11 HCS 3.00 MFS 0.65 


ANODIC COATINGS, REACTION KINETICS 
MATTING OF ALUMINUM ANO ITS ALLUYS, 
Av-651 088 1iC UOT 12 HCS 3.00 MFS 0.65 


ANTARCTIC REGIONS, BAROMETRIC PRESSURE 
MONTHLY MEAN CHARTS OF THt 20-Mid~ CUNSTANT PRESSURE SURFACE 
OVER THE ANTARCTIC REGION JANUAKY 1962-THROUGH DECEMBER 


1964. 

PB-174 498 46 U6T 12 HCS 3.00 MFS 0.65 
ANTARCTICA 

ANTARCTICA COMMISSION KEPURTS 1963. 

N67-22341 86 $05 LL HCS 3.00 MFS 0.65 


SEABORNE MAGNETIC MEASUKXEMENTS CAPE TUuWN - SANAE,s DECEMBER 


1965 - JANUARY 1966. 
NO7-22470 ON SOS LL HCS 3.00 MFS 0.65 


ANTENNA COMPONENTS, COUPLING CIRCUITS 
EVALUATION OF UHF ANTENNA CUUPLERS TYPES CU-691/U AND CU- 
692/U. 
AD-650 896 vE U67 12 HCS 3.00 MFS 0.65 


ANTENNA FEEDS, LENS ANTENNAS 
OPTIMIZED FEEUS FOR THE wIikt-GRIP LENS HF ANTENNA AT THE FAA 
RECEIVER STATION, MOLOKAL, HAWAII. 
AD-650 844 9— U6T L2 HCS 3.00 MFS 0.65 


ANTENNA FEEOS, ULTRAHIGH FREQUENCY 
EVALUATION OF UHF ANTENNA CUUPLERS TYPES CU-691/U AND CU- 
692/U. 
AD-650 896 Yt U6T 12 HCS 3.00 MFS 0.65 


ANTENNAS, HEATERS 
DEVELOPMENT OF HEATED CUMMUNICATIONS ANTENNAS. 
AD-650 916 9t UOT 12 HCS 3.00 MFS 0.65 


ANTENNAS, PRUPAGATIUN 
RADIO LINKS AND ANTENNAS IN SUUNDLESS OR BOUNDED LOSSY 
MEDIA. 
AD-650 719 178 U6? 12 HCS 3.00 MFS 0.65 


ANTHOXANTHIN PIGMENTS, PHUSPHOKESCENLE 
UXYGEN QUENCHING UF ACKIFLAVINE PHOSPHORESCENCE. 
AD-650 6886 Te U6T 12 


THE PHOTO-REACTIVITY OF AROMATIC SUBSTANCES WITH OXYGEN, 
40-650 689 TE U6T 12 


ANTHRACENES, DIFFUSION 
UIFFUSIUN IN ORGANIC CRYSTALS. 
AD-650 740 20L U67T 12 HCS 3.00 MFS 0.65 


ANTIGEN-ANTIBODY REACTIUNS, KESISIANCE (HI OLOGICAL) 
RESISTANCE UF LONG-LIVED LYMPHOCYTES AND PLASMA CELLS IN RAT 
LYMPH NODES TO TREATMENT wIiTH PREONISONE, CYCLUPHOSPHAMIDE, 
6 MERCAPTUPURINE, ANU ALTINUMYCIN Dy, 


AD-650 663 60 U67 12 HC$ 3.00 MFS 0.65 
ANTIMATTEK 

SEPARATION OF MATTER ANU ANTIMATIER,. 

N67-22498 38 $05 LL HCS 3.00 MFS 0.65 
aoso 


MINIMUM ENERGY REACTION WHEEL CONTROL FOR A SATELLITE 
SCANNING A SMALL CELESTIAL AREA. 


N67-22870 224 SOS Ll HCS 3.00 MFS 0.65 
APERTURE 

GIANT APERTURE TELESCOPE STUDY PHASE III REPORT. 

NO7-22438 17H SO5 Lik HCS 3.00 MFS 0.65 


APULLO SPACECRAFT 
STATIC AERODYNAMIC CHARKALTEKISTICS OF THE ABORTED APOLLO- 
SATURN V VEHICLE. 
N67-23344 226 SOS Ll HCS 3.00 MFS 0.65 


APPROACH ANU LANDING 
SIMULATION OF GROUND CONFROLLED APPROACHES WITH REFERENCE TO 
CERTAIN ACCIDENTS. 
N67-22800 16 S05 Ll HCS 3.00 MFS 0.65 


USE OF A LARGE JET TRANSPORT AS AN INFLIGHT DYNAMIC 
SIMULATOR. 
N67-23243 168 S05 LL HCS 3.00 MFS 0.65 


APPROACH INDICATORS» GUIUANLE 
GUIDE-LITE HELIPORT SYSTEM. 
AD-650 910 LE U6T 12 HCS 3.00 MFS 0.65 


APPROXIMATION METHOD 
CYLINDRICAL RADIATOR WITH INTERNAL HEAT REJECTION. 
No7-22857 16N S05 LL HCS 3.00 MFS 0.65 


THE INTERACTION BETWEEN CUNTRKOL RUUS AS ESTIMATED BY SECOND- 
QROER ONE-GRKOUP PERTURGATIUN THEORY. 
N67-22904 isi $05 LL HCS 3.00 MFS 0.65 


USE OF POLYNUMIAL APPRUXIMATIUNS IN DIGITAL COMPUTERS FOR 
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SOLUTION OF AIR DATA FORMULAE. 
N67-22948 1A S05 11 HCS 3.00 MFS 0.65 


APPROXIMATION( MATHEMATICS), FUNCTIONAL ANALYSIS 
TECHNIQUES IN INTRINSIC ANALYSIS. 
A0-651 O71 12A U67 12 HCS 3.00 MFS 0.65 


AQUATIC ANIMALS, RADIATION EFFECTS 
PACIFIC NORTHWEST LABORATORY ANNUAL REPORT FOR 1965 IN THE 
BIOLOGICAL SCIENCES, 
BNWL-2860 OR N21 O09 HCS 3.00 MFS 0.65 


ARBOVIRUSES, EPIDEMIOLOGY 
EPIDEMIOLOGICAL CHARACTERISTICS OF A FOCUS OF TICK-BORNE 
ENCEPHALITIS IN PRESAYAN (IRKUTSK OBLAST)» 
AD-651 180 6E U67 12 HCS 3.00 MFS 0.65 


ARBOVIRUSESs SERODIAGNOSIS 
ANTIHEMAGGLUTINATING ANTIBODY SPECTRUM FOLLOWING 
EXPERIMENTAL IMMUNIZATION WITH TICK-BORNE ENCEPHALITIS 
VIRUSES, 
AO-651 176 6M U67T 12 HCS 3.00 MFS 0.65 


ARCTIC REGIONS,» MAN-MACHINE SYSTEMS 
REPORT ON PRELIMINARY OBSERVATIONS OF HUMAN ENGINEERING 
PROBLEMS UNDER ARCTIC CONDITIONS 1952-53, 
AD-12 497 SH U67T 12 HCS 3.00 


ARGON, ELECTRON TRANSITIONS 
ARGON ELECTRON TRANSITION TABLES. 
AD-651 O77 7D U67 12 HCS 3.00 MFS 0.65 


ARMAMENT, COMBAT READINESS 
TECHNOLOGY AND ARMAMENT. 
AD-651 106 15G U67T 12 HC$S 3.00 MFS 0.65 


ARMED FORCES OPERATIONS, USSR 
THE DEVELOPMENT OF THE SOVIET ARMED FORCES, 1917-1966. 
A0-650 975 15G U67 12 HCS 3.00 MFS 0.65 


ARMED FORCES TRANSPORTATION, DATA PROCESSING SYSTEMS 
LOGISTICS INFORMATION SYSTEMS. 
A0-650 748 15E U67 12 HCS 3.00 MFS 0.65 


ARMY TRAINING, SCIENTIFIC RESEARCH 
HUMRRO RESEARCH ON HUMAN PERFORMANCE, 
A0-651 045 5I U67 12 HCS 3.00 MFS 0.65 


AROMATIC COMPOUND 
ANION UNIPOLYMERIZATION OF CYCLOHEXADIENE-1,53.~ 
N67~-22099 7C_S05 11 HCS 3.00 MFS 0.65 


AROMATIC COMPOUNDS, PHOSPHORESCENCE 
THE PHOTO-REACTIVITY OF AROMATIC SUBSTANCES WITH OXYGEN, 
AD-650 689 TE U6T 12 


ARTHROPODS, AFRICA 
ARTHROPODS OF MEDICAL IMPORTANCE IN AFRICA. PART I. 
INTRODUCTORY AND EXPLANATORY MATERIAL DATA ON MOSQUITOES, 
AD-650 931 6C U67 12 HCS 3.00 MFS 0.65 


ARTHROOPODS OF MEDICAL IMPORTANCE IN AFRICA. PART If. DATA 
ON ARTHROPOOS OTHER THAN MOSQUITOES, 
AD-650 949 6C U67 12 HCS 3.00 MFS 0.65 


ARTIFICIAL C&OUD 
PHYSICAL STRUCTURE OF RESONANCE RADIATIONS EMITTED BY AN 
ALKALI ARTIFICIAL CLOUD AND MEASUREMENT OF IONOSPHERE 
TEMPERATURE. 
N67-23399 4A SOS 11 HCS 3.00 MFS 0.65 


ASCORBIC ACID, METABOLISM 
ASCORBIC ACID METABOLISM IN MAN, 
AD-651 012 6P U6T 12 


ASTRONAUT LOCOMOTION 
JET SHOES - AN EXTRAVEHICULAR SPACE LOCOMOTION DEVICE. 
N67-21961 668 SOS 11 HCS 3.00 MFS 0.65 


LUNAR SAMPLE RECEIVING LABORATORY GLOVE SYSTEM INTERIM 
MONTHLY PROGRESS REPORT, OCT. 1966 — JAN. 1967. 
N67-23327 68 SOS 11 HCS 3.00 MFS 0.65 


ASTRONOMICAL DATA, SUNSPOTS 
CLASSIFICATION OF SOLAR PROMINENCES FOR SUNSPOT CYCLE NO. 19 
— 1964, 
AD-651 132 38 U67 12 HCS 3.00 MFS 0.65 


ASTRONOMICAL OBSERVATORY 
ANNUAL REPORT, 1965. 
N67-23384 3A SOS LL HCS 3.00 MFS 0.65 


ASYMPTOTIC FUNCTION 
A METHOD OF ASYMPTOTIC EXPANSIONS FOR SINGULAR PERTURBATION 
PROBLEMS WITH APPLICATION IN VISCOUS FLOW. 
N67-22867 200 SOS 11 HCS 3.00 MFS 0.65 


ATLANTIC OCEAN, OCEANOGRAPHIC DATA 
UNITED STATES NAVAL OCEANOGRAPHIC OFFICE MARINE GEOPHYSICAL 
SURVEY PROGRAM, 1965-1967 NORTH ATLANTIC OCEAN, NORWEGIAN 
SEA AND MEDITERRANEAN SEA, AREA 5 - VOLUME 5S, GEOLOGY AND 
GEOPHYSICS. 
A0-650 660 84 U67T 12 HCS 3.00 MFS 0.65 


UNITED STATES NAVAL OCEANOGRAPHIC OFFICE MARINE GEOPHYSICAL 
SURVEY PROGRAM 1965-1967 NORTH ATLANTIC OCEAN, NORWEGIAN 
SEA AND MEDITERRANEAN SEA, AREA 5 - VOLUME 6, OCEANOGRAPHIC 
STATIONS AND VELOCITY PROFILES. 

AD-650 661 6) U67 12 HCS 3.00 MFS 0.65 


UNITED STATES NAVAL OCEANOGRAPHIC OFFICE MARINE GEOPHYSICAL 
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SUBJECT INDEX ATL~AVR 


SURVEY PROGRAM, 1965-67 NORTH ATLANTIC OCEAN, NORWEGIAN 
SEA AND MEDITERRANEAN StAy AREA 5S — VULUME Jy FIELD 
OPERATIONS. 

A0-650 862 6J U67 12 HES 3.00 MFS 0.65 


OCEANUGRAPHIC ATLAS OF Trt NUATH ATLANTIC OCEAN. SECTION VI. 
SOUND VELOCITY. 
Av-650 630 BJ U6T 12 


ATLANTIC OCEAN, OCEANOLULY 
CONCENTRATION PROFILES UF GAKIUM ANU LEAU IN ATLANTIC WATERS 
OFF BERMUDA, 
AD-650 663 3J U67 12 


ATLAS CENTAUK LAUNCH VEHICLE 
THIRD SURVEYOR LAUNCH SLATED aT CAPE KENNEDY. 
N67-22071 228 SOS Ll HC$ 43.00 MFS 0.65 


LAUNCH WINDOW CHARACTERISTICS OF THE 1972 AND 1973 JUPITER 
OPPORTUNLTIES. 
NOT-23314 224 S05 LL HCS 3.00 MFS 0.65 


ATMOSPHERE ENTRY, SHOCK wAVES 
THE EXCITATION UF ELECTRUNIC AND UTHER DEGREES OF FREEDOM IN 
A HYPERSONIC SHOCK WAVe IN AIk. 
AD-650 950 20D U6? 12 HCS 3.00 MFS 0.65 


ATMOSPHERE ENTRY, SPECTRA(VISIBLE + ULTRAVIOLET) 
EQUILIBRIUM AIR RADIATION FROM THE STAGNATION REGION OF HIGH 
VELOCITY SPHERES, 
AD-650 924 4A U6T 12 HCS 3.00 MFS 0.65 


ATMOSPHERE, HYORUUYNAMICS 
RESEARCH ON FLUIU UYNAMICAL MUDELS UF THE LARGE SCALE 
ATMOSPHERIC CIRCULATIONS. 
AD-651 046 4A UOT 12 HCS 3.00 MFS 0.65 


ATMOSPHERIC COMPOSITION 
NINETEEN-SIXTY-SIX SESSION UF THE GUOUVARD SUMMER WORKSHOP 
FINAL REPORT. 
No7-22741 4A SOS 11 HCS 3.00 MFS 0.65 


ATMOSPHERIC MOTION, ANTARCTIC KEGIUNS 
MONTHLY MEAN CHARTS OF Tit 20-Mb. CUNSTANT PRESSURE SURFACE 
OVER THE ANTARCTIC REGIUN JANUARY 1962-THROUGH DECEMBER 
1964. 
Pb-174 498 46 U6T 12 HCS 3.00 MFS 0.65 


ATMOSPHERIC MUTIUN, CLEAR AIK TURBULENCE 
A CASE STUDY OF CLEAR-AIK TURBULENCE IN THE MIDWEST. 
PB-174 533 48 U67T 12 HCS 3.00 MFS 0.65 


ATMOSPHERIC MOTION, FLUIO DYNAMIC PROPERTIES 
RESEARCH ON FLUID DYNAMICAL MODELS OF THE LARGE SCALE 
ATMOSPHERIC CIRCULATIONS. 
AD-651 046 4A U6T 12 HCS 3.00 MFS 0.65 


ATMOSPHERIC PRECIPITATION, METEOROLOGICAL RADAR 
OROGRAPHIC EFFECTS ON PRECIPITATION PROCESSES. 
A0-650 572 46 U67 12 HCS 3.00 MFS 0.65 


ATMOSPHERIC PRECIPITATIUN, TROPICAL KEGIONS 
RAINOROP DISTRIBUTIONS AT MAJURU ATOLL» MARSHALL ISLANDS. 
AD-650 913 46 U67T 12 HCS 3.00 MFS 0.65 


ATMOSPHERIC RADIATION 
THE SYNTHESIS OF 15 MU INFRARED HORIZON RADIANCE PROFILES 
FROM METEOROLOGICAL DATA INPUTS. 
N67-23304 44 S05 LL HCS 3.00 MFS 0.65 


ATMOSPHERIC REFRACTION, REFRACTIVE INDEX 
RADAR REFRACTIVE INDEX CALCULATIONS. 
AD-650 601 171 U67T 12 HCS 3.00 MFS 0.65 


ATMOSPHERIC SCATTERING 
OPTICAL RADAR MEASUREMENTS OF THE ATMOSPHERE. 
N67~21962 44 $05 LL HCS 3.00 MFS 0.65 


ATMOSPHERIC SOUNDING, INSTRUMENTATION 
REMOTE SENSING OF ENVIRONMENT. 
AD-650 581 226 U67 12 HCS 3.00 MFS 0.65 


ATMOSPHERIC SOUNDING, LITHIUM 
THE DECAY OVER LONG DISTANCES OF RUCKET-RELEASED LITHIUM DUE 
TO DIFFUSION, WINDS» AND CHEMICAL KEACTIONS, 
AD-651 082 4A U6T 12 


ATMOSPHERIC SOUNDING, RAUIATIUN MEASUREMENT SYSTEMS 
DIRECT PROBE MEASUREMENTS IN THE AURORAL LONOSPHERE. 
AD-650 644 201 U6T 12 HC$ 3.00 MFS 0.65 


ATMOSPHERIC TEMPERATURE 
SOLAR AND GEOMAGNETIC EFFECTS ON UPPER ATMOSPHERIC 
TEMPERATURE. 
N67-23319 4A SO5 Lik HCS 3.00 MFS 0.65 


ATOM CONCENTRATION 
THE DISTRIBUTION OF GE IN THE METALLIC PHASES OF SOME IRON 
METEORITES. 
N67-22074 8E SO5 11 HCS 3.00 MFS 0.65 


ATOMIC ENERGY LEVELS, HARTREE-FOCK APPROXIMATION 
TABLE OF HARTREE-FOCK SELF CONSISTENT FIELO WAVE FUNCTIONS 
WITH EXCHANGE. SUPPLEMENT III, 
AD-651 072 368 U67 12 HCS 3.00 MFS 0.65 


ATOMIC ENERGY LEVELS, LINE SPECTRUM 
MULTEILEVEL ATOM RADIATIVE TRANSFER PROBLEMS. 
AD-650 631 70 U67 12 HCS 3.00 MFS 0.65 


ATOMIC ENERGY LEVELS, PERTURBATION THEORY 





FINAL SCIENTIFIC REPORT. 
AO-651 117 70 U67T 12 HCS 3.00 MFS 0.65 


ATOMIC EXCITATION 
COMPARISON OF GRYZINSKI AND BORN CROSS SECTIONS FOR THE 
METASTABLE 2S STATE OF ATOMIC HYDROGEN. 
N67-23283 20H SO5 11 HCS 3.00 MFS 0.65 


ATOMIC ORBITALS, OIPOLE MOMENTS 
EXPERIMENTAL UPPER LIMIT FOR THE PERMANENT ELECTRIC OIPOLE 
MOMENT OF RB85 BY OPTICAL-PUMPING TECHNIQUES. 
AD-650 955 7D U67 12 


ATOMIC ORBITALS, PERTURBATION THEORY 
FINAL SCIENTIFIC REPORT. 
AO-651 117 7D U67 12 HCS 3.00 MFS 0.65 


ATOMIC SPECTROSCOPY, CHEMICAL ANALYSIS 
ATOMIC ABSORPTION ANALYSIS FOR CA, CR» COy CUy FE, PB, LIy 
MGy MN» Nis Ky RBs NAy AND SR IN THE HUOSON RIVER. 
AD-650 853 70 U67 12 HCS 3.00 MFS 0.65 


ATOMIZATION 
ATOMIZING OF SOLID BODIES BY ION BOMBARDMENT. 
N67-22901 20 SOS 11 HCS 3.00 MFS 0.65 


ATTENTION, PERFORMANCE HUMAN) 
TEMPORAL PATTERNS OF SIGNALS AND VIGILANCE PERFORMANCE. 
AD-651 047 5E U6T 12 HCS 3.00 MFS 0.65 


ATTITUDE CONTROL 
FLIGHT-TEST EVALUATION OF AN ON-OFF RATE COMMAND ATTITUDE 
CONTROL SYSTEM OF A MANNED LUNAR-LANDING RESEARCH VEHICLE. 
N67-23293 228 SOS LL HCS 3.00 MFS 0.65 


ATTITUDE CONTROL SYSTEMS, SPIN STABILIZATION 
NUTATIONAL STABILITY OF MULTI-BODY SPIN-STABILIZED 
SATELLITES. 
AD-650 943 22C U67 12 HCS 3.00 MFS 0.65 


ATTITUDES, PROBABILITY 
A PRIMACY EFFECT IN SUBJECTIVE PROBABILITY REVISION, 
AD-650 969 SJ U67 


AUDIO EQUIPMENT 
AUTOMATIC TV AUDIO CUEING/DUBBING SYSTEM. 
N67-23419 14C SOS 11 HCS 3.00 MFS 0.65 


AUDITORY PERCEPTION, PSYCHOACOUSTICS 
STUDIES OF BINAURAL INTERACTION. 
AD-651 145 5J U67 12 HCS 3.00 MFS 0.65 


AURORAL BOMBARDMENT 
ON THE QUASI-LINEAR LIMIT OF A ORIFT INSTABILITY AND ITS 
RELATION TO AURORAL BOMBARDMENT. 
N67~23394 4A SOS 11 HCS 3.00 MFS 0.65 


AURORAL EMISSION 
MEASUREMENT OF AURORAL X-RAYS. 
N67—22932 4A SO5 11 HCS 3.00 MFS 0.65 


AUSTENITIC STEEL 
HIGH TEMPERATURE TENSILE PROPERTIES OF UNIRRADIATED AND 
NEUTRON IRRADIATED 20 CR- 35 NI AUSTENITIC STEEL. 
N67-22957 11F SOS 11 HCS 3.00 MFS 0.65 


AUSTRALIA 
IONOSPHERIC DATA FOR SEPTEMBER 1966 FROM SALISBURY, SOUTH 
AUSTRALIA. 


N67-23010 4a SO5 11 HCS 3.00 MFS 0.65 
IONOSPHERIC DATA FOR APRIL 1966 FROM WOOMERA, SOUTH 
AUSTRALIA. 

N67-23011 4A SO5 LL HCS 3.00 MFS 0.65 


AUTOMATA, PROGRAMMING(COMPUTERS) 
A GENERALIZATION OF CONTEXT FREE DETERMINISM, 
AD-651 063 98 U67T 12 HCS 3.00 MFS 0.65 


AUTOMATIC CONTROL 
AUTOMATICALLY CONTROLLED AIR SPRING SUSPENSION SYSTEM FOR 
VIBRATION TESTING. 


N67-23287 148 SO5 11 HCS 3.00 MFS 0.65 
AUTOMATION 

INSTRUMENTS AND METHODS FOR METEOROLOGICAL OBSERVATIONS. 

N67-21984 48 SOS 1L HCS 3.00 MFS 0.65 


AUTOMATION, THEORY 
THEORY OF A PARALLEL~ACTING AUTOMATION. 
AD-651 027 98 U67 12 HCS 3.00 MFS 0.65 


AUTORADIOGRAPHY, SOLIDS 
URANIUM MICROMAPS TECHNIQUE FOR IN SITU MAPPING OF 
DISTRIBUTIONS OF FISSIONABLE IMPURITIES, 
AD-650 678 18D U67 12 


AVIATION ACCIDENTS, WARNING SYSTEMS 
COMPUTER/SIMULATION STUDY OF AIR-DERIVED SEPARATION 
ASSURANCE SYSTEMS IN MULTIPLE AIRCRAFT ENVIRONMENT. 
A0-650 821 18 U67 12 HCS 3.00 MFS 0.65 


AVIATION MEDICINE, SYMPOSIA 
PROCEEDINGS OF THE FIRST CONFERENCE ON VESTIBULAR PHYSIOLOGY 
AND SPATIAL DISORIENTATION, SCHOOL OF AVIATION MEDICINE, 
USAF, 24-25 JUNE 19586. 
AD-651 150 6S U67T 12 HCS 3.00 MFS 0.65 
AVRO 707 AIRCRAFT 
FLIGHT EXPERIENCE OF RATE DEMAND CONTROL USING ELECTRIC 
SIGNALLING IN THE AVRO 707 C AIRCRAFT. 








AVR-616 SUBJECT INDEX 


NO7-23246 10 SOS 11 HCS 3.00 MFS 0.65 


AXIAL FLOW COMPRESSOK 
CONTRIBUTION OF DOWNSTREAM STATOR TU THE INTERACTION NOISE 
OF A SINGLE-STAGE AXIAL-FLUW CUMPRE SSOR. 
N67-232886 ia SO5 11 HCS& 3.00 MFS 0.65 


COMPRESSOR KESEARCH PACKAGE FOK KESEARCH AND DEVELOPMENT OF 
HIGH PERFORMANCE AXLAL-FLOW TURGUMACHENERY FINAL KEPORT. 


NO7-23341 L0A SOS LL HCS 3.00 MFS 0.65 
AXIAL LOAD 

AN EMPIRICAL EQUATION KELATING FATIGUE LIMIT ANDO MEAN 

STRESS. 

N67-23286 LiF SO5 11 HC$S 3.00 MFS 0.65 


AXIAL-FLOW COMPKESSOK BLAVES, SLUNT BODIES 
NOTE ON THE CONCEPT OF BLUNT TKAILING EOGE BLADES, 
Av-650 606 200 U67 12 HCS 3.00 MFS 0.65 


AXISYMMETRIC FLOW 
THE APPLLCATION UF KNUWN FLUW FIELUS TU THE DESIGN OF WINGS 
WITH LIFTING UPPER SURFALES AT HIGH SUPERSONIC SPEEDS. 
N67-22707 1A SOS 11 HCS 3.00 MFS 0.65 


THE FORCES ON A COMPRESSION SURFACE JASE ON AN 
AXISYMMETRICAL CONICAL FLOW FILLO. 
N67-22709 1A $05 Ll HCS 3.00 MFS 0.65 


DECAY OF TURBULENT AXISY4METKICAL FREE FLOWS WITH ROTATION. 
NO7-22916 1A SO5 LL HCS 3.00 MFS 0.65 


AZIDES, PYROLYSIS 
THE KINETICS OF THe THERMAL DECOMPUSITION OF MOLTEN SILVER 
AZIDE. 
AD-651 062 19A U6T7T 12 HCS 3.00 MFS 0.65 


AZIDES, REVIEWS 
HYDRAZOIC ACIV AND THE METAL AZIDES (A LITERATURE SURVEY), 
AD-268 586 76 U6T 12 HCS 3.00 


BACKWARD WAVE USCILLATOR 
HALF MILLIMETER BACKWARD WAVE USCILLATOR TECHNICAL PROGRESS 
REPORT, 1 JUL. — 30 SEP. 1966. 
N67-23140 9t SO5 LL HCS 3.00 MFS 0.65 


BACTERIA, WATER SUPPLIES 
INTERRELATION UF PHYTOPLANKTON AND SAPKUPHYTE BACTERIA IN A 
RESERVOIR, 
AD-650 4805 8H U6T 12 HCS 3.00 MFS 0.65 


BACTERIOPHAGE 
CHEMISTRY OF LIVING SYSTEMS SEMIANNUAL REPORT, 1 OCT. 1966 - 
31 MAR. 1 67. 
N67~22380 6A SO5 11 HCS 3.00 MFS 0.65 


BACTERIOPHAGES, BIOSYNTHESIS 
BIOSYNTHESIS OF STAPHYLUCULCAL PHAGE UN CELL FREE BACTERIAL 
MEDIA, 
A0D-651 137 6M U6T 12 HCS 3.00 MFS 0.65 


BACTERIOPHAGES,s PASTEURELLA PSEUVOTUBERCULOSIS 
MATERIALS CUNCERNING THE BIULOGY OF THE PSEUDOTUBERCULOSIS 
BACTERIOPHAGE, 
AD-65i 198 6M U6T 12 HCS 3.00 MFS 0.65 


BAHAMA ISLANDS, SEOIMENTATION 
SEDIMENTS OF THE CAICOS OUTER RIUGE, THE BAHAMAS, 
AD-650 679 8G U6T 12 


BALLAST TANKS, CONTROL SYSTEMS 
THE ANALYSIS UF THE CUNTKOL OF ACTIVATED ANTI-ROLL TANKS. 
A0-650 724 13J U6T 12 HCS 3.00 MFS 0.65 


BALLISTIC CAMERA 
AIRBORNE AND MISSILE BORNE CAMEKAS DEVELOPED BY WEAPONS 
RESEARCH ESTABLISHMENT. 
N67-22936 14—E SO5 LL HCS 3.00 MFS 0.65 


BALLISTIC MISSILE 
GRAVITATLONAL PERTURBATIONS OF BALLISTIC MISSILE 
TRAJECTORIES. V. TIME OF FLIGHT OVER A SPHEROIDAL EARTH. 
N67~-22719 166 SOS 11 HCS 3.00 MFS 0.65 


BALLISTIC MISSILE DECOY 
SPREAD OF DECOYS FROM A BALLISTIC MISSILE. 
No7-22708 168 S05 1 HCS 3.00 MFS 0.65 


BALLISTIC TRAJECTORY 
MINIMAL ENERGY BALLISTIC TRAJECTORIES FOR MANNED AND 
UNMANNED MISSIONS TO MERCURY. 
N67-23291 22C SO5 11 HCS 3.00 MFS 0.65 


BALLISTICS 
SIMPLE INTERNAL BALLISTICS THEORY FOR SINGLE AND DOUBLE 
CHAMBER GUNS. 


NO7-23428 190 SO5 11 HCS 3,00 MFS 0.65 
BALLOON 

BALLOON SOLAR OBSERVATORY SYSTEM. 

N67-22073 3A SO5 11 HCS 3.00 MFS 0.65 


BALLQOGN SOUNDING 
MEASUREMENT OF AURORAL X-RAYS. 
N67-22932 4A S05 11 HCS 3.00 MFS 0.65 


BALLOONS, CABLES(MECHANICAL) 
OYNAMIC ANALYSIS OF THE TETHERING CABLE PORTION OF A HIGH 
ALTITUDE TETHERED BALLOON SYSTEM UNDER FULLY DEPLOYED 
CONOLT IONS. 
AD-651 024 iC U67T 12 HCS 3.00 MFS 0.65 





BALLOONS, TESTS 
ROUND-ROBIN COLD BRITTLENESS TESTS OF BALLOON FILMS. 
PB-174 521 IC U67 12 HCS 3.00 MFS 0.65 


BARIUM, OCEANOGRAPHIC DATA 
CONCENTRATION PROFILES OF BARIUM AND LEAD IN ATLANTIC WATERS 
OFF BERMUDA, 


AD-650 663 6) U6T 12 

BAR YON 
BARYON-ANTIBARYON PAIR PRODUCTION IN A QUARK MODEL. 
N67-22938 20H SOS IL HCS 3.00 MFS 0.65 


BASE PRESSURE 
SOME EXPERIMENTAL INVESTIGATIONS INTO THE ORAG EFFECTS OF 
MODIFICATIONS TO THE BLUNT BASE OF A BODY OF REVOLUTION. 


N6T~22502 1A SO5 11 HCS 3.00 MFS 0.65 
BATTERY 

HANDHELD SPACE SEXTANT OPERATING MANUAL. 

N67-22065 220 SOS 11 HCS 3.00 MFS 0.65 


RESEARCH AND DEVELOPMENT OF THE ORY TAPE BATTERY CONCEPT 
QUARTERLY REPORT, 9 JUN. - 9 SEP. 1966. 


N67-22069 10C SOS 11 HC$S 3.00 MFS 0.65 
LOW TEMPERATURE BATTERY QUARTERLY REPORTS, 14 MAR. - 13 SEP. 
1966. 

N67-22177 10C $05 11 HCS 3.00 MFS 0.65 


BATTERY CHARGERS, HAND GENERATORS 
DEVELOPMENT OF GENERATOR DIRECT CURRENT G-63 (1/G (HAND 
CRANKED). 
AD-651 070 108 U67 12 HCS 3.00 MFS 0.65 


BAYESIAN STATISTICS 
ON THE THEORY AND METHOOS OF STATISTICAL INFERENCE. 
N67-22039 12A SOS 11 HCS 3.00 MFS 0.65 


BEACON LIGHTS, RADIO NAVIGATION 
VORTAC IDENTIFICATION LIGHT. 
AD-651 040 17G U67 12 HCS 3.00 MFS 0.65 


BEACONS, MARKER LIGHTS 
CATEGORY I1i ALTITUDE MONITOR. 
AD-650 917 10 U67 12 HCS 3.00 MFS 0.65 


BEAM POWER TUBES, LINEAR SYSTEMS 
DEVELOPMENT OF LINEAR POWER TUBES. 
A0-650 614 9A U6T 12 HCS 3.00 MFS 0.65 


BEAMS( STRUCTURAL}, CONCRETE 
OURABILITY AND BEHAVIOR OF PRESTRESSED CONCRETE BEAMS. 
REPORT 2. POSTTENSIONED CONCRETE INVESTIGATION PROGRESS TO 
JULY 1966. 
AD-650 727 13M U67 12 MFS 0.65 


BEARINGS, MECHANICAL PROPERTIES 
STRESS AND STRAIN IN ROLLENG BODIES IN CONTACT, 
PB-173 651 20K U67T 12 HCS 3.00 MFS 0.65 


BEHAVIOR, PRIMATES 
THE EFFECTS OF DIFFERENTIAL EARLY EXPERIENCE UPON LEARNING, 
PERFORMANCE, AND BIOCHEMICAL RESPONSES OF NONHUMAN PRIMATES 
(RHESUS MONKEYS). 
A0-650 920 5J U67 12 HCS 3.00 MFS 0.65 


BENDING FATIGUE 
INFLUENCE OF CHEMICAL CONTOURING ON THE FATIGUE AND 
SUSTAINED LOAD PROPERTIES OF HIGH TENSIL STEEL SHEET. 
N67-22798 L1F SOS LL HCS 3.00 MFS 0.65 


BENOING VIBRATION 
FINITE ELEMENT MODELING OF A CANTILEVER BEAM. 
N67-22881 20K SOS AL HCS 3.00 MFS 0.65 


BERYLLIUM COMPOUNDS, HEAT OF FORMATION 
HEATS OF FORMATION OF ALPHA~BERYLLIUM CHLORIDE AND ALPHA- 
ANDO BETA-BERVELIUM NITRIDE, 
AD-650 651 70 U6T 12 


BERYLLIUM OXIDE 
LABORATORY DEVELOPMENT OF THE GRIND-LEACH PROCESS FOR THE 
HoT eGeCeR. FUEL CYCLE. PART 2. DISSOLUTION OF BERYLLIA IN 
NITRIC ACIO SOLUTIONS. 
N67-23206 TA SOS LL HCS 3.00 MFS 0.65 


BERYLLIUM, SURFACES 
CLEANING AN IDEAL BERYLLIUM SURFACE, 
RFP-879 76 N2L O09 HCS 3.00 MFS 0.65 


BESSEL FUNCTIONS, CONVERGENCE 
GRAEFFE*S METHOD FOR EIGENVALUES. 
AD-650 627 12A U67T 12 HCS 3.00 MFS 0.65 


BIBLIOGRAPHIES, CARBON TETRACHLORIDE 
AN ANNOTATED BIBLIOGRAPHY ON CARBON TETRACHLORIDE AS A FIRE 
EXT INGUISHANT,» 
AD-650 735 134 U67 12 HCS 3.00 MFS 0.65 


BIBLIOGRAPHIES, TREES 
ANNOTATED BIBLIOGRAPHY OF WALNUT AND RELATED SPECIES. 
PB-174 509 2F U6T 12 HCS 3.00 HFS 0.65 


BIBL LOGRAPHY 
RESEARCH AND DEVELOPMENT STUOY RELATED TO THE SYNTHESIS OF 
FORMALDEHYDE FROM CO2 AND H2 QUARTERLY PROGRESS REPORT, AUG. 
~ OCT. 1966. 
N67-22173 TC SOS 11 HCS 3.00 MFS 0.65 
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AEROSPACE MEDICINE ANU BIULOGY - A CONTINUING BIBLIOGRAPHY, 
FEBRUARY, 1967. 


N67T-228865 6S $05 1L HCS 3.00 MFS 0.65 
AEROSPACE MEDICINE AND BIULUGY - A CONTINUING BIBLIOGRAPHY, 
1966. 

N67-22696 6S SOS LL HCS 3.00 MFS 0.65 
THERMIONIC. 

N67T-22922 161 $05 Ll HCS 3.00 MFS 0.65 
NEON — ITS PHYSICAL AND PHYSICAL-CHEMICAL PROPERTIES - A 
BIBLIOGRAPHY. 

N67-22940 76 SOS 11 HC$ 3.00 MFS 0.65 


COMPUTER EXPERIMENTS WITH CHARGED PARTICLES, CHARGED FLUIDS 
AND PLASMAS - A CLASSIFICATION ANU bIGLIOGRAPHY. 


N67- 22943 96 $05 1L HCS 3.00 MFS 0.65 

NETWORK PLANNING~-SCANS/CPM/PEKT/RAMPS. GIBLLOGRAPHY. 

N6@7-22969 126 SOS 11 HC$S 3.00 MFS$ 0.65 

THE INTERNAL STRUCTURE ANU PHYSICS UF THE EARTH. 

NO7-23321 6K $05 LL HCS 3.00 MFS 0.65 
BILE, DIET 

INFLUENCE OF OLETARY LITHOCHOLIC ACIU UN HEPATIC LIPID 

TRANSPORT, 

AD-651 O16 OP U6T 12 


LACK OF EFFECT OF DIETARY CHENODEUXYCHULIC ACID ON PLASMA 
AND LIVER LIPIDS AND THE DULCTULAR CELL REACTION IN THE 
CHICK, 

AD-651 018 oP U67T 12 


BINARY MIXTURE 
ANNUAL PROGRESS REPURT, 1906. 
N67-23205 1A S95 LL HCS 3.00 MFS 0.65 


BINDING ENERGY 
BINDING ENERGIES OF THE NEXT INNER SUUSHELL OF ATOMS AND 
IONS FROM 6 TO ZN. 
N67-22962 70 SOS 11 HCS 3.00 MFS 0.65 


BIOCHEMISTRY 
CHEMISTRY OF LIVING SYSTEMS SEMIANNUAL REPORT, 1 OCT. 1966 - 
31L MAR. 1967. 
N67-22360 6a $05 Ll HCS 3.00 MFS 0.65 


BIOLOGICAL STAINS, FLUORESCENCE 
COMPARATLVE CYTOFLUOROMETRIC STUUY OF THE DNA CONTENT IN 
HIGH POLYPLOILY CELL NUCLEI STAINED WITH ACRIDINE ORANGE AND 
FLUORESCENT SCHIFF-TYPE REAGENT, 
AO-651 175 6M U67T 12 HCS 3.00 MFS 0.65 


B10L0GY 
AEROSPACE MEDICINE AND BIULUGY - A CONTINUING BIBLIOGRAPHY, 
FEBRUARY, 1967. 


NO7-22685 6S $05 1l HC$ 3.00 MFS$ 0.65 

AEROSPACE MEDICINE AND BIULOGY - A CONTINUING BIBLIOGRAPHY, 

1966. 

N67-228696 6S SO5 11 HCS 3.00 MFS 0.65 
BIOLOGY, GEOGRAPHY 

ESTUARIES, 

AD-651 162 8H U6T 12 


BIONICS, NERVE CELLS 
NEURISTOR REALIZATION STUVIES, 
AD-650 983 6b U6T 12 HLS 3.00 MFS 0.65 


BIOGNICS, NERVOUS SYSTEM 
NEUROMIME NETWORK SIMULATOR, APPENUIX IIL. NEUROMIME 
SIAULATUR OUTPUT. 
AU-650 567 60 U67 12 HC$S 3.00 MFS 0.65 


NEUROMIME NETWORK SIMULATOR. 
AD-650 576 60 U67T 12 HCS 3.00 MFS 0.65 


BISMUTH, PHOTUNUCLEAR REACTIONS 
NEUTRON SPECTRA FROM MUNUENERGETIC PHUTONS UN BISMUTH, 
AD-651 111 20H U6T 12 HCS 3.00 MFS 0.65 


BIT SYNCHRUNIZATION 
THE USE OF A PARITY BIT IN A TELEMETRY SYSTEM, 
N67-22877 9F SOS LL HCS 3.00 MFS 0.65 


BLACK BRANT ILL MISSILE 
BLACK BRANT ROCKET AA-I11-11 LAUNCHED AT CHURCHILL RESEARCH 
RANGE 21 APRIL 1965. 

N67-22944 16A SO5 LL HCS 3.00 MFS 0.65 

BLADE AIRFOILS, TRAILING EUGE 
CASCADE DATA FOR HIGH CAMBER BLUNT TRAILING EDGE BLADES, 
AD-651 163 200 U67 12 HC$ 3.00 MFS 0.65 


BLAST, STRUCTURAL PARTS 
ELASTIC-PLASTIC RESPONSt OF STKUCTUKES TO BLAST AND IMPULSE 
LOADS. 
AD-651 051 13M U67 12 HCS 3.00 MFS 0.65 


8L000 FLOW 
STUDLES OF THE EFFECTS OF ACCELERATION ON CARDIOVASCULAR ANDO 
RESPIRATORY DYNAMICS SEMIANNUAL STATUS REPORT. 
N67-22356 6S S05 LL HCS 3.00 MFS 0.65 


BLOGD PLASMA 
DISTRIBUTION OF LACTIC ACIO BETWEEN PLASMA AND RED CELLS 
DURING WORK AND RECOVERY. 
N67~-23255 6S SO5 11 HCS 3.00 MFS 0.65 





INDEX 618-B80U 


BLUFF BODY 
CHANGES IN THE FLOW AT THE BASE OF A BLUFF B00Y DUE TO A 
DISTURBANCE IN ITS WAKE. 
N67-23249 1A SOS 11 HCS 3.00 MFS 0.65 


BLUNT BODIES, AXIAL-FLOW COMPRESSOR BLADES 
NOTE ON THE CONCEPT OF BLUNT TRAILING EDGE BLADES, 
AD-650 606 200 U67 12 HCS 3.00 MFS 0.65 


BLUNT BODY 
SOME EXPERIMENTAL INVESTIGATIONS INTO THE ORAG EFFECTS OF 
MODIFICATIONS TO THE BLUNT BASE OF A BODY OF REVOLUTION. 
N67-22502 1A SOS 11 HCS 3.00 MFS 0.65 


BODY OF REVOLUTION 
SOME EXPERIMENTAL INVESTIGATIONS INTO THE ORAG EFFECTS OF 
MODIFICATIONS TO THE BLUNT BASE OF A BODY OF REVOLUTION. 
N67-22502 1A SOS 11 HCS 3.00 MFS 0.65 


BODY TEMPERATURE, BIOCHEMISTRY 
RELEASE OF CHEMICAL FACTORS FROM THE DIENCEPHALIC REGION OF 
THE UNANAESTHETIZED MONKEY DURING CHANGES IN BODY 
TEMPERATURE, 
AD-650 733 6P U6T 12 


BODY TEMPERATURE, GUINEA PIGS 
THE ROLE OF FUR IN HEAT REGULATION IN THE GUINEA PIG, 
AD-650 673 6C U67 12 


BOOY TEMPERATURE, MODELS(SIMULATIONS) 
FURTHER DEVELOPMENT OF THE BIOTHERMAL ANALOG COMPUTER. 
AD-650 729 68 U67 12 HCS 3.00 MFS 0.65 


BOOY WEIGHT, HIGH ALTITUDE 
ALTERATIONS IN BODY COMPOSITION IN MAN AFTER ACUTE EXPOSURE 
TO HIGH ALTITUDE, 
AO-651 O11 6S U6T 12 


BOILER 
FEASIBILITY STUDY OF ROTATING BOILER FOR HIGH-PERFORMANCE 
RANKINE CYCLE POWER GENERATION SYSTEMS. 


N67-23313 108 SOS LL HCS 3.00 MFS 0.65 
BOILING 

HEAT EXCHANGE WITH BOILING CARBON DIOXIDE AT NEAR-CRITICAL 

PRESSURES. 

N67-22962 20M SOS 11 HCS 3.00 MFS 0.65 


BOILING WATER REACTOR 
RESEARCH PROGRAM FOR HYDRODYNAMIC AND THERMODYNAMIC 
INVESTIGATIONS IN SINGLE AND TWO-PHASE FLOW. 
N67-22977 181 SOS 11 HCS 3.00 MFS 0.65 


BONDED JOINTS, MECHANICAL PROPERTIES 
WETTING OF HIGH AND LOW ENERGY SURFACES BY LIQUID ADHESIVES 
AND ITS CORRELATION TO BOND STRENGTH. 
AD-651 093 LLA U67 12 HCS 3.00 MFS 0.65 


BONDING 
STUDY OF BONDING BETWEEN GLASS AND PLASTIC IN GLASS- 
REINFORCED PLASTICS - EXTENDED WORK QUARTERLY PROGRESS 
REPORT, OCT. 1 — DEC. 3le 1966. 
N67~-22875 111 SOS 1t HCS 3.00 MFS 0.65 


BONE, CANCER 
GOSTEOSARCOMA OF THE JAWS, 
AD-650 954 . 6E U6T 12 


BOOLEAN ALGEBRA 
BOOLEAN TRANSLATION OF THE SYMBOLIC DESIGN OF A DIGITAL 
COMPUTER. 
N67-23269 98 SOS 11 HCS 3.00 MFS 0.65 


BORANES, FIRE SAFETY 
RESEARCH STUDY ON HEF FIRE FIGHTING, 
A0-650 982 13L U67 12 HCS 3.00 MFS 0.65 


BORANES, FLAMES 
A RESEARCH PROGRAM FOR UNDERSTANDING THE MECHANISMS OF FLAME 
INHIBITION. 
AD-435 542 218 U67 12 HCS 3.00 


BORN APPROXIMATION 
COMPARISON OF GRYZINSKI AND BORN CROSS SECTIONS FOR THE 
METASTABLE 2S STATE OF ATOMIC HYDROGEN. 
N67-23283 20H SOS 11 HCS 3.00 MFS 0.65 


BOULDERS, GEOLOGIC AGE DETERMINATION 
AN EOCENE OREOGE HAUL FROM THE TUAMONTU RIDGE, 
A0-650 680 8G U6T 12 


BOUNDARY LAYER, FLOW FIELDS 
THE ROLE OF S-SHAPED CROSSFLOW PROFILES IN THREE-OI MENSI ONAL 
BOUNDARY LAYER THEORY. 
A0-650 953 200 U67 12 HCS 3.00 MFS 0.65 


BOUNDARY LAYER, SCIENTIFIC RESEARCH 
LENINGRAD. POLYTECHNIC INSTITUTE. TRANSACTIONS NO. 2485 
1965. SELECTED ARTICLES, 
A0-650 807 200 U67 12 HCS 3.00 MFS 0.65 


BOUNDARY VALUE PROBLEM 
LINEAR EIGENVALUE PROBLEMS OF ARBITRARY ORDERS WITH 
OISSOCIATE BOUNDARY CONDITIONS. 
N67-22096 12A SOS L1 HCS 3.00 MFS 0.65 


CLOSED COLLISION PATHS IN A PLANE CIRCULAR RESTRICTED THREE- 
BODY PROBLEM. 
N67-23309 3C $05 11 HCS 3.00 MFS 0.65 








6OU-CAR SUBJECT INDEX 


BOUNDARY VALUE PROGLEMS, INTEGKAL TRANSFUKMS 
A SURVEY OF THE METHOU UF INITIAL PARAMETERS, 
AD-650 912 13M UOT 12 HCS 3.00 MFS 0.65 


* BOUNDARY VALUE PROGLEMS, NUMERICAL METHUUS AND PROCEDURES 
AN EXTENSION OF THE KAWTUORUVICH METHOD, 
AD-651 206 12A U6T 12 HC& 3.00 MFS 0.65 


BOUNDARY VALUE PROBLEMS, PARTIAL VIFFERENTIAL EQUATIONS 
COMPUTATLONAL METHODS FOR DETERMINING LOAER BUUNDS FOR 
EIGENVALUES OF OPEKATOKS IN HILGERT SPACE, 

AD-650 716 12A U67 12 


BRAIN INJURY 
NEUROSCIENCES RESEARCH PRUGRAM BULLETIN, VOLUME 4 
(SUPPLEMENT. 
N67-22581 oP SOS Ll HCS 3.00 MEFS 0.65 
BRAIN, ELECTRICAL IMPEDANCE’ 
A COMPARATIVE STUDY UF PLETHYSMOGRAPHIC WAVES DERIVED FROM 
THE HEAD BY IMPEDANCE ANU PHUTUELECTRIC TECHNIQUES, 
AD-650 746 6P U6T 12 


BRAKES, RAILKUAUS 
ELECTRO-MAGNETIC FRICTIUN GRAKE SYSTEM. 
PB-174 426 13F UGT 12 HCS 3.00 MFS 0.65 


BRAYTON CYCLE 
COMPRESSOR RESEARCH PACKALE FUR KESEARCH ANO VEVELOPMENT OF 
HIGH PERKFURMANCE AXIAL-FLUW TURUUMACHINERY FINAL REPORT. 
N67-23341 10a $05 Ll HCS 3.00 MFS 0.65 


BREMSSTRAHLUNG 
METHOUS TAKING ACCUUNT UF COULUM6 SLATTERING AND 
BREMSSTRAHLUNG FOK BUBULE CHAMHERK TRACKS TREATMENT. 
N67-23214 18D SOS ll HCS 3.00 MFS 0.65 


BREMSSTRAHLUNG, PLASMA McOlUM 
CALCULATIONS USEFUL IN THt YVETEXMINATION OF ELECTRUN 
TEMPERATURE FROM X-RAY CONTINUUM KAVIATIUN EMITTED FROM HIGH 
TEMPERATURE PLASMAS, 
AD-651 050 201 U67 12 HCS 3.00 MFS 0.65 


BUBBLE CHAMBER 
METHODS TAKING ACCOUNT UF CUULLMB SCATTERING AND 
BREMSSTRAHLUNG FOR BUBGLE CHAMBER TRACKS TREATMENT. 
N67-23214 l6v S05 Ll HC$S 3.00 MFS 0.65 


BUBBLE CHAMBERS, SYMPOSIA 
BUBBLE CHAMBEKS, 1964-1906, 
ANL-7265 180 N21 09 HC$ 3.00 MFS 0.65 


BUILDINGS, FIRES 
MANUAL UF DATA GATHEKING PRACTICE RELATIVE TO THE 
REUSABILITY OF BUILUINGS AFTEK A WARFIRE, 
A0-651 009 13L U67 i2 HCS 3.00 MFS 0.65 


TRIAL SURVEY AND ANALYSIS OF SEVERAL BUILDINGS RELATIVE TU 
THEIR REUSAGILITY AFTER A WARFIRE. 
AD-651 010 13L U67 12 HCS 3.00 MFS 0.65 


BUILUINGS, SHIELUING 
BUILDINGS WITH FALLOUT SHELTER. 
A0-651 182 13M U67 12 MFS 0.65 
BURNING RATE 
PERCHLORIC ACID FLAMES. PART IV -— METHANE-RICH FLAMES. 
N67-22706 216 SOS 1l HCS 3,00 MFS 0.65 


THE USE UF CATALYTIC SURFACTANTS IN PLASTIC PROPELLANTS. 
N67-22785 194 $05 LL HCS 3.00 MFS 0.65 


PERCHLORIC ACID FLAMES. PART V - LTHYLENE~ RICH FLAMES. 
N67-23126 216 SOS LL HCS 3.00 MFS 0.65 


CABLES( MECHANICAL), BALLUUNS 
DYNAMIC ANALYSIS UF THE TETHERING CABLE PURTION OF A HIGH 
ALTITUDE TETHERED BALLUONW SYSTEM UNDER FULLY DEPLOYED 
CONUDITIUNS. 
A0-651 024 1C U67 12 HCS 3.00 MFS 0.65 
CADMIUM CUMPOUNDS, CRYSTAL GROwTH 
RESEARCH IN PURIFICATION ANU SINGLE CRYSTAL GROWTH OF II-VI 
COMPOUNDS. 
A0d-651 140 20L U67 12 HCS 3.00 MFS 0.65 
CALCITE, PACIFIL OCEAN 
OEEP-SEA AUTHIGENIL CALCITE AND UULUMITE, 
AD-650 696 8G UoT? 12 


CALCITE, SEA WATER 
CALCITE RATES OF DISSULUTIUN IN A VERTICAL PROFILE IN THE 
CENTRAL PACIFIC, 


AD-650 964 6J U6T 12 
CALIBRATION 
PYRHELIOMETRIC COMPARISONS AT THE JPL TAGLE MOUNTAIN 
FaciLity. 
N67-22061 46 S05 LL HCS 3.00 MFS 0.65 


SURVEY OF DETECTOKS AND VYNAMIC CALIBRATION METHUOS FOR 
REMOTE SENSING SYSTEMS. 
N67-22779 14C $05 Li HCS 3.00 MFS 0.65 
CALIBRATION METHODS FORK THE ACCURATE ASSESSMENT OF THE 
STATIC AND DYNAMIC PERFUKMANCE UF SOME FLIGHT TESTS 
INSTRUMENTS. 


N67-22792 10 SOS lt HCS 3.00 MFS 0.65 


A METHOD TO CORKECT THE CALIBRATION SHIFT OBSERVED IN A 
NIMBUS MEDIUM RESOLUTION INFRARED KADIOMETER ON THE NASA 





CONVAIR 990 AIRCRAFT. 
N6O7-22874 20F SOS 11 HCS 3.00 MFS 0.65 
CALIBRATION, PRESSURE GAGES 
PORTABLE PRESSURE CALIBRATION SYSTEM MODEL 3460 (KING 
NUTRONICS CORPORATION). 
PB-174 528 148 U67 12 HCS 3.00 MFS 0.65 
CALIBRATION, SIGNAL GENERATORS 
MICROWAVE SIGNAL SOURCE POLARAD 1206 1.95 TO 4.20 GHZ. 
PB-174 525 148 U67 12 HCS 3.00 MFS 0.65 


MICROWAVE SIGNAL SOURCE POLARAD 1205 0.95 TO 2.40 GHZ. 
PB-174 526 148 U67 12 HCS 3.00 MFS 0.65 


MICROWAVE SIGNAL SOURCE POLARAD 1207 3.8 TO 8.2 GHZ. 
PB-174 527 148 U67 12 HCS 3.00 MFS 0.65 


MICROWAVE SIGNAL SOURCE POLARAD 1208 7.0 TO 11.0 GHZ. 
PB-174 529 148 U67 12 HCS 3.00 MFS 0.65 


SIGNAL GENERATOR SG-691/ASA-48. 
PB-174 541 148 U67 12 HCS 3.00 MFS 0.65 
SIGNAL GENERATOR SG-47/USM-16 BYRON JACKSON 75. 

PB-174 584 148 U67T 12 HCS 3.00 MFS 0.65 


CALIBRATION, VOLTMETERS 
DIFFERENTIAL VOLTMETERS, JOHN FLUKE 801, SOLIA, BOLR, 6018, 
BO1B/AG, BOLBR, BOLBR/AG, BOLH, BOLH/G, 803, 803R, 8038, 
8036/AF, 803/AG, 8038R AND 8036R/AG. 
PB-174 562 148 U67T 12 HCS 3.00 MFS 0.65 


OLFFERENTIAL VOLTMETERS FLUKE 800 AND 800R. 
PB-174 583 148 U67 12 HCS 3.00 MFS 0.65 


CANADA 

COSMIC RAY NM-64 NEUTRON MONITOR DATA — IV MONTHLY GRAPHS, 

JAN. ~ AUG. 1966. 

N67-22974 4A SOS LL HCS 3.00 MFS 0.65 
CANCER, BONE 

OSTEOSARCOMA OF THE JAWS, 

AD-650 954 6E U6T 12 
CANONICAL PROBLEM 

CALCULATION OF FACTORIALS. 

N67-22079 12A SOS LL HCS 3.00 MFS 0.65 
RIGOROUS LOWER BOUND ON THE COMPRESSIBILITY OF A CLASSICAL 
SYSTEM. 
N67~-22933 12a $05 11 HC$ 3.00 MFS 0.65 
CANTILEVER BEAM 

FINITE ELEMENT MODELING OF A CANTILEVER BEAM. 

N67-22681 20K SOS 11 HCS 3.00 MFS 0.65 


CAPACITOR 
DEVELOPMENT AND EVALUATION OF MAGNETIC AND ELECTRICAL 
MATERIALS CAPABLE OF OPERATING IN THE 800 DEG TO 1600 DEG F 
TEMPERATURE RANGE QUARTERLY REPORT, 1 DEC. 1965 - 28 FEB. 
1966. 
N67-22066 228 SOS 11 HCS 3.00 MFS 0.65 
CAPACITORS, FILMS 
AN INVESTIGATION OF VACUUM DEPOSITED MULTILAYER THIN FILM 
CAPACITORS, 
AD-650 990 9A U6T 12 HCS 3.00 MFS 0.65 


CARBAMIDE 
INVESTIGATION OF THE PRODUCTION AND THERMAL STABILITY OF 
METAL CARBAMATES. 
N67-22127 76 $05 Ll HCS 3.00 MFS 0.65 


CARBAMATE AND OIMETHYLCARBAMATE FROM TRANSITION METALS. 
N67-22128 78 SOS 11 HCS 3.00 MFS 0.65 


CARBIDE 
WEAR RATES OF METALS ANDO OXIDES IN 80 DEG AND 160 DEG F HIGH 
PURITY WATER. 
N67-22476 163 SOS 11 HCS 3.00 MFS 0.55 
CARBIDES, REACTOR FUELS 
ETUDES DE COMPOSES U-PU-C-TI (STUDIES OF U-PU-C-TI 
COMPOUNDS), 
PB-174 569 16J U67 12 HCS 3.00 MFS 0.65 


CARBIDES, SINGLE CRYSTALS 
GROWTH AND CHARACTERIZATION OF BETA-SILICON CARBIDE SINGLE 
CRYSTALS. 
AO-651 151 208 U67 12 HCS 3.00 MFS 0.65 
CARBON 
STUDY IN COMETARY ASTROPHYSICS QUARTERLY REPORT, NOV. 20, 
1966 - FEB. 20, 1967. 
N67-22260 368 SOS 11 HCS 3.00 MFS 0.65 
CARBON DIOXIDE 
HEAT EXCHANGE WITH BOILING CARBON DIOXIDE AT NEAR-CRITICAL 
PRESSURES. 
N67-22962 20M SOS 11 HCS 3.00 MFS 0.65 
CARBON DIOXIDE, ELECTRON BOMBARDMENT 
MOMENTUM TRANSFER AND INELASTIC COLLISION CROSS SECTIONS FOR 
ELECTRONS IN O02, CO AND CO2. 
A0-650 751 7D U67 12 
CARBON DIOXIDE, SPECTRA( INFRARED) 
EXPERIMENTAL INVESTIGATION OF THE ABSORPTION OF INFRARED 
RADIATION. 


AD-651 043 70 U67 12 HCS 3.00 MFS 0.65 





SUBJECT 


CARBON MONUXIDE, ELEC TROW BUMBARUMENT 
MOMENTUM TRANSFER AND INELASTIC CULLISION CROSS SECTIONS FOR 
ELECTRONS IN O2, CU AND CU2. 
AD-650 751 70 U6T 12 


CARBON TETRACHLURIDE, FIRE EXTINGUISHERS 
AN ANNOTATED BIBLIOGRAPHY ON CARBUN TeTRACHLORIDE AS A FIRE 
EXTINGUISHANT, 
AD-650 735 13L U67 12 HC$ 3.00 MFS 0.65 


CARBON TETRACHLORIDE, HAZARDS 
HAZARDS OF CARBUN TETRACHLORIDE FIRE EXTINGUISHERS. 
AD-650 674 14L U67T 12 HCS 3.00 MFS 0.65 


CARBON TETRACHLORIDE, TOXICITY 
CASE HISTORIES UF DEATHS AND INJUKIES FROM CARBON 
TETRACHLORIVE FIRE EXTINGUISHERS, 
AD-650 734 13L U67 12 HOS 3.00 MFS 0.65 


CARBON TETKACHLORIDEs, X-KAY DIFFRACTION ANALYSIS 
X-RAY DIFFRACTION VATA UN LIQUID CARBUN TETRACHLURIDE AT 25 
DEGREES Cy 
ORNL~-4068 7D N2l 09 HCS 3.00 MFS 0.65 


CARBONATES, OCEANS 
CARBONATE CYCLE AND THE GUFFEK AELHANISM OF RECENT OCEANS, 
AD-650 662 bJ U6T 12 


CARBON, NUCLEAR ENERGY LEveLS 
REALISATION D*UN EMSEMULE U*ANALYSE SIPARAMETRIQUE. 
APPLICATION A L* ETUDE VE LA DESINTEGRATION OU NIVEAU DE 16, 
Al MEV OU 12C) (CONSTRUCTION OF A GIPARAMETRIC ANALYSIS 
SYSTEM. APPLICATION TO THE STUvY OF THE BREAK-UP OF THE 16. 
ll MEV ENERGY LEVEL OF 12U). 
Pé-174 578 18D U6T 12 HCS 3.00 MFS 0.65 


CARBOXYLIC ACID 
ACIDLTY OF CYCLUHEXANECARBOXYLIC ACTOS, CYCLOHEXYLAMINES AND 
RELATEO COMPOUNDS. 
N67-23014 7 SOS LL HCS 3.00 MFS 0.65 


CARGO SHIPS, MANPOWER STUUIES 
SHIPBOARD SYSTEMS COSTS A FUNCTIUNAL ANALYSIS OF WORK 
ABOARD SHIP. THE SS SHELOUN LYKES A URY CARGO SHIP IN THE 
SOUTH ATLANTIC SERVICE. 
AD-650 625 1343 U67 12 HLS 3.00 MFS 0.65 


CARGO SHIPS, MODEL TESTS 
WAKE SURVEY FOR A PASSENGER-CARGU VESSEL» NS SAVANNAH, 
REPRESENTED BY MUDEL 4671. 
A0-650 597 13J U6T 12 HCS 3.00 MFS 0.65 


CARGO, SUPPORTS 
ANALYSIS UF ARMY FIXED-WING CARGU RESTRAINT DESIGN CRITERIA. 
AD-651 219 1C U67 12 HCS 3.00 MFS 0.65 


CARRIERS(SEMICONDUCTURS), INFRAKEU PHENUMENA 
EFFECTIVE MASS UF FREE CAKRIERS IN SEMICONDUCTORS AS 
DETERMINED FRUM INFRARED REFLECTIVITY MEASUREMENTS, 
AD-650 467 20L U67 12 HCS 3.00 MFS 0.65 


CASCADE STRUCTURES, TRANSUNIC FLOW 
CASCADE DATA FOR HIGH CAMBER BLUNT TRAILING EUOGE BLADES, 
AD-651 163 200 U67 12 HC$S 3.00 MFS$ 0.65 


CATALYST 
RESEARCH AND DEVELOPMENT STUDY KELATED TU SYNTHESIS OF 
FORMALOEHYUE FROM COZ AND H2 QUARTERLY PROGRESS REPORT, NOV. 
1966 - JAN. 1967. 
N67-22174 7C SOS 11 HCS 3.00 MFS 0.65 


THE USE OF CATALYTIC SURFACTANTS IN PLASTIC PROPELLANTS. 
N67~-22785 194 $05 LL HCS 3.00 MFS 0.65 


CATALYSTS, MOSSBAUVER EFFECT 
MOSSBAUVER EFFECT STUDIES OF SUKFACE KEACTIUNS. 
AD-651 129 7E U6T 12 HC$S 3.00 MFS 0.65 


CATALYSTS, SILICIDES 
INVESTIGATION OF MECHANISMS FOR ELECTROCHEMICAL CATALYSIS. 
AD-651 194 108 U67 12 HCS 3.00 MFS 0.65 


CATHODE 
RESEARCH AND DEVELOPMENT OF THE ORY TAPE BATTERY CONCEPT 
QUARTERLY REPORT, 9 JUN. - 9 SEP. 1966. 
N67-22069 10C SO5 ll HC$ 3.00 MFS 0.65 


CAVITATION 
EXPERIMENTAL STUDIES OF CAVITATION DAMAGE IN ALKALI METAL 
PUMPS FOR APPLICATION IN SPACE POWER SYSTEMS. 
N67-23316 106 SO5 LL HCS 3.00 MF$ 0.65 
CAVITATION, ULTRASONIC RADIATION 
ONSET. OF ULTRASONIC CAVITATION IN TAP WATER. 
AD-650 701 200 U67 12 


CAVITY RESONATOR 
PROPOSAL FOR A NEW TYPE OF CAVITY KESONATOR. 
N67-23019 9A SOS LL HCS 3.00 MFS 0.65 


CAVITY RESONATORS, PLASMA MEDIUM 
CALCUL OU GLISSEMENT DE LA FREQUENCE DE RESONANCE D*UNE 
CAVITE CHARGEE PAR UN PLASMA EN PRESENCE OU NON D*UN CHAMP 
MAGNETIQUE STATIQUE (CALCULATION OF THE RESONANCE FREQUENCY 
CHANGE FOR A CAVITY CHARGED BY A PLASMA WITH OR WETHOUT A 
STATIC MAGNETIC FIELD), 
PB-174 571 201 U67 12 HCS 3.00 MFS 0.65 


CELESTIAL MECHANICS 
ANALYTICAL PERTURBATIGN THEORY IN RELATION TO THE THREE 





INDEX CAR-CHA 


BODIES PROBLEM APPLYING THE REGULATING VARIABLES. 
N67-22100 38 SOS 11 HCS 3.00 MFS 0.65 


CELESTIAL MECHANICS, MATHEMATICAL ANALYSIS 
THE TROJAN MANIFOLD IN THE SYSTEM EARTH-MOON, 
AD-651 147 3C U67T 12 HCS 3.00 MFS 0.65 


CELESTIAL NAVIGATION 
ERROR ANALYSIS OF CELESTIAL~INERTIAL NAVIGATION FOR LOW 
THRUST INTERPLANETARY VEHICLES. 
N67-21983 17G SOS 11 HCS 3.00 MFS 0.65 


CELLULOSE, IGNITION 
OXYGEN CONCENTRATION AND PRESSURE EFFECTS ON THE IGNITION OF 
CELLULOSIC FUELS BY THERMAL RADIATION, 
AD-650 622 218 U67 12 HCS 3.00 MFS 0.65 


CEMENTS, ELECTRICAL CONDUCTANCE 
DEVELOPMENT OF ELECTRICAL CONDUCTING MORTARS, 
PB-174 595 118 U67 12 HCS 3.00 MFS 0.65 


CEMENTS, HARONESS 
DEVELOPMENT OF A MICROCRACKING TECHNIQUE FOR MEASURING IN 
SITU STRESS AND STRAIN. REPORT 1. LABORATORY TESTS. 
AD-650 563 20K U67 12 MFS 0.65 


DEVELOPMENT OF A MICROCRACKING TECHNIQUE FOR MEASURING IN 
SITU STRESS AND STRAIN. REPORT 2. FIELD TESTS. 
AD-650 564 20K U6T 12 MFS 0.65 


CENTAUR LAUNCH VEHICLE 
CENTAUR AC~8 POSTFLIGHT GUIDANCE ANALYSIS. 
N67~-23262 17G $O5 11 HCS 3.00 MFS 0.65 


CENTRAL NERVOUS SYSTEM, MODELS( SIMULATIONS) 
SOME MECHANISMS FOR A THEORY OF THE RETICULAR FORMATION. 
AO-651 207 6P U67 12 HCS 3.00 MFS 0.65 


CENTRAL NERVOUS SYSTEM, MONITORS 
MONITORING PSYCHOMOTOR RESPONSE TO STRESS BY EVOKED AUDITORY 


RESPONSES,» 

AD-471 880 5J U67 12 HCS 3.00 MFS 0.65 
CENTRIFUGE 

SLUDGE CONCENTRATION WITH A CENTRIFUGAL SEPARATOR. 

N67-23092 18G S$O5 11 HCS 3.00 MFS 0.65 


CERAMIC FIBERS, COMPOSITE MATERIALS 
INVESTIGATION OF BONDING IN OXIDE-FIBER (WHISKER) REINFORCED 
METALS. 
A0-651 190 11D U67 12 HCS 3.00 MFS 0.65 


CERAMIC MATERIALS, HIGH-PRESSURE RESEARCH 
FABRICATION OF DENSE FINE GRAINED CERAMIC MATERIALS. 
AD-650 883 118 U67 12 HCS 3.00 MFS 0.65 


CERAMIC MATERIALS, MANUFACTURING METHODS 
STUDIES OF CERAMIC PROCESSING. 
AD-651 061 118 U67 12 HCS 3.00 MFS 0.65 


CERAMICS 
WEAR RATES OF METALS AND OXIDES IN 80 DEG AND 160 DEG F HIGH 
PURITY WATER. 
N61-22476 18) SOS 11 HCS 3.00 MFS 0.65 


CERENKOV COUNTER 
OBSERVATIONS OF NUCLEI HEAVIER THAN IRON IN THE PRIMARY 
COSMIC RADIATION. ? 
N67-22876 20H SOS LL HCS 3.00 MFS 0.65 


SPECTROMETRY OF PRIMARY PROTONS AND OF SOLAR ORIGIN PROTONS 
AT SKOGAR, ICELAND (1 APPROXIMATELY 5,7). 
N67-22918 4A SOS 11 HCS 3.00 MFS 0.65 


CERMET 
ESTIMATING THERMAL CONDUCTIVITY OF CERMET FUEL MATERIALS FOR 
NUCLEAR REACTOR APPLICATION. 
N67-22866 16) SOS Li HCS 3.00 MFS 0.65 


CERMETS, ZONE MELTING 
METALLIC-CERAMIC ANDO INTERMETALLIC COMPOUNDS BY THE FLOATING 
ZONE TECHNIQUE. 
A0-651 191 13H U67 12 HCS 3.00 MFS 0.65 


CESIUM 
LSODOSES OF THE CS RADIATION EQUIPMENT OF THE KFA JUELICH 
(PROBLEM OF THE DEEP RAY THERAPY). 
N67-23029 6R SOS 11 HCS 3.00 MFS 0.65 


CETACEA, MARINE BIOLOGY 
THE HISTORY OF THE BLIND SPERM WHALE, 
AD-650 803 8A U67T 12 HCS 3.00 MFS 0.65 


CHARACTER RECOGNITION, GRAPHICS 
GRAPHICAL-DATA-PROCESSING RESEARCH STUDY AND EXPERIMENTAL 
INVEST IGAT ION. 
AD-650 926 98 U6T 12 HCS 3.00 MFS 0.65 


CHARACTERISTIC EQUATION 
STRUCTURAL ANALYSIS AND MATRIX INTERPETIVE SYSTEM (SAMIS) 
PROGRAM TECHNICAL REPORT, FEB. - AUG. 1966. 


N67-22063 98 SOS LL HCS 3.00 MFS 0.65 
CHARGE 

THE AUTOMATIC CHARGING OF UNSPILLABLE LEAD ACCUMULATORS. 

N67-22946 10C SOS 11 HCS 3.00 MFS 0.65 


CHARGED PARTICLE 
COMPUTER EXPERIMENTS WITH CHARGED PARTICLES, CHARGED FLUIDS 
AND PLASMAS — A CLASSIFICATION AND B16L 1[OGRAPHY. 
N67-22943 96 SOS 11 HCS 3.00 MFS 0.65 





>) 





CHE-COO SUBJECT 


CHECKOUT EQUIPMENT 
REPORT ON DIGITAL COMPUTERS USED IN AUTOMATIC CHECKOUT. 
N67~22843 220 $05 1L HC$ 3.00 MFS 0.65 


CHELATE COMPOUNDS, STABILITY 
RELATIONSHIP BETWEEN THE STEP—wWISE STABILITY CONSTANTS OF 
COGROINATION COMPOUNDS AND THE NUMBER OF LIGANDS (ORGANIC 
LIGANDS), 
AD-650 798 70 U67T 12 HCS 3.00 MFS 0.65 
CHEMICAL ANALYSIS» ALUMINUM ALLUYS 
EVALUATION OF ALUMINUM ALLUY 7001-175. 
AD-650 948 LiF U67 12 MFS 0.65 


CHEMICAL EQUILIBRIUM, SULUTIONS 
SOLUTION CHEMISTRY. 
AD-651 118 70 U6T 12 HC$S 3.00 MFS 0.65 


CHEMICAL PROPERTIES, RIVERS 
COLUMBIA RIVER PLUME IDENTIFICATION BY SPECIFIC ALKALINITY, 
AD-650 661 8J UoT 12 


CHEMICAL PROPERTY 
NEON — LTS PHYSICAL ANO PHYSICAL-CHEMICAL PROPERTIES - A 
616L LOGRAPHY. 
N67-22940 76 SO5 LL HCS 3.00 MFS 0.65 


CHEMICAL REACTION 
THE COMBUSTION OF AMMONIUM PERCHLORATE-BASEU COMPOSITE 
PROPELLANTS — A DISCUSSIUN OF SUME RECENT EXPERIMENTAL 
RESULTS. 
N67-22786 216 SO5 11 HC$ 3.00 MFS 0.65 


CHEMISTRY, OUCUMENTATION 
SYSTEM DEVELOPMENT PLAN FUR A NATIONAL CHEMICAL INFORMATION 
SYSTEM. 
AD-650 900 56 U6T 12 HCS 3.00 MFS 0.65 
SYSTEM PERFORMANCE SPECIFICATION FOR A NATIONAL CHEMICAL 
INFORMATLON SYSTEM. 
AD-650 901 56 U6T 12 HCS 3.00 MFS 0.65 
CHEMOTHERAPEUTIC AGENTS, IMMUNOLOGY 
RESISTANCE OF LONG-LIVED LYMPHUCYTES AND PLASMA CELLS IN RAT 
LYMPH NODES TU TREATMENT WITH PREDNISONE, CYCLOPHOSPHAMIDE, 
6 MERCAPTOPURINE, ANU ACTINOMYCIN Us 
AD-650 663 60 U6T 12 HCS 3.00 MFS 0.65 


CHIMPANZEES, EVE 
A HISTULOGICAL STUDY OF Trt CHIMPANZEE EYE. 
AD-650 566 6 Vol 12 HC$S 3.00 MFS 0.65 


CHINESE LANGUAGE, MACHINE TKANSLATION 
A FINAL AOMINISTRATIVE KEPURT, 
PB-174 560 5G U6T 12 HCS 3.00 MFS 0.65 

CHLORIDES, ELECTRON SPIN KESONANCE 
ELECTRON SPIN RESUNANCE OF THE ICLI-) VK-CENTER. 

A0-650 770 20L U67 12 


CHLORINE COMPOUNDS, CHEMICAL REACTIONS 
ETUDE DES REACTIONS CLE3-UU2F2 ET CLO2F-U02F2 (STUDY OF THE 
REACTIONS CLF3-U02F2 AND CLO2F-U02F2), 
PB-174 568 768 U6T 12 HCS 3.00 MFS 0.65 


CHOLINESTERASE INHIBITORS, PENETRATION 
THE ENHANCEMENT OF PENETRATION OF AN URGANOPHOSPHORUS 
ANTICHOLLNESTERASE THROUGH GUINEA PIG SKIN BY DIMETHYL 
SULFOXIDE, 
AD-650 797 6T U67 12 


CHOPPER 
ROTATING CRYSTAL SPECTROMETERS WITH AND WITHOUT AN AUXILIARY 
DEVICE FOR. SUPPRESSION OF UNWANTED REFLEXIONS. 
N67-22980 148 SOS 11 HCS 3.00 MFS 0.65 


CHROMIUM ALLOY 
THE PILOT PRODUCTION AND EVALUATION OF CHROMIUM ALLOY SHEET 
AND PLATE FINAL REPORT. 
N67-22175 LLF SOS 11 HCS 3.00 MFS 0.65 


WELDED TRANSITION JOINTS OF 9 CR-1 MO ALLOY STEEL/316SS FOR 
SHORT LIFE (100 HOURS MAXIMUM) APPLICATION. 
N67~-22841 13H SO5 11 HCS 3.00 MFS 0.65 


RESULTS OF SHORT-TIME TENSILE TESTS OF 9 CR-1 MO ALLOY BAR. 
N6@7-22848 11F SO5 11 HCS 3.00 MFS$ 0.65 


CHROMIUM STEEL 
EVALUATION OF METHOUS TO REMUVE DECOMPOSED MIX-4 P3 E FROM 9 
CR-1 MO STEEL. 
N67-22860 18N SO5 LL HCS 3.00 MFS 0.65 


CILIATA, DESOXYRIBONUCLEIC ACIDS 
COMPARATLVE CYTOFLUOROMETRIC STUDY UF THE DONA CONTENT IN 
HIGH POLYPLOIDY CELL NUCLEI STAINED WITH ACRIDINE ORANGE AND 
FLUORESCENT SCHIFF-TYPE REAGENT, 
AD-651 175 6M U6T 12 HCS 3.00 MFS 0.65 
CINETHEODOLITE 
SATELLITE TRANSITS RECORDED AT EARLYBURN, OCTOBER TO 
DECEMBER 1965. 
N67-22497 228 SOS 11 HCS$ 3.00 MFS 0.65 


SATELLITE TRANSITS RECORDED AT EARLYBURN, JANUARY TO MARCH 


1 ° 
N67-22499 2268 SO5 11 HCS 3.00 MFS 0.65 


CIRCLE . 
FINITE ELEMENT MODELING OF A CIRCULAR RING USING HALF AND 
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QUARTER SYMMETRY. 
N67-23317 13M SO5 11 HCS 3.00 MFS 0.65 


CIRCUIT RELIABILITY 
HIGH RELIABILITY SCREENING OF SEMICONDUCTOR AND INTEGRATED 
CIRCUIT DEVICES. 
N67~23322 9A SO5 11 HCS 3.00 MFS 0.65 


CIRCUITS, FILMS 
FABRICATION OF A THIN FILM FULL ADDER, 
AD-650 980 9C U67 12 HCS 3.00 MFS 0.65 


CIRCUITS, SEQUENCES 
MODULO-M LINEAR SEQUENTIAL CIRCUITS, PARTIAL RESPONSE 
SIGNALING FORMATS, AND SIGNAL FLOW GRAPHS. 
AD-650 958 90 U67 12 HCS 3.00 MFS 0.65 


CIRCULAR ORBIT TRAJECTORIES, SPACE COMMUNICATION SYSTEMS 
AN EXAMPLE OF THE ANALYSIS OF SATELLITE BUNCHING 
CHARACTERISTICS, 
AD-650 905 22C U67 12 HCS 3.00 MFS 0.65 

CIRCULAR TUBE 
FREE-MOLECULE FLOW AND SURFACE DIFFUSION THROUGH SLOTS AND 
TUBES A SUMMARY. 

N67-22040 1A SO5 11 HCS 3.00 MFS 0.65 


CIVIL DEFENSE SYSTEMS, COMPUTER PROGRAMS 
EXTENSION OF THE GENERAL SENSITIVITY ANALYSIS. VOLUME I. 
METHODOLOGY. 
AD-650 927 15C U67 12 HCS 3.00 MFS 0.65 
EXTENSION OF THE GENERAL SENSITIVITY ANALYSIS. VOLUME II. 
TECHNICAL APPENDIXES. 
AOD-650 928 15C U67 12 HCS 3.00 MFS 0.65 


EXTENSION OF THE GENERAL SENSITIVITY ANALYSIS. VOLUME III. 
THE ANCET COMPUTER PROGRAM. 
AD-650 929 15C U67 12 HCS 3.00 MFS 0.65 
CIVIL DEFENSE SYSTEMS, ECONOMICS 
COST AND FINANCING OF CIVIL DEFENSE SOME PUBLIC VIEWS, 
A0-651 167 15C U67 12 HCS 3.00 MFS 0.65 


CIVIL DEFENSE SYSTEMS, FALLOUT SHELTERS 
BUILDINGS WITH FALLOUT SHELTER. 
AD-651 182 13M U67 12 MFS 0.65 

CIVIL DEFENSE SYSTEMS, RECOVERY 
CONSUMER BEHAVIOR AND WORKER PARTICIPATION IN RECOVERY 
ACTIVITIES, = 
AD-651 098 15C U67 12 HCS 3.00 MFS 0.65 

CLASSICAL MECHANICS 
RIGOROUS LOWER BOUND ON THE COMPRESSIBILITY OF A CLASSICAL 
SYSTEM. 

N67~22933 12A SOS 11 HCS 3.00 MFS 0.65 


CLASSIFICATION, MANAGEMENT CONTROL SYSTEMS 
CLASSIFICATION MANAGEMENT AT SYSTEM DEVELOPMENT CORPORATION. 
AD-650 664 5A U67 12 HCS 3.00 MFS 0.65 


CLASSIFICATION, SOLAR DISTURBANCES 
CLASSIFICATION OF SOLAR PROMINENCES FOR SUNSPOT CYCLE NO. 19 
— 1964. 
A0-651 132 38 U67 12 HCS 3.00 MFS 0.65 
CLAY MINERALS, OCEAN BOTTOM 
DEEP-SEA AUTHIGENIC CALCITE AND DOLOMITE, 


AD-650 696 8G U6T 12 
CLEAN ROOM 
STAUB, VOLUME 26, NO. 8. 
N67-23440 61 SOS 11 HCS 3.00 MFS 0.65 


CLEANING, BERYLLIUM 
CLEANING AN IDEAL BERYLLIUM SURFACE, 
RFP-879 76 N21 09 HCS 3.00 MFS 0.65 


CLEAR AIR TURBULENCE, ATMOSPHERIC MOTION 
A CASE STUDY OF CLEAR-AIR TURBULENCE IN THE MIDWEST. 
PB-174 533 48 U67 12 HCS 3.00 MFS 0.65 


CLOSED CYCLE 
AN EVALUATION OF THORIUM FUEL CIRCULATION. 
N67~23032 16t SOS 11 HCS 3.00 MFS 0.65 


CLOSED LOOP SYSTEM 
SNAP-8 THIRO LOOP OPTIMIZATION. 
N67-228645 16N SO5 11 HCS 3.00 MFS 0.65 


ACCELERATED EROSION TESTING OF CANDIDATE SNAP-8 TURBINE 
ROTOR AND NOZZLE MATERIALS. 
N67-22655 163 SOS 11 HCS 3.00 MFS 0.65 


SOME OPEN-LOOP AND CLOSED-LOOP ASPECTS OF AIRPLANE LATERAL- 
DIRECTIONAL HANDLING QUALITIES. 
NO7T~23244 10 SOS 11 HCS 3.00 MFS 0.65 


COAL, COMMERCE 
FUTURE MARKET FOR UTILITY COAL IN NEW ENGLAND. 
PB-174 540 SC U67T 12 HCS 3.00 MFS 0.65 


COBALT 
THE **BLEACHING’* EFFECT IN ZN S/ CO/ CRYSTALS UNDER THE 
INFLUENCE OF EXTREMELY LARGE PULSES OF A RUBY LASER. 


N67-22638 20. SOS LL HCS 3.00 MFS 0.65 
COOE 

CENTURY CODED TIMING FORMAT. 

N67-22781 16A SOS 11 HCS 3.00 HFS 0.65 
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SUBJECT 


COHERENT RADIATION, THEORY 
THEORY OF PARTIAL CUHERENCE A REVItW. 
aD-651 068 20F U67 12 HCS 3.00 MFS 0.65 


COINCIDENCE COUNTING, INSTRUMENTATION 
REALISATION D®UN EMSEMULE D*ANALYSE BIPARAMETRI QUE. 
APPLICATION A L*ETUDE VE LA VESINTEGRATION OU NIVEAU DE 16, 
AL MEV DU 12C = {CONSTRKUCTIUN OF A BIPARAMETRIC ANALYSIS 
SYSTEM. APPLICATIUN TU THE STUUY UF THE BREAK-UP OF THE 16. 
LL MEV ENERGY LEVEL OF 12C). 
PB-174 578 160 U67 12 HC$ 3.00 MFS 0.65 
COLD NEUTRON 
NEUTRON CONDUCTORS - A REPURT ON THE CURRENT STATE OF 
DEVELOPMENT. 
N67-22934 206 $05 Ll HCS 3.00 MFS 0.65 


COLD WAR, DETERRENCE 
EUROPEAN SECURITY AND THE NUCLEAR THREAT SINCE 1945, 
AD-650 809 5U U6T 12 HCS 3.00 MFS 0.65 


COLLISION 
VIBRATIONAL DISSUCIATION AND CASCADE UISSOCIATION OF H2¢ 
TONS BY COLLISION WITH MOLECULES OF A GAS. 
N67~-22135 70 SOS LL HCS 3.00 MFS 0.65 


CLOSED CULLISION PATHS IN A PLANE CIRCULAK RESTRICTED THREE- 
BODY PROBLEM. 
N67-23309 3C S$O5 LL HCS 3.00 MFS 0.65 


COLLISIONLESS PLASMA 
PLASMA STABILITY AND THE BUHRK- VAN LEEUWEN THEOREM. 
N67-22863 201 SO5 LL HC$ 3.00 MFS 0.65 


SPACE-CHARGE EFFECTS GY NON-THERMAL IONS IN A MAGNETIZED 
PLASMA. 
N67-23398 201 SOS Li HCS 3.00 MFS 0.65 


COMBAT KEADINESS,» MILITARY TRAINING 
TECHNULOGY ANU AKMAMENT. 


AD-651 106 156 U6l 12 HCS 3.00 MFS 0.65 
COMBUSTION 

PERCHLORIC ACID FLAMES. PAKT LV — METHANE-RICH FLAMES. 

No7-22706 216 S05 11 HCS 3.00 MFS 0.65 


COMBUSTION CHAMBERS, COMBUSTION 
INVESTIGATIUN OF THE WURKING PROCLSS IN THE COMBUSTION 
CHAMBERS OF GAS-TURGINE ENGINES SELECTED ARTICLES. 
AD-651 086 21 U67 12 HCS 3.00 MFS 0.65 


COMBUSTION PRODUCTS, THERMUDYNAMICS 
THERMODYNAMIC AND COMPUSITION DATA FOR CUNSTANT-VOLUME 
COMBUSTION OF STOICHIUMETKIC MIXTURES OF HYUROGEN-OXYGEN 
DILUTED WITH HELIUM OR HYDROGEN, 
AD-455 747 2lu U67 12 HCS 3.00 MFS 0.65 


COMET 
STUDY IN COMETARY ASTRUPHYSICS QUARTERLY REPURT, NOV. 20% 
1966 - FEB. 20, 1967. 
N67-22260 36 $05 1L HCS$ 3.00 MFS 0.65 


COMMAND CONTROL 
FLIGHT-TEST EVALUATION OF AN ON-OFF RATE CUMMAND ATTITUDE 
CONTROL SYSTEM OF A MANNED LUNAR-LANUING RESEARCH VEHICLE. 
N67-23293 226 $05 11 HCS 3.00 MFS 0.65 


COMMAND SYSTEM 
SURVEYUR SPACECRAFT TELECUMMUNICATIUNS. 
N67-23339 176 SOS Ll HCS 3.00 MFS 0.65 


COMMERCE, COAL 
FUTURE MARKET FOR UTILITY CUAL IN NEW ENGLAND. 
PB-174 540 5C U67 12 HCS 3.00 MFS 0.65 


COMMERCE, GREAT BRITAIN 
WELDING EQUIPMENT AND MATERIALS IN THE UNITED KINGDOM. 
PB-174 552 5 U67T 12 HCS 3.00 MFS$ 0.65 


ANIMAL HUSBANORY EQUIPMENT IN THE UNITED KINGDOM. 
PB-174 554 5 U67 12 HC$ 3.00 MFS 0.65 


COMMERCE, ITALY 
PRINTING AND BINDERY EQUIPMENT IN ITALY. 
PB-174 555 SC U6T 12 HCS 3.00 MFS 0.65 


COMMERCE, JAPAN 
LABORATORY EQUIPMENT IN JAPAN. 
PB-174 549 5C U67 12 HCS 3.00 MFS$ 0.65 


COMMERCE, SMALL TOOLS 
POWER HAND TOULS IN JAPAN. ? 
PB-174 547 5C U6? 12 HCS 3.00 MFS 0.65 


COMMERCE, SWEDEN 
OAIRY ANDO OTHER FOUD PRUCESSING EQUIPMENT IN SWEDEN. 
P8174 553 5C U6T 12 HCS 3.00 MFS 0.65 


COMMERCE, WASHINGTUNI STATE) 
ENTREPRENEURIAL REPORT, 
Pb-174 483 5L U6T 12 HCS 3.00 MFS 0.65 

COMMERCIAL PLANES, INERTIAL NAVIGATION 
COMMERCIAL INERTIAL NAVIGATION SYSTEM PREDICTED ACCURACY OF 
THE BANC-461/LN-12 INERTIAL NAVIGATION SYSTEM WHEN INSTALLED 
IN & DC-8 AIRCRAFT. 
AD-650 859 17G U67 12 HCS 3.00 MFS 0.65 

COMMUNICATLON SATELLITES(ACTIVE), OkKITAL TRAJECTORIES 
AN EXAMPLE OF THE ANALYSIS OF SATELLITE BUNCHING 





INDEX COH-COM 


CHARACTERISTICS, 
AD-650 905 22C U6T 12 HCS 3.00 MFS 0.65 


COMMUNICATION SYSTEM 
COMMUNICATIONS SYSTEM FOR ZERO- G SIMULATION IN WATER. 
N67-22844 1768 SOS 11 HC$S 3.00 MFS 0.65 


COMMUNICATION SYSTEMS, DIGITAL COMPUTERS 
URBAN NOOE IN THE INFORMATION NETWORK, 
AD-651 109 138 U67 12 


COMMUNICATION THEORY 
RESEARCH LABORATORY OF ELECTRONICS QUARTERLY PROGRESS REPORT 
NO. 84. 
N67-22641 201 SOS 11 HCS 3.00 MFS 0.65 


COMMUNICATIONS DEVICE 
GIANT APERTURE TELESCOPE STUDY PHASE III REPORT. 
N67-22438 i7H SOS 11 HCS 3.00 MFS 0.65 


COMMUTATOR 
FABRICATION OF AN EIGHT-POLE COMMUTATOR, ASSOCIATED SHIFT 
REGISTER, CONTROL LOGIC SUBSYSTEM QUARTERLY TECHNICAL 
REPORT, 28 SEP. - 31 OCT. 1966. 
N67~22179 9A SOS 11 HCS 3.00 MFS 0.65 


COMPILERS, EFFECTIVENESS 
A METHOD FOR THE EVALUATION OF SOFTWARE. VOLUME II. 
PROCEDURAL LANGUAGE COMPILERS -—- PARTICULARLY COBOL AND 
FORTRAN, 
AD-651 142 98 U67T 12 HCS 3.00 MFS 0.65 
COMPILERS, PROGRAMMING LANGUAGES 
DETECTION OF ESSENTIAL ORDERING IMPLICIT IN COMPILER 
LANGUAGE PROGRAMS. 
AD-650 845 98 U67T 12 HCS 3.00 MFS 0.65 


COMPLEX COMPOUNDS, STABILITY 
RELATIONSHIP BETWEEN THE STEP-WISE STABILITY CONSTANTS OF 
COORDINATION COMPOUNDS AND THE NUMBER OF LIGANDS (ORGANIC 
LIGANOS), 
AD-650 798 70 U67 12 HCS 3.00 MFS 0.65 
COMPLEX COMPOUNDS, THERMOCHEMISTRY 
SOLUTION CHEMISTRY. 
AD-651 118 70 U67 12 HCS 3.00 MFS 0.65 
COMPONENT RELIABILITY 
SATURN INTEGRATED CIRCUIT RELIABILITY TEST PROGRAM QUARTERLY 
PROGRESS REPORT, OCT. - DEC. 1966. 
N67-23265 9A SOS 1L HCS 3.00 MFS 0.65 


COMPOSITE MATERTAL 
STUDY OF BONDING BETWEEN GLASS AND PLASTIC IN GLASS- 
REINFORCED PLASTICS — EXTENDED WORK QUARTERLY PROGRESS 
REPORT, OCT. 1 - DEC. 3ly 1966. 
N67-22875 111 SOS 11 HCS 3.00 MFS 0.65 


COMPOSITE MATERIALS, BONDING 
INVESTIGATION OF BONDING IN OXIDE-FIBER (WHISKER) REINFORCED 
METALS. 
AD-651 190 110 U67 12 HCS 3.00 MFS 0.65 
COMPOSITE MATERIALS, GAS TURBINES 
SMALL GAS TURBINE ENGINE COMPONENT TECHNOLOGY, HIGH- 
TEMPERATURE TURBINE MATERIALS RESEARCH. 
A0-651 103 -21€ U67 12 HCS 3.00 MFS 0.65 


COMPOSITE MATERIALS, MECHANICS 
MECHANICS OF COMPOSITE MATERIALS. PART II. THEORETICAL 
ASPECTS. 
AD-650 8629 110 U67 12 HCS 3.00 MFS 0.65 
COMPOSITE PROPELLANT 
THE COMBUSTION OF AMMONIUM PERCHLORATE-BASED COMPOSITE 
PROPELLANTS - A DISCUSSION OF SOME RECENT EXPERIMENTAL 
RESULTS. 
N67-22786 218 SOS 11 HCS 3.00 MFS 0.65 


COMPOSITE PROPELLANTS, COMBUSTION 
A PHALANX FLAME MODEL FOR THE COMBUSTION OF COMPOSITE SOLID 
PROPELLANTS. 
AD-650 868 218 U67 12 

COMPRESSIBLE BOUNDARY LAYER 
RIGOROUS LOWER BOUND ON THE COMPRESSIBILITY OF A CLASSICAL 
SYSTEM. 
N67-22933 12A SOS 11 HCS 3.00 MFS 0.65 


COMPRESSIBLE FLOW 
ON ONE-DIMENSIONAL FRICTIONLESS COMPRESSIBLE GAS FLOW WITH 
HEAT ADDITION AND AREA CHANGE UNDER PARTICULAR CONSIDERATION 
OF TRANSONIC REGIME. 
N67-22966 1A SOS 11 HCS 3.00 MFS 0.65 


COMPRESSION TESTING 
COMPRESSIVE BEHAVIOR OF PLATES FABRICATED FROM GLASS 
FILAMENTS ANO EPOXY RESIN. 
N67-23297 20K SOS 1h HCS 3.00 MFS 0.65 


COMPRESSION TESTING MACHINE 
COMPRESSOR RESEARCH PACKAGE FOR RESEARCH AND DEVELOPMENT OF 
HIGH PERFORMANCE AXIAL-FLOW TURBOMACHINERY FINAL REPORT. 
N67-23341 10A SOS 11 HCS 3.00 MFS 0.65 


COMPRESSION WAVE 
EXPLOSIVE TECHNIQUES FOR APPLICATIONS IN EXPERIMENTAL 
PHYSICS. 
N67-22488 20C SOS 11 HCS 3.00 MFS 0.65 
COMPUTER LOGIC, DOCUMENTATION 


il 
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DOCUMENTATION TECHNIQUES FUK DIGITAL COMPUTERS. 
AD-650 645 96 U67T 12 HCS 3.00 MFS 0.65 


COMPUTER LOGIC, FUNCTIUNS 

* METHOD OF POTENTIAL FUNLTIUNS IN THE PROSLEM OF 
RECONSTRUCTION OF THE CHARACTERISTIC OF A FUNCTIONAL 
CONVERTER ACCURDING TO RANDOMLY OBSERVED POINTS, 
AD-651 O91 12A UGT 12 HLS 3.00 MFS 0.65 


COMPUTER METHOD 
SPACE STATIUN MISSIUN SIMULATIUN MATHEMATICAL MODEL SUMMARY 
REPORT. 
NO7-22159 22a $05 11 HC$ 3.00 MFS 0.65 
COMPUTER EXPERIMENTS WITH CHAKGED PARTICLES» CHARGED FLUIUS 
AND PLASMAS - A CLASSIFICATION ANU BISLIUGRAPHY. 
N67T- 22943 96 SOS 11 HCS 3.00 MFS 0.65 


APPLICATION OF COMPUTERS TU THt FORMULATION OF PROBLEMS IN 
CURVILINEAR COORDINATE SYSTEMS. 
N67-23303 96 $05 LL HCS 3.00 MFS 0.65 
COMPUTER PROGRAM 
STRUCTURAL ANALYSIS AND MATRIX INTERPETIVE SYSTEM (SAMIS) 
PROGRAM REPURT TECHNICAL MEMOKANUUM, FEG. 1963 - DEC. 1965. 
N67T-22062 98 S$O0d 11 HCS 3.00 MFS 0.65 


STRUCTURAL ANALYSIS AND MATRIX LNTERPETIVE SYSTEM (SAMIS) 
PROGRAM TECHNICAL KEPORT, FEU. - AUG. 1966. 
No7-22063 96 $05 Ll HCS 3.00 MFS 0.65 


A PRUGRAM FUR CALCULATING UPTIMUM VIMENSIONS OF ALPHA 
RADIOLISUTUPE CAPSULES EXPUSED TO VARYING STRESS AND 

TEMPERATURE. 
N67-22067 i166 SOS 11 HCS 3.00 MFS 0.65 
AUTOMATED NUSt FAIKING UESIGN -- KING AND SKIN CUNSTRUCTION. 
N67-22180 226 SOS 11 HC$S 3400 MFS 0.65 


A REQUEST ORIENTED INFURMATIUN SELECTION PROGRAM. 
N67-22871 58 SO5 LL HCS 3.00 MFS 0.65 


ELOO FUTURE PROGRAM PRELIMINAKY STUDY NU. 3-1. PART 2 - 
NUMERICAL CUMPUTATIUNS FUR NONEQUILIGRIUM H2- G2 ROCKET 
NUZZLE FLOW. 
NO7—22902 2in S05 11 HCS 3.00 MFS 0.65 
COSTANZA - CYLINDKICAL. 4 CYLINUKICAL ONE- OIMENSIONAL 
DYNAMICS CODE FOR LIQUIU-CUULtU MULTI-CHANNEL NUCLEAR 
REACTORSs 
N67-22930 181 S05 11 HCS 3.00 MFS$ 0.65 
USE OF POLYNOMIAL APPRUXIMATIONS IN OIGITAL COMPUTERS FOR 
SOLUTION UF AIR DATA FORMULAE. 
N67-22948 1A S05 LL HCS 3.00 MFS 0.65 
PLASMA COMPUTER EXPERIMENTS IN THREE DIMENSIONS - 
DEVELOPMENT OF A CODE FUK GUIDING CENTER FLUIDS. 

N6o7-22983 201 SOS Ll HCS 3.00 MFS$ 0.65 


SOME RESULTS OF THE MONTE CARLU CALCULATIUN OF THE (E, EFTP) 
REACTION FOK INCIUVENT ENEKGIES BETWEEN 300 AND 600 ME V. 
N67-23084 20H S05 11 HCS 3.00 MFS 0.65 


THE DERIVATIUN OF THE TRANSFER FUNCTION OF A SYSTEM FROM 
FREQUENCY KESPONSE DATA. 
N67~-23100 21H SOS LL HCS 3400 MFS 0.65 
ANALYTICAL ANU EXPERIMENTAL De TERMINATION OF LOCALIZED 
STRUCTURE TO BE USED IN LaAsURATORY VIBRATION TESTING OF 
SHELL STRUCTURE-MOUNTED COMPONENTS, SATURN V PROGRESS 
REPORT, MAY - NOUV. 19606. 
N67—23253 22U $05 11 HCS 3.00 MFS 0.65 
BUGLEAN TRANSLATION UF THE SYMBULIC DESIGN OF A DIGITAL 
COMPUTER. 


N67-23269 96 SOS 11 HC$ 3.00 MFS 0.65 
PROGRAMS FOR COMPUTING EQUILIGRIUM THERMUDYNAMIC PROPERTIES 
OF GASES. 

N67-23300 20M SOS Ll HCS 3.00 MFS 0.65 


THE SYNTHESIS UF 15 MU IWFKAREU HUKIZON RADIANCE PROFILES 
FROM METEOROLOGICAL DATA INPUTS. 
N67-23304 4A $05 11 HCS 3.00 MFS 0.65 
COMPUTEK PROGRAMS, CIVIL DEFENSE SYSTEMS 
EXTENSION OF THE GENERAL SENSITIVITY ANALYSIS. VOLUME I. 
METHODOLOGY. 
AD-650 927 15C U6T 12 HCS 3.00 MFS 0.65 
EXTENSIUN OF THE GENERAL SENSITIVITY ANALYSIS. VOLUME II. 
TECHNICAL APPENDIXES. 
AD-650 928 15C U67 12 HCS 3.00 MF$ 0.65 
EXTENSION OF THE GENERAL SENSITIVITY ANALYSIS. VOLUME III. 
THE ANCET COMPUTER PROGRAM. 
AD-650 929 15C U67 12 HES 3.00 MFS 0.65 
COMPUTER PROGRAMS, LIGITAL COMPUTERS 
DEVELOPMENT UF DIGITAL CUMPUTER PRUGRAM FOR STEAM-ORIVEN 
FREE-PISTON AIR CUMPRESSUR. 
AVD-650 959 98 UGT 12 HCS 3.00 MFS 0.65 
COMPUTER PROGRAMS, FALLOUT SHELTERS 
“PROTECTION ANALYSIS ANU CUNSTRUCTIUN EVALUATION SYSTEM. 
aD-650 930 15 U67 L2 HLS 3.00 MFS 0.65 


COMPUTER PRUGRAMS, LONOSPHERIC PRUPAGATION 
A THREE-UIMENSIUNAL RAY TRACING CUMPUTER PROGRAM. 
PB-174 502 20N UOT 12 HCS 3.00 MFS 0.65 
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COMPUTER PROGRAMS, LOGISTICS 
MODIFICATIONS TO PHILO LOGISTICS MODEL. VOLUME II. COMPUTER 
PROGRAM DESIGN, 
AD-650 855 15€ U67 12 HCS 3.00 MFS 0.65 
COMPUTER PROGRAMS, MACHINE TRANSLATION 
PROGRAM DESCRIPTION THE LOOKUP ADAPTOR (LADAPT) P3 (DLA), 
PB-174 558 5B U67 12 HCS 3.00 MFS 0.65 


PROGRAM DESCRIPTION THE LOOKUP DICTIONARY PRINT PROGRAM 
({LPRINT) P4 (OPP), 
PB-174 559 58 U67 12 HCS 3.00 MFS 0.65 
COMPUTER PROGRAMS, STEAM CONDENSERS 
COMPUTER PROGRAM DOCUMENTATION STEAM CONDENSER DESIGN. 
AD-650 571 13A U67 12 HCS 3.00 MFS 0.65 


COMPUTER PROGRAMS, WAKE 
THE HYPERSONIC WAKE PROGRAM I. A FORTRAN PROGRAM FOR THE 
INTEGRAL SOLUTION, 
A0-651 159 200 U67 12 HCS 3.00 MFS 0.65 
COMPUTER SIMULATION 
SPACE STATION MISSION SIMULATION MATHEMATICAL MODEL. 
N67-22160 22A SOS 11 HCS 3.00 MFS 0.65 


ELDO TECHNICAL REVIEW, VOLUME I, NO. 
N67-22491 220 305” 1L HCS 3.00 MFS 0.65 


SIMULATION OF GROUND CONTROLLED APPROACHES WITH REFERENCE TO 
CERTAIN ACCIDENTS. 
N67-22800 18 SOS 11 HCS 3.00 MFS 0.65 
COMPUTER STORAGE DEVICES, DIGITAL COMPUTERS 

FLOATING-POINT NUMBER REPRESENTATIONS BASE CHOICE VERSUS 

EXPONENT RANGE. 

A0-651 201 98 U6T 12 HC$S 3.00 MFS 0.65 
COMPUTER STORAGE DEVICES, TEST SETS 

MULTI-CORE MEMORY MODULE DOC TESTER, 

AD-650 978 98 U6T 12 HCS 3.00 MFS 0.65 


MULTI-CORE ASSEMBLY AUTOMATIC — PROGRAM 
AD-650 993 U67 12 HcS 3-00 MFS 0.65 


COMPUTERS, CONFIGURATION 
THE CXPQ COMPUTER. A PRELIMINARY DESCRIPTION FOR 
PROGRAMMING PURPOSES, 


AD-650 605 98 U67T 12 HCS 3.00 MFS 0.65 


COMPUTERS, CONTROL SYSTEMS » 
SECURITY AND PRIVACY IN COMPUTER SYSTEMS, 
AD-650 810 98 U67 12 HC$ 3.00 MFS 0.65 


SYSTEM IMPLICATIONS OF INFORMATION PRIVACY, 


AD-650 847 98 U67T 12 HCS 3.00 MFS 0.65 
THE COMING COMPUTER UTILITY--LAISSEZ-FAIRE, LICENSING OR 
REGULATION, 

A0-650 945 96 U6T 12 HCS 3.00 MFS 0.65 


COMPUTERS, USSR 
SOVIET CYBERNETICS RECENT NEWS ITEMS, NO. 3,5 
A0-650 944 98 U67 12 HCS 3.00 MFS 9.65 


CONCRETE 
REACTOR PRESSURE VESSELS MADE OUT OF PRESTRESSED CONCRETE - 
SHORT OUTLINE OF DEVELOPMENT TO DATE. 
N67-23097 186i SOS 1k HCS 3.00 MFS 0.65 


CONCRETE, BEAMS{ STRUCTURAL) 
OURABILITY AND BEHAVIOR OF PRESTRESSED CONCRETE BEAMS. 
REPORT 2. POSTTENSIONED CONCRETE INVESTIGATION PROGRESS TO 
JULY 1966. 
A0-650 727 13M U6T 12 MFS 0.65 
CONCRETE, MOISTURE 
THE WATER CONTENT OF HARDENED yt 
A0-650 822 U67T 12 HCS 3.00 MFS 0.65 


CONDENSATION PUMP 
A STUDY OF CONDENSER INVENTORY CONTROL FOR THE SNAP-8 
SYSTEM. 
N67-22858 16N SOS LiL HCS 3.00 MFS 0.65 
CONDENSATION, DYNAMICS 
INVESTIGATION OF THE KINETICS OF Be ere oy 
AD-650 848 D U6T 12 HCS 3.00 MFS 0.65 


CONDENSER 
EVALUATION OF HRL CONDENSING TEMPERATURE CONTROLS. 


N67-22846 20M SOS 11 HCS 3.00 MFS 0.65 
CONF ERENCE 

PLASMA PHYSICS AND CONTROLLED THERMONUCLEAR FUSION. 

N67~-21681 201 SOS 1L HCS 3.00 MFS 0.65 


FIRST ANNUAL LOGISTICS MANAGEMENT SYMPOSIUM, SEPTEMBER 13 
AND 14, 1966. 
N67-21962 5A SOS 11 HCS 3.00 MFS 0.65 
INSTRUMENTS AND METHODS FOR METEOROLOGICAL OBSERVATIONS. 

N67-21984 4B SOS 11 HCS 3.00 MFS 0.65 


INTERNATIONAL SYMPOSIUM OF ELECTRON AND POSITRON STORAGE 
RINGS, PART I. 
N67-22898 20G SOS 11 HCS 3.00 MFS 0.65 
CORROSION OF AIRCRAFT. 


N67-232468 iC SOS 11 HCS 3.00 MFS 0.65 
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SUBJECT 


CONFINED ENVIRONMENTS, RHYTHM(GI1ULUGY) 
EFFECT OF ISULATION IN & CONSTANT ENVIRONMENT ON PERIODICITY 
OF PHYSIOLOGICAL FUNCTIONS ANU PEKFORMANCE. 
AD-650 671 6P U6T 12 HCS 3.00 MFS 0.65 


CONFORMAL TRANSFORMATION 
ON DISCRETE DEGENERATE REPKESENTATIUNS UF THE CONFORMAL 
GROUP IN SPACE-TIME. 
N67-23387 12A S05 Ll HCS 3.00 MFS 0.65 
CONICAL BODIES, FLOW FIELDS 
THE UNSTEADY FLUW FIELD ABOUT A RIGHT CIRCULAR CONE IN 
UNSTEADY FLIGHT. 
AD-650 869 200 U67T 12 HCS 3.00 MFS 0.65 
CONICAL BODIES, HYPERSONIC FLIGHT 
HYPERSONIC DYNAMIC STABILITY. PAKFT Ii. CONICAL BODY 
EXPERIMENTAL PROGKAM. 
AD-650 866 22L U6? 12 HCS 3.00 MFS 0.65 
CONICAL BUDIES, TENSILE PRUPERTIES 
AN EXPERLMENTAL INVESTIGATION UF Tit STRENGTH UF SMALL-SCALE 
CONICAL REOUCER SECTIUNS BETWEEN CYLINORICAL SHELLS UNDER 
EXTERNAL HYDROSTATIC PRESSURE. 
AD-650 584 20K U67T 12 HC$S 3.00 MFS$ 0.65 
CONICAL FLUW 
THE FORCES ON A COMPRESSION SURFACE BASED UN AN 
AKISYMMETRICAL CONICAL FLOW FIELD. 
N67-22709 1A SOS LL HCS 3.00 MFS 0.65 


CONSTRUCT ION 
FIVE HUNDRED KV LONG-DISTANCE ELECTRIC TRANSMISSION. 
N67~-22181 90 SOS LL HCS 3.00 MFS 0.65 


CONTAINER 
PACKAGING DISASSEMBLEL FUEL ELEMENTS AND RADIOACTIVE WASTE 
IN THE HOT CELLS AT THE KEKNFORSCHUNGSANLAGE, JUELICH. 
N67-23066 16G SO5 ll HC$ 3.00 MFS 0.65 


CONTAINERS, HYOROGEN PERUXIDE 
SHIPPING ORUMS AND URUM VENTS FUR CUNCENTRATED HYDROGEN 
PEROXIDE. 
A0-50 040 13v U6? 12 HCS 3.00 
CONTINUUM FLOW 
FIRST ORDER EFFECTS OF PAUDUCTIUN UN THE CONTINUUM THEORY OF 
SPHERICAL ELECTROSTATIC PRUGES. 
N67-23272 201 $05 1l HC$ 3.00 MFS 0.65 


CONTOUR 
INFLUENCE UF CHEMICAL CONTOURING UN THE FATIGUE AND 
SUSTAINED LOAD PROPERTIES OF HIGH TENSIL STEEL SHEET. 
N67-22798 1lF $05 11 HCS 3.00 MFS 0.65 


CONTROL ROO 
THE INTERACTION BETWEEN CUNTROL ROOS AS ESTIMATED BY SECOND- 
ORDER GNE-GROUP PERTURGATIUN THEORY. 
N67-22904 181 SOS 11 HCS 3.00 MFS 0.65 


CONTROL RODS, CALIBRATION 

THE POSITIVE PERIOD METHUL OF CALIBRATING CONTROL ROOS OF 

THE AFRRL-TRIGA REACTOR USING THE AFRRI DATA ACQUISITION 

SYSTEM, 

AD-651 000 181 U67 12 HC$S 3.00 MFS 0.65 
EXPERIENCES DE PULSATIUNS NEUTRONIQUES SUR LE REACTEUR A 
GRAPHITE KOF 3 (PULSED NEUTKON EXPERIMENTS ON THE GRAPHITE 
POWER REACTOR EDF 3), 
PB-174 562 18L U67 12 HCS 3.00 MFS 0.65 
CONTROL SYSTEM 

A STUDY OF CONDENSER INVENTURY CONTROL FOR THE SNAP-8 

SYSTEM. 

N67-22858 18N SO5 1l HCS 3.00 MFS 0.65 
CONTROL SYSTEMS, DEGAUSSING 

INSTRUMENTATION SYSTEM FORK EVALUATION OF AUTOMATIC 

DEGAUSSING CONTROL SYSTEMS. 

AD-650 595 13J U67 12 HCS 3.00 MFS 0.65 
CONTROL SYSTEMS, OPTIMIZATIUN 

OPTIMAL CONTROL OF CUNTINUOUS-TIME STOCHASTIC SYSTEMS. 

A0-489 159 12A U6T 12 HCS 3.00 MFS 0.65 


CONTROL SYSTEMS, SCIENTIFIC KESEARCH 
SEMIANNUAL PROGRESS REPURT COVERING PERIOD JULY Ly 1966- 
DECEMBER 31, 1966. 
AD-651 121 20L U67 12 HC$ 3.00 MFS 0.65 
CONTROL, RADIATION MONITORS ‘ 
STANDARDS OF PERFORMANCE FOR FILM BADGE SERVICESS 
PB-174 452 18D U67 12 HCS 3.00 MFS 0.65 


CONVAIR CV-990 AIRCRAFT 
A METHOD TO CORRECT THE CALIBRATION SHIFT OBSERVED IN A 
NIMBUS MEDIUM RESOLUTION INFRARED RADIOMETER ON THE NASA 
CONVAIR 990 AIRCRAFT. 
N67~228674 20F SOS 11 HCS 3.00 MFS 0.65 
CONVECTIONLATMOSPHERIC), CONVERGENCE 
DIAGNOSTIC STUDIES OF WEATHER SYSTEMS OF LOW AND HIGH 
LATITUDES (ROSSBY NUMBER 1). 
AD-650 573 46 U67 12 HC$ 3.00 MFS 0.65 
CONVECTIVE FLOW 
THEORETICAL STUDY OF NATURAL CONVECTION FLOWS IN CLOSED-END 
CYLINDRICAL VESSELS FINAL REPORT. 
N67-23254 20M SOS 11 HCS 3.00 MFS 0.65 





INDEX CON-COS 


CONVERGENCE 
SUPERCONVERGENCE IN PION PHOTOPROOUCTION. ° 
N67-23381 20H SOS 11 HCS 3.00 MFS 0.65 


CONVERSION 
ELECTROCHEMICAL HEAT CONVERTER. 
N671-22469 10A SO5 11 HCS 3.00 MFS 0.65 
COOLANT 
EVALUATION OF METHODS TO REMOVE DECOMPOSED MIX-4 P3 E FROM 9 
CR-1 MO STEEL. 
N67-22880 18N SO5 11 HCS 3.00 MFS 0.65 
COOLING SYSTEM 
ENERGY TRANSFER USING THE MOSEL REACTOR. 
N67~-22928 161 SO5 11 HCS 3.00 MFS 0.65 


PHYSICAL PROPERTIES OF FLUORIDE MOLTEN SALTS, WITH SPECIAL 
APPLICATION TO THE MOSEL REACTOR CONCEPT. 
N67-23030 183 SOS 11 HCS 3.00 MFS 0.65 


COORDINATE SYSTEM 
COMMUNICATIONS OF THE LUNAR AND PLANETARY LABORATORY, VOLUME 
5+ PART 3, NO. 72-78. 
N67-22511 3A SOS LL HCS 3.00 MFS 0.65 
APPLICATION OF COMPUTERS TO THE FORMULATION OF PROBLEMS IN 
CURVILINEAR COORDINATE SYSTEMS. 
N67-23303 98 SOS 11 HCS 3.00 MFS 0.65 
COPPER 
EVALUATION OF COLOWELDED BUTT JOINT TRANSITION PIECE. 
N67-228651 LLF SOS 11 HCS 3.00 MFS 0.65 


ALUMINUM-TO-COPPER COLOWELODED JOINTS FOR SNAP-8 ELECTRICAL 
TERMINAL APPLICATIONS. 


N671-22856 L1F SOS 11 HCS 3.00 MFS 0.65 
INVESTIGATION OF THE ADHESION OF METALS IN ULTRA-HIGH 
VACUUM. 

N67-22884 LLF SOS 11 HC$S 3.00 MFS 0.65 


COPPER, CRYSTAL LATTICES 
THE PROBABILITY DISTRIBUTION OF THE DISTANCES BETWEEN ATOMS 
IN A LATTICE, 
AD-651 146 208 U67 12 HCS 3.00 MFS 0.65 
CORDIERITE 
INVESTIGATION OF THE KINETICS OF CRYSTALLIZATION OF MOLTEN 
BINARY AND TERNARY OXIDE SYSTEMS QUARTERLY STATUS REPORT, 
DEC. ly 1966 - FEB. 28) 1967. 
N67-22211 118 SO5 11 HCS 3.00 MFS 0.65 
CORNEA, DEFORMATION 
A THEORETICAL MODEL OF THE CORNEA FOR USE IN STUDIES OF 
TONOMETRY, 
AD-651 107 6P U67T 12 HCS 3.00 MFS 0.65 
CORONA 
THE TRANSFER OF MECHANICAL ENERGY IN THE SUN AND THE HEATING 
OF THE CORONA, XVIE (1). 
N67-22996 38 SOS 11 HCS 3.00 MFS 0.65 
CORPUSCULAR RADIATION 
SOLAR AND GEOMAGNETIC EFFECTS ON UPPER ATMOSPHERIC 
TEMPERATURE. 
N67-23319 + 44 S05 1L HCS 3.00 MFS 0.65 


CORRELATION COEFFICIENT 
HOT-WIRE ANEMOMETERS AT CONSTANT TEMPERATURE. 
N67-23395 1A SO5 1i HCS 3.00 MFS 0.65 


CORRELATION TECHNIQUES, STATISTICAL ANALYSIS 
TECHNIQUES IN INTRINSIC ANALYSIS. 
AD-651 O71 12A U67 12 HCS 3.00 MFS 0.65 


CORROSION INHIBITION, COATINGS 
EVALUATION OF SILICIDE COATINGS ON COLUMBIUM AND TANTALUM 
AND A MEANS FOR IMPROVING THEIR OXIDATION RESISTANCE, 
A0-650 675 11C U67 12 


CORROSION INHIBITION, VEHICLES 
EVALUATION OF VEHICLE CORROSION PREVENTIVES. 
AD-476 493 13H U67 12 HCS 3.00 MFS 0.65 


CORROSION PREVENTION 
CORROSION OF AIRCRAFT. 
N67~-23248 IC SOS 11 HCS 3,00 MFS 0.65 

CORROSION RESISTANCE 
PROBLEMS OF A SODIUM-LOOP DESIGNED TO OPERATE aT 
TEMPERATURES UP TO 800 DEG C. 
N67-22979 18J SOS 11 HCS 3.00 MFS 0.65 

CORROSION RESISTANCE, HEAT-RESISTANT METALS ¢ ALLOYS 
STUDIES ON THE HIGH TEMPERATURE OXIDATION OF MOLYBDENUM, 
TUNGSTEN, NIOBIUM, TANTALUM, TITANIUM, AND ZIRCONIUM. 
AD-650 638 LIF U67 12 HCS 3.00 MFS 0.65 


CORROSION TEST 
AEROJET- GENERAL NUCLEONICS MERCURY CORROSION LOOP PUMP. 
N67~22842 13K SO5 11 HCS 3.00 MFS 0.65 


CORROSION, STAINLESS STEEL 
NITROGEN TETROXIDE-STAINLESS STEEL CRYOPANEL CORROSION AND 
COATING DEGRADATION IN SPACE CHAMBER PROPULSION TESTING, 
AD-650 690 ALF U67 12 HCS 3.00 MFS 0.65 


COSMIC RADIATION 
RELICT RADIATION OF THE UNIVERSE AND POPULATION OF ROTATION 
LEVELS OF INTERSTELLAR MOLECULES. 
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COS-CUR SUBJECT INDEX 


NO7-23258 36 SOS LL HCS 3.00 MFS 0.65 
COSMIC RADLO WAVE 

MEASUREMENTS UF KILOMETER CUSMIC RADIUEMISSION IN 

INTERPLANETARY SPACE. 

N67-23250 36 SOS 11 HCS 3.00 MFS 0.65 
COSMIC RAY 

STUDY OF THE NUCLEAR COMPUNENT OF PRIMARY COSMIC RAYS ABOARD 

AES ** PROTUN-2**. 

N67-22293 20H SO5 Ll HCS 3.00 MFS 0.65 
COSMIC RAY NM-64 NEUTRUN MUNITOR DATA - IV MONTHLY GRAPHS, 
JAN. — AUG. 1966. 
N6@7-22974 44 S05 LL HC$ 3.00 MFS$ 0.65 
COSMIC RAY PROPAGATION 

COSMIC RAY NM-64 NEUTRON MONITOR DATA- V MONTHLY GRAPHS, 

JAN. — DEC. 1966. 

N67-22900 4A SOS 1L HCS 3.00 MFS 0.65 
COSMIC RAY SHOWER 

CALCULATLON OF CERTAIN CHARACTEXISTICS OF EXTENDED AIR 

SHOWERS LN THE LOWER PART UF THE ATMOSPHERE FOR LARGE 

FLUCTUATLUNS UF THE ELEMENTARY ACT. 

N67-23256 20H SOS Ll HCS 3.00 MFS$ 0.65 


COSMIC RAYS, METEORITES 
COSMIC RAY EXPOSURE AGES UF IRUN METEORITES BY THE NE2Z1/AL26 
METHOD. 
AD-650 655 3A U6T 12 
COSMIC RAYS, RADIATION MEASUKEMENT SYSTEMS 
COSMIC RAY. 
AD-650 687 160 U67 12 HCS 3.00 MFS 0.65 
COST EFFECTIVENESS» MANAGEMENT ENGINEERING 
BIBLIOGRAPHY ON COST-BENEFIT ANALYSIS AND PLANNING- 
PROGRAMMING-BUDGETING, 
AD-650 904 5A U6T 12 HCS 3.00 MFS 0.65 
COST EFFECTIVENESS, SYSTEMS ENGINEERING 
QUANTIFICATION OF PERSONNEL PEKFORMANCE FOR COST 
EFFECTIVENESS DECISIONS I. AN ANNOTATED BIBLIOGRAPHY. 
AD-650 933 51 U67 12 HCS 3.00 MFS 0.65 


COST ESTIMATE 
GIANE APERTURE TELESCOPE STUDY PHASE IIL REPORT. 
NO@7-22438 L7H SOS Lt HCS 3.00 MFS 0.65 


COSTS» INVENTORY CONTROL 
OPTIMAL CONTINUOUS REVIEW POLICIES FOR TWO PRODUCT INVENTORY 
SYSTEMS WITH JOINT SETUP CUSTS. 
AD-650 793 5A U6T 12 HCS 3.00 MFS$ 0.65 
COTTON, WASTESC(INDUSTRIAL) 
CONTROL AND DISPOSAL OF CUTTON-GINNING WASTES. 
P8-174 427 136 U67T 12 HCS 3.00 MFS 0.65 


COULOMB POTENTIAL 
METHOOS TAKING ACCOUNT OF CUULOMB SCATTERING AND 
BREMSSTRAHLUNG FOR BUBKLE CHAMBER TRACKS TREATMENT. 
N67-23214 160 $05 LL HCS 3.00 MFS 0.65 


COUNTING METHODS, RADIATION MEASUREMENT SYSTEMS 
STATIC GAS COUNTERS FOR INIMICAL GASES, 
6NL-50028 18D N21 09 HCS 3.00 MFS 0.65 


COXIELLA, VACCINES 
IMMUNIZATION OF MAN WITH THE LIVE M-44 Q-FEVER VACCINE, 
AD-651 136 6E U67 12 HCS 3.00 MFS 0.65 


COXSACKIE VIRUS, MORPHOLOGY( BIOLOGY) 
STUDLES ON PLAQUE VARIANTS OF COXSACKIEVIRUS 65 6Y BURST 
ANALYSES,» 
AD-651 078 6M U6T 12 
CRACK 
PLANE-STRESS, ELASTIC-PLASTIC STATES IN THE VICINITY OF 
CRACK TIPS. 
N67~-23308 20K $05 11 HCS$ 3.00 MFS 0.65 
CRACK PROPAGATION 
DEVELOPMENT OF NONDESTRUCTIVE, AUTOMATIC TECHNIQUE FOR 
MONITORING AND RECORDING OF FATIGUE CRACK GROWTH FINAL 


REPORT. 

N67-22070 20K S$O5 11 HC$ 3.00 MFS 0.65 
APPLICATION OF A DOUBLE LINEAR DAMAGE RULE TO CUMULATIVE 
FATIGUE. 

NO7-23284 20K SO5 LL HC$ 3.00 MFS 0.65 


CRACK PROPAGATION, METALS 
A FATIGUE APPARATUS FOR USE IN STUDIES OF CRACK PROPAGATION 
AND DISLOCATION MORPHOLOGY IN FATIGUE. 
AD-650 697 20K U67 12 HCS 3.00 MFS 0.65 


CRATERING, NUCLEAR EXPLOSIONS 
SITE-SELECTION INVESTIGATIONS. PROJECT PRE-GONDOLA, 
PNE~1L101 18C N21 09 HC$ 3.00 MFS 0.65 


CREEP 
A PROGRAM FOR CALCULATING OPTIMUM DIMENSIONS OF ALPHA 
RADIOISOTOPE CAPSULES EXPOSED TO VARYING STRESS AND 
TEMPERATURE. 
N67-22067 1668 SO5 11 HCS 3.00 MFS 0.65 
CREEP ANALYSIS 
GENERATION OF LONG TIME Ch.cEP DATA ON REFRACTORY ALLOYS AT 
ELEVATED TEMPERATURES QUAKTERLY REPORT, 26 OCT. - 26 DEC. 
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N67-23323 11F SOS 11 HCS 3.00 MFS 0.65 
CREEP, DISLOCATIONS 
THE PLASTIC RESPONSE OF SOLIDS, 
AD-651 153 20K U67 12 HCS 3.00 MFS 0.65 
CRITICAL ASSEMBLIES, HANDBOOKS 
GUIDE DE CRITICITE. I. INTRODUCTION A LA CRITICITE. If. 
REGLES PRATIQUES (CRITICALITY GUIDE. I. INTRODUCTION TO 
CRITICALITY. If. PRACTICAL RULES). 
PB-174 573 16K U67 12 HCS 3.00 MFS 0.65 


CRITICAL ASSEMBLIES, NUCLEAR RADIATION SPECTROMETERS 
DEVELOPMENT OF NEUTRON SPECTROMETRY FOR CRITICAL ASSEMBLIES. 
LITRI-S76P31-1 180 N21 09 HCS 3.00 MFS 0.65 


CRITICAL FREQUENCY 
IONOSPHERIC PREDICTIONS FOR MAY 1967. 
N67~-22899 20N SOS 11 HCS 3.00 MFS 0.65 


CRITICAL PRESSURE 
HEAT EXCHANGE WITH BOILING CARBON DIOXIDE AT NEAR-CRITICAL 
PRESSURES. 
N67~22962 20M SOS 11 HCS 3.00 MFS 0.65 
CRYOGENICS, INDIUM ANTIMONIDES 
GALVANOMAGNETIC EFFECTS OF N-INSB BELOW 1 K. 
A0-650 771 20L U67 12 HCS 3.00 MFS 0.65 


CRYOGENICSs INSTRUMENTATION 
OPTIMISATION DES DESCENTES DE COURANT DANS DES ENCEINTES 
CRYOGENIQUES (OPTIMUM INPUT LEADS FOR CRYGENIC APPARATUS), 
PB-174 579 148 U67 12 HCS 3.00 MFS 0.65 


CRYOSTATS, ELECTRIC CONNECTORS 
OPTIMISATION DES DESCENTES DE COURANT DANS DES ENCEINTES 
CRYOGENIQUES (OPTIMUM INPUT LEADS FOR CRYGENIC APPARATUS), 
PB-174 579 148 U67 12 HCS 3.00 MFS 0.65 


CRYSTAL FILTERS, VERY HIGH FREQUENCY 
CRYSTAL FILTERS. 
A0-424 041 9E U67T 12 HCS 3.00 

CRYSTAL GROWTH, ANTHRACENES 
DIFFUSION IN ORGANIC CRYSTALS. 
AD-650 740 20L U67 12 HCS 3.00 MFS 0.65 

CRYSTAL GROWTH, DIAMONDS 
DEPOSITION OF CARBON ON DIAMOND SEED CRYSTALS, 

AD-651 059 208 U67 12 HCS 3.00 MFS 0.65 


CRYSTAL GROWTH, SEMICONDUCTORS ~~ 
RESEARCH IN PURIFICATION AND SINGLE CRYSTAL GROWTH OF II-VI 
COMPOUNDS. 
AD-651 140 20L U67 12 HCS 3.00 MFS 0.65 
CRYSTAL GROWTH, SILICON 
GROWTH AND CHARACTERIZATION OF BETA-SILICON CARBIDE SINGLE 
CRYSTALS. 
AD-651 151 208 U67 12 HCS 3.00 MFS 0.65 
CRYSTAL LATTICE 
THE DISPERSION CURVE FOR ROTATION VIBRATION OF A TETRAHEDRAL 
MOLECULE IN A FACE-CENTERED GRID WITH TETRAGONAL MOLECULAR 
ORTENTATION. 
N67-23027 70 SOS 11 HCS 3.00 MFS 0.65 
CRYSTAL LATTICE DEFECTS, CHEMICAL PROPERTIES 
CRYSTAL CHEMISTRY OF DEFECTIVE STRUCTURES IV - CHANGE OF A P 
TYPE SEMICONDUCTOR INTO A N-TYPE SEMICONDUCTOR BY VAPOR 
TREATMENT. 
ATI~125 136 204 U67 12 HCS 3.00 
CRYSTAL LATTICE DEFECTS, ELECTRON SPIN RESONANCE 
ELECTRON SPIN RESONANCE OF THE ICL(-) VK-CENTER. 
A0-650 770 204 U67 12 


CRYSTAL LATTICE DEFECTS, FATIGUE( MECHANICS) 
A FATIGUE APPARATUS FOR USE IN STUDIES OF CRACK PROPAGATION 
AND DISLOCATION MORPHOLOGY IN FATIGUE. 
AD-650 697 20K U67 12 HCS 3.00 MFS 0.65 


CRYSTAL LATTICES, STATISTICAL DISTRIBUTIONS 
THE PROBABILITY DISTRIBUTION OF THE DISTANCES BETWEEN ATOMS 
IN A LATTICE, 
AD-651 146 208 U67 12 HCS 3.00 MFS 0.65 
CRYSTAL STRUCTURE, MANGANESE 
A REFINEMENT OF THE PARAMETERS OF ALPHA MANGANESE. 
AD-651 205 208 U67 12 HCS 3.00 MFS 0.65 


CRYSTALLIZATION 
INVESTIGATION OF THE KINETICS OF CRYSTALLIZATION OF MOLTEN 
BINARY AND TERNARY OXIDE SYSTEMS QUARTERLY STATUS REPORT, 
DEC. le 1966 - FEB. 28, 1967. 
N67-22211 4168 SOS 11 HCS 3.00 MFS 0.65 
CRYSTALS, DEFORMATION 
PLASTIC DEFORMATION IN ORDERED SOLID SOLUTIONS ANDO IFS 
EFFECTS ON PHYSICAL PROPERTIES. 
AD-651 192 LAF U67 12 HCS 3.00 MFS 0.65 


CRYSTALS» PROPAGATION 
STRAIN WAVES IN A 6-CONSTANT CUBIC CRYSTAL, 
AD-650 562 208 U67 12 HCS 3.00 MFS 0.65 


CULTURE, ECONOMICS 
NATIONAL i CENTER PROJECT oe yx! stuoy. 
PB-174 46 SC U67 12 HCS 3.00 MFS 0.65 


CURRENT AMPLIFIER 
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SUBJECT INDEX Cur-DaT 


A CLASS * A* D.C. COUPLEU POWER AMPLIFIER. 
N67-22923 9— SOS LL HCS 3.00 MFS$ 0.65 


CURRENT OISTRIBUTIUN 
ELECTRONLC SAFETY DEVICES WITH MU A READINGS FOR 
SEMICONDUCTOR DETECTORS. 
N67-23215 15D $05 1L HCS 3.00 MFS 0.65 
CURVED BEAM 
NEUTRON CONDUCTORS - A KEPORT UN THE CURRENT STATE OF 
DEVELOPMENT. 
N67-22934 206 SO5 Ll HCS 3.00 MFS 0.65 
CURVED PROFILES, GAS FLUW 
AN EXPERIMENTAL INVESTIGATION UF NONEQUILIBRIUM CORNER 
EXPANSION FLOWS OF DISSOCIATED OXYGEN, 
AD-651 141 200 U6? 12 HCS 3.00 MFS 0.65 


CURVED SURFACE 
FREE JET IMPINGEMENT NUKMAL IO A CUKVEO SURFACE IN A VACUUM. 
N6@7-23299 21H SOS LL HCS 3.00 MFS 0.65 


CUT-OFF 
CUT-OFF CHARACTERISTICS UF A CYLINDRICAL MAGNETRON. 
N67-230886 9A SOS 1L HCS 3.00 MFS 0.65 


CYBERNETICS, USSR 
SOVIET CYBERNETICS RECENT NEWS LTEMSs NU. 3% 
AD-650 944 9B U6T 12 HCS 3.00 MFS 0.65 


CYCLOBUTENES» GROUND STATE 
ON THE NATURE OF THE GRUUND STATE OF CYCLOBUTADIENE, 
AD-650 782 7C U6T 12 


CYCLOHEXANE 
ANION UNIPOLYMERIZATION UF CYCLOHEXADIENE-1,3. 
N67-22099 7% S$O5 Ll HCS 3.00 MFS 0.65 


CYCLOTRONS, ION GEAMS 
ENERGY-ANALYZING SYSTEM FOR THE AKGONNE 60-INCH CYCLOTRON, 
ANL-7251 206 N2l O09 HCS 3.00 MFS 0.65 


CYGNUS CONSTELLATION 
A PROGRAM OF HIGH ANGULAR KESULUTION STUDIES OF CELESTIAL -x- 
RAY SOURCES. 
N67-22780 36 SOS 1L HCS 3.00 MFS 0.65 
CYLINDRICAL BODIES, FLUID FLOW 
APPARATUS FOR STUDY OF FLUIU MOTION IN A SPINNING CYLINDER. 
AD-247 552 200 U67 12 HCS 3.00 


CYLINDRICAL BODIES, STRAIN( MECHANICS) 
ON THE PLANE STRAIN DYNAMIC RESPONSE OF A CYLINORICAL SHELL 
UNDER LATERAL LOADS. 
A0-650 624 20K U6T 12 HCS 3.00 MFS 0.65 
CYLINORICAL BODIES, STRESSES 
ANALYSIS OF CLAMPEL-FKEE CYLINOKICAL SHELLS UNDER THE ACTION 
OF NONAXISYMMETRIC LOAUS AND TEMPERATURES, 
AD-650 976 20K U67T 12 HCS 3.00 MFS 0.65 


CYLINDRICAL BUVIES, SUPEKSUNICL FLOW 
SUPERSONIC GAS FLOW PAST A CYLINUKICAL PROTUBERANCE OF A 
PLATE. 
AD-650 960 200 U67T 12 HCS 3.00 MFS 0.65 
CYLINORICAL BODIES, VORTICES 
A SURVEY OF CORKELATION LENGTH MEASUREMENTS OF THE VORTEX 
SHEODING PROCESS BEHINU A CIRCULAR CYLINDER. 
AD-650 849 200 U67 12 HC$ 3.00 MFS 0.65 


CYLINDRICAL SHELL 
GENERALISED ALRFORCES UN A CYLINDRICAL SHELL OSCILLATING 
HARMONICALLY IN A UNIFORM FLOw, 
N67-22788 20K SO5 LL HC$S 3.00 MFS 0.65 
VIBRATIONS OF ELASTICALLY RESTRAINED THIN CYLINORICAL SHELLS 
SUBJECTED TO VISCOUS DAMPING. 
N67-23076 20K S05 ll HCS 3.00 MFS 0.65 
CYLINDRICAL TANK 
EXPERIMENTAL INVESTIGATION UF INTERFACIAL BEHAVIOR FOLLOWING 
TERMINATLON OF OUTFLOW IN WEIGHTLESSNESS. 
N67-22865 200 SO5 1l HCS 3.00 MFS 0.65 


THEORETICAL STUDY OF NATURAL CONVECTION FLOWS IN CLOSED-END 
CYLINDRICAL VESSELS FINAL REPORT. 
NO7~23254 20M SO5 Ll HCS 3.00 MFS 0.65 


CYTOCHEMISTRY, DESOXYKIBUNULLETC ACIUS 
COMPARATLVE CYTOFLUGROMETRIC STUDY OF THE UNA CONTENT IN 
HIGH POLYPLOIDY CELL NUCLEI STAINED WITH ACRIDINE ORANGE AND 
FLUORESCENT SCHIFF-TYPE REAGENT, “> 
AD-651 175 6M U67 12 HCS 3.00 MFS 0.65 


CYTOCHEMISTRY, FLUORESCENCE 
THE VITALITY OF FLUORESCENCE MICROSCOPIC INVESTIGATIONS 
CARRIED OUT WITH THE HELP UF THE FLUOROCHROMES OF ACRIDINE 
ORANGE AND 344 BENZPYRENE, 
AD-651 178 6A U67 12 HCS 3.00 MFS 0.65 
CYTOCHEMISTRY, SHOCK( PATHOLOGY) 
EFFECT OF NOBLE-COLLIP DRUM SHOCK ON KESPIRATORY CONTROL IN 
RAT LIVER AND KIONEY MITOCHONDRIA, 


AD-650 768 6A U6T 12 
OAMAGE 
APPLICATION OF A DOUBLE LINEAR DAMAGE RULE TO CUMULATIVE 
FATIGUE. 
N67-23284 20K SO5 LL HCS 3.00 MFS 0.65 





DAMAGE, TURBINES 
TURBINE OROPLET IMPINGEMENT AND RELATED PHENOMENA. 
PB-174 SAL 200 U67 12 HCS 3.00 MFS 0.65 


DAMPING 
PASSIVE DAMPING OF THE GENERAL RELATIVITY SATELLITE GYRO. 
N67-23061 17G SOS 11 HCS 3.00 MFS 0.65 


DATA ACQUISITION 
FEASIBILITY STUDY FOR A SCANNING CELESTIAL ATTITUDE 
DETERMINATION SYSTEM (SCADS) FOR THREE AXIS ATTITUDE 
DETERMINATION AT A COMMAND AND DATA ACQUISITION (CDA) 
STATION FINAL REPORT. 
N67-23052 14C SOS 11 HCS 3.00 MFS 0.65 
DATA ANALYSIS 
AN ANALYSIS OF HIGH IONOSPHERE POSITIVE ION RAM PROBES. 
N67~-22357 4A SOS 11 HCS 3.00 MFS 0.65 


PRACTICAL UTILIZATION OF DATA OF METEOROLOGICAL SATELLITES. 
N67-22437 46 SO5 11 HCS 3.00 MFS 0.65 


DATA HANDLING SYSTEM 
STRUCTURAL ANALYSIS AND MATRIX INTERPETIVE SYSTEM (SAMIS) 
PROGRAM REPORT TECHNICAL MEMORANDUM, FEB. 1963 - DEC. 1965. 
N67-22062 96 SOS 11 HCS 3.00 MFS 0.65 


DATA PROCESSING 
INSTRUMENTS AND METHODS FOR METEOROLOGICAL OBSERVATIONS. 
N67-21984 48 SOS 11 HCS 3.00 MFS 0.65 


DATA PROCESSING SYSTEMS, ARMED FORCES TRANSPORTATION 
LOGISTICS INFORMATION SYSTEMS. 
AD-650 748 I5E U67 12 HCS 3.00 MFS 0.65 

DATA PROCESSING SYSTEMS, COMPUTER LOGIC 
A NONBULK ADDITION TECHNIQUE FOR ASSOCIATIVE PROCESSORS. 
A0-650 753 98 U6T 12 


DATA PROCESSING SYSTEMS, EFFECTIVENESS 
A METHOD FOR THE EVALUATION OF SOFTWARE. VOLUME II. 
PROCEDURAL LANGUAGE COMPILERS -- PARTICULARLY COBOL AND 
FORTRAN, 
AD-651 142 98 U67T 12 HCS 3.00 MFS 0.65 
DATA PROCESSING SYSTEMS, ELECTRONIC EQUIPMENT 
THE ELECTRONIC INSTALLATION RECORD SYSTEM PROBLEM. 
AD-650 593 98 U6T 12 HCS 3.00 MFS 0.65 


DATA PROCESSING SYSTEMS, FAILURE(ELECTRONICS) 
UNIVAC PROCESSING OF THE ELECTRONIC FAILURE TABULATION 
PROBLEM FOR THE BUREAU OF SHIPS. 
AD-650 568 15E U67 12 HCS 3.00 MFS 0.65 


DATA PROCESSING SYSTEMS, GRAPHICS 
GRAPHICAL~DATA-PROCESSING RESEARCH STUDY AND EXPERIMENTAL 
INVESTIGATION. 
A0-650 926 98 U67 12 HCS 3.00 MFS 0.65 

DATA PROCESSING SYSTEMS, MANAGEMENT PLANNING 
SYSTEM DEVELOPMENT PLAN FOR A NATIONAL CHEMICAL INFORMATION 
SYSTEM. 
AD-650 900 58 U67 12 HCS 3.00 MFS 0.65 

SYSTEM PERFORMANCE SPECIFICATION FOR A NATIONAL CHEMICAL 

INFORMATION SYSTEM. 

AD-650 901 58 U6T 12 HCS 3.00 MFS 0.65 

DATA PROCESSING SYSTEMS, NAVAL RESEARCH 
THE NAVY AUTOMATED RESEARCH ANO DEVELOPMENT INFORMATION 
SYSTEM (NARDIS). 
AD-650 570 568 U67T 12 HCS 3.00 MFS 0.65 

DATA RECORDING 
LONOSPHERIC DATA FOR SEPTEMBER 1966 FROM SALISBURY, SOUTH 
AUSTRALIA. 
N67-23010 4A SOS 11 HCS 3.00 MFS 0.65 

IONOSPHERIC DATA FOR APRIL 1966 FROM WOOMERA, SOUTH 

AUSTRALIA. 

N67-23011 4A SOS LL HCS 3.00 MFS 0.65 

DATA RETRIEVAL 
A REQUEST ORIENTED INFORMATION SELECTION PROGRAM. 

N67-22871 58 SOS 1L HCS 3.00 MFS 0.65 


DATA STORAGE SYSTEMS, INFORMATION RETRIEVAL 
A FORMAL SYSTEM FOR THE LOGICAL ANALYSIS OF TEMPORAL 
RELATIONSHIPS BETWEEN INTERVALS OF TIME, 
AD-651 122 98 U67 12 HCS 3.00 MFS 0.65 


DATA STORAGE SYSTEMS, PROGRAMMING LANGUAGES 
ONE-WAY REAL-TIME LIST-STORAGE LANGUAGES, 
AD-651 064 98 U67 12 HCS 3.00 MFS 0.65 


DATA STORAGE SYSTEMS, SEQUENCES 
ANNA I MEMORY, 
AD-650 992 228 U67 12 HCS 3.00 MFS 0.65 
DATA TRANSMISSION SYSTEMS, DIGITAL SYSTEMS 
A FREQUENCY-DIFFERENTIAL PHASE-SHIFT KEYED DIGITAL DATA 
MODEM FGR OPERATION AT 4800, 2400 1200, AND 600 BITS PER 
SECOND OVER LONG-RANGE HF PATHS. 
a0-650 726 178 U67 12 HCS 3.00 MFS 0.65 


DATA TRANSMISSION SYSTEMS, RADIO TRANSMISSION 
RADIO LINKS AND ANTENNAS IN BOUNDLESS OR BOUNDED LOSSY 
MEDIA. 
AD-650 719 178 U67 12 HCS 3.00 MFS 0.65 


DATA, PROCESSING 








OAT-DIA SUBJECT 


MANAGEMENT OF CONTRACTUK UATA AND KEPORTS. VOLUME II 
AUTHORIZED DATA LIST. 
PB-172 8B70-H 56 U67 12 HC$ 3.00 
DATA, SATELLITES(ARTIFICIAL) 
A GEOMETRIC SIMULTANEOUS MULTISTATIUN DETERMINATION, WITH 
CONSTRAINTS, USING DATA FROM GEUDETIC SATELLITES. 
A0-650 739 226 UoT i2 HC$ 3.00 MFS 0.65 


DECAY RATE 
THE GEOMETRIC FIELDS ABSOLUTELY DETEKMINED 6Y THE BETA-GAMMA 
COINCIDENCE METHOD. 
N67-22136 18H SO5 11 HCS 3.00 MFS 0.65 
MEASUREMENTS OF THE DIFFUSIUN RATE OF A WEAKLY IONIZED 
PLASMA TRANSVERSE TO A MAGNETIC FIELD. 
N67-23078 201 $05 11 HC$ 3.00 MFS 0.65 


DECAY SCHEMES, INVAKI ANCE 
VIOLATION OF CP INVARIANCE AND NON-LEPTUNIC DECAYS, 


AD-650 951 20H U67 12 HC$ 3.00 MFS 0.65 
DECELERATOR 

WAKES,» THEIR STRUCTURE aND INFLUENCE UPON AERODYNAMIC 

DECELERATOKS. 

N67-22777 1A SOS Ll HC$ 3.00 MFS 0.65 


DECISION MAKING, ACCURACY 
INTUITIVE ESTIMATION UF MEANS, 
AD-650 686 5J U6T 12 


DECISION MAKING, PROGAGILITY 
THE IMPORTANCE OF THE DATA-GENERATING MUDEL IN PROBABILITY 
ESTIMATION, 
AD-651 108 5J U6T 12 HCS 3.00 MFS 0.65 
DECISION MAKING, REACTIUN(PSYCHULUGY) 
RESPONSE TIMES IN DECISIUN-MAKING TASKS. 
AD-650 908 5J U6T 12 HCS 3.00 MFS 0.65 


DECISION THEORY, SAMPLING 
INVESTIGATION OF REJECTION KULES FOR OUTLIERS IN SMALL 
SAMPLES FROM THE NORMAL VISTRIBUTION. IV. ESTIMATION IN 
THE CASE WHERE BOTH PARAMETERS ARE UNKNUAN. 
PB-174 515 12A U67 12 HCS 3.00 MFS 0.65 


INVESTIGATION OF REJECTIUN KULES FORK OUTLIERS IN SMALL 
SAMPLES FROM THE NURMAL VISTKIGUTIUN. lif. ESTIMATION OF 
THE VARIANCE (KNOWN MEAN). 
PB-174 516 12A Uo7T 12 HC$ 3.00 MFS 0.65 
INVESTIGATION OF REJECTION KULES FOR OUTLIERS IN SMALL 
SAMPLES FROM THE THE NUKMAL VISTKIBUTIUN. II. ESTIMATION OF 
THE MEAN (KNOWN VAKIANCE). 
PB-174 517 12A U6T 12 HCS 3.00 MFS 0.65 
DECONTAMINATION 

IMPROVING ECONOMY WITH THE USE UF STANDARVIZED, MOVABLE, IN- 

CELL BOXES» AND THE DECUNTAMINATIUN OF THEIR EQUIPMENT AT 

THE CENTRAL DECONTAMINATION FACILITY. 

N67-22440 18F $05 11 HC$ 3.00 MFS 0.65 


DEEP WATER, PACIFIC OCEAN 
DEEP-OCEAN BIODETEKIURATIUN OF MATERIALS. PART VI. ONE YEAR 
AT 2,370 FEET. 
AD-651 124 13J U67 12 HC$ 3.00 MFS 0.65 
DEFECTS(MATERIALS)», ELECTROMAGNETIC FIELDS 
UNIQUE DETERMINATION OF EDDY CURKENT FLUW PATTERNS FROM 
MEASUREMENT UF EXTERNAL FIELOS, 
BNWL-364 160 N21 09 HC$S 3.00 MFS 0.65 


DEFICIENCY DISEASES», VITAMIN 6 CUMPLEX 
THE FREE AMINO ACIDS IN THE PLASMA AND URINE OF HUMAN 
SUBJECTS ON A VITAMIN BOo-DEFICIENT DIET, 
A0-650 767 6A U6T 12 


DEFICIENCY DISEASES, ZINC 
ZINC LEVELS AND BLOOD ENZYME ACTIVITIES IN EGYPTIAN MALE 
SUBJECTS WITH RETARDED GROWTH ANU SEXUAL DEVELOPMENT, 
AD-651 054 6t U67 12 


VEGAUSSING,s. CUNTROL SYSTEMS 
INSTRUMENTATION SYSTEM FOK EVALUATION OF AUTOMATIC 
DEGAUSSING CONTROL SYSTEMS. 
AD-650 595 13J U67T 12 HC$ 3.00 MFS 0.65 
DEGENERATION 
MICROWAVE RECEIVER SYSTEM WITH DEGENERATE PARAMETRIC 
PREAMPLIFIER. 
N67-23006 9— SOS LL HC$ 3.00 MFS 0.65 
DELAY LINES, MICKOMINIATURIZATIUN( ELECTRONICS) 
A MINIATURE MONOSTKIP NANUSECUND PULSE DELAY LINE, 
AD-650 977 9A U6T 12 HCS 3.00 MFS 0.65 


DELTA WING 
SUPERSONIC FLUTTEK DERIVATIVES FOR A SEKIES UF SWEPT AND 
CROPPED DELTA WINGS. 
N67-22720 1A S05 11 HCS 3.00 MFS 0.65 

CALCULATLONS OF TRANSIENT FURCES ON DELTA WINGS. 

N67~-22784 1A S05 11 HCS 3.00 MFS 0.65 


STUDVING THE GROUNUD-EFFECT IN wINU-TUNNELS. 
N67-22903 1A SO5 11 HCS 3.00 MFS 0.65 


HYPERSONLC PERFORMANCE OF SEVERAL BASIC AND MODIFIED OLAMOND 


CROSS-SECTION DELTA WING CUNFIGURATIONS. 
N67-23290 1A S05 11 HCS 3.00 MFS 0.65 
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DEMODULATORS, LIMITERS 
EXPERIMENTAL BAND-PASS LIMITER ENVELOPE DISTRIBUTIONS AND 
STATISTICS. 
AD-650 946 9E U67 12 HCS 3.00 MFS 0.65 
DEMODULATORS, MICROWAVE FREQUENCY 
MICROWAVE DETECTORS USING HOT CARRIER EFFECTS. 
a0-651 023 9E U67T 12 HCS 3.00 MFS 0.65 


DENSITY OLSTRIBUTION 
DENSITY DISTRIBUTION OF A MOLECULAR FLUX FROM A SHORT 
CYLINDRICAL TUBE. 

N67-23001 1A SOS LL HCS 3.00 MFS 0.65 
DENTISTRY, MATERIALS 
DENTAL MATERIALS. 

A0-650 583 6E U67 12 HCS 3.00 MFS 0.65 
DENTISTRY, PLASTICS 

INVESTIGATIONS LEADING TO IMPROVED DENTAL RESTORATIVE 

MATERIALS. 

PB-174 453 6E U67 12 HCS 3.00 MFS 0.65 
DEOXYRIBONUCLEIC ACID (DNA) 

ON THE ACID AND ALKALINE DENATURATION OF DONA AND ITS 

DEPENDENCE ON THE SALT CONCENTRATION. 

N67-23087 6A SOS LL HCS 3.00 MFS 0.65 


DEPARTMENT OF DEFENSE, PERSONNEL MANAGEMENT 
AN APPROACH TO ESTIMATING THE COST OF THE PROPOSAL TO RAISE 
ALLOWANCES OF HIGH-GRADE POSITIONS FOR DOD LABORATORIES. 
AD-650 666 51 U67 12 HCS 3.00 MFS 0.65 


DEPOSITS, IRON 
DEEP-SEA IRON DEPOSIT FROM THE SOUTH PACIFIC, 
AD-650 695 6G U67 12 


DESIGN, DESTROYERS 
EVALUATING THE SEAKEEPING PERFORMANCE OF DESTROVER-TYPE 
SHIPS, 
AD-650 750 13J U67 12 HCS 3.00 MFS 0.65 
DESIGN, ELECTRIC BRAKES 
ELECTRO-MAGNETIC FRICTION BRAKE SYSTEM. 
PB-174 426 13F U67 12 HCS 3.00 MFS 0.65 


DESIGN, PASSENGER VEHICLES 
PHASE V - FIELD TESTING AND TRUCK CONTRACT Z 401. 
PB-174 5386 13F U67 12 HCS 3.00 MFS 0.65 


TESTS CONDUCTED ON THE WABCO TRANSIT TRUCK. 
PB-174 539 13F U67 12 HCS 3.00 MFS 0.65 


DESOXYRIBONUCLEIC ACIDS, CYTOCHEMISTRY ~ 

COMPARATIVE CYTOFLUOROMETRIC STUDY OF THE ONA CONTENT IN 

HIGH POLYPLOIDY CELL NUCLEI STAINED WITH ACRIDINE ORANGE AND 

FLUORESCENT SCHIFF-TYPE REAGENT, 

AD-651 175 6M U67 12 HC$ 3.00 MFS 0.65 
DESTROYERS, ATLANTIC OCEAN 

EVALUATING THE SEAKEEPING PERFORMANCE OF DESTROVER-TYPE 

SHIPS, 

AD-650 750 13J U67 12 HCS 3.00 MFS 0.65 
DESTROYERS, DESIGN 

EVALUATING THE SEAKEEPING PERFORMANCE OF DESTROYER-TYPE 

SHIPS, 

A0-650 750 13J U67 12 HCS 3.00 MFS 0.65 
DETECTOR 

SURVEY OF DETECTORS AND DYNAMIC CALIBRATION METHODS FOR 

REMOTE SENSING SYSTEMS. 

N67-22779 14C S05 11 HCS 3.00 MFS$ 0.65 
DETERIORATION, MATERIALS 

DEEP-OCEAN BIODETERIORATION OF MATERIALS. PART VI. ONE YEAR 

AT 2,370 FEET. 

AD-651 124 13J U67 12 HCS 3.00 MFS 0.65 
DETONATION 

NON-IDEAL DETONATION WITH CONSTANT LATERAL EXPANSION. 

N67-23072 218 SOS 121 HCS 3.00 MFS 0.65 


DEUTERIUM, OCEANOLOGY 
DEUTERIUM AND OXYGEN 16 VARIATIONS IN THE OCEAN AND THE 
MARINE ATMOSPHERE, 
AD-650 965 8C U67 12 

OIALYSIS, LABORATORY EQUIPMENT 
SIMPLE METHOD FOR MANIPULATION AND REPEATED SAMPLING FROM 
OIALYSIS BAGS. 
AD-650 711 6L U6T 12 

OLAMOND WING 
HYPERSONIC PERFORMANCE OF SEVERAL BASIC AND MODIFIED DIAMOND 
CROSS-SECTION DELTA WING CONFIGURATIONS. 
N67-23290 1A SOS 11 HCS 3.00 MFS 0.65 


DIAMONDS, CRYSTAL GROWTH 
DEPOSITION OF CARBON ON DIAMOND SEED CRYSTALS, 
AD-651 059 208 U67 12 HC$ 3.00 MFS 0.65 


OLAMONDS, LINE SPECTRUM 
ZERO PHONON LINES IN DIAMOND AND LOCALIZED MODES, 
AD-650 756 70 U67T 12 


DIATOMIC GAS 
PROGRAMS FOR COMPUTING EQUILIBRIUM THERMODYNAMIC PROPERTIES 


OF GASES. 
N67-23300 20M SOS 11 HCS 3.00 MFS 0.65 
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SUBJECT 


DEATOMIC MULECULES, SPECTRAC INFRARED) 
INFRARED RADIATIVE HEAT TRANSFER IN NUNGRAY GASES. 
AD-651 218 20M U67 12 HCS 3.00 MFS 0.65 


DICTIONARIES, ENGLISH LANGUAGE 
A LEXEMIC DICTIONAKY GJALS ANU PROCEDURE VEL, 
PB-174 556 5G U6T 12 HCS 3.00 MFS 0.65 


DIELECTRIC MATERIAL 
DEVELOPMENT AND EVALUATIUN UF MAGNETIC AND ELECTRICAL 
MATERIALS CAPABLE OF UPEKATING IN THE 800 DEG TO 1600 DEG F 
TEMPERATURE RANGE QUARTEKLY KEPORT, 1 DEC. 1965 - 28 FEB. 
1966. 
N671-22066 226 SOS Ll HCS 3.00 MFS$ 0.65 
DIENE 
ANION UNLPOLYMERIZATIUON UF CYCLUHEXADIENE-1, 3. 
N67-22099 7 SOS 1k HCS 3.00 MFS 0.65 


DIENE SYNTHESIS, STEREUCHEMISTRY 
STEREOCHEMICAL ASPECTS OF THE UVIELS-ALUER REACTION. 


AD-650 #825 1C U6T 12 
VIET, BILE 
INFLUENCE OF DIETARY LITHUCHULIC ACID UN HEPATIC LIPID 
TRANSPORT, 
AD-651 016 6P U6T 12 


DIFFERENCE EQUATIUN 
THE DIFFERENTIAL-OLFFEKENCE EQUATIUN ALPHA XF*/X/ PLUS F/X- 
1/ EQUALS 0. 
N67-22953 12A SOS LL HCS 3.00 MFS 0.65 
DIFFERENTIAL EQUATION 
INTEGRATIUN OF CONTROL EWUATIONS AND THE PROBLEM OF SMALL 
TIME CONSTANTS. 
N67-21960 12A S05 1l HCS 3.00 MFS 0.65 
LINEAR EIGENVALUE PROBLEMS UF ARBITRARY ORUERS WITH 
OISSOCIATE BOUNDARY CUONDITIUNS. 


N6@7-22096 12A S05 Ll HCS 3.00 MFS 0.65 
THE OLFFERENTIAL-OIFFEKENCE EQUATION ALPHA XKF*/X/ PLUS F/X- 
1/ EQUALS 0. 

N67-22953 12A S05 LL HCS 3.00 MFS 0.65 


NON-EDEAL DETUNATION WITH CUNSTANT LATERAL EXPANSION. 
N67-23072 216 S05 Ll HCS 3.00 MFS 0.65 


A NEW LIE SERIES METHOD FORK THE NUMERICAL INTEGRATION OF 
ORDINARY OLFFERENTIAL EQUATIUNS» WITH AN APPLICATION TO THE 
RESTRICTED PRUBLEM OF THREE BUDIES. 

N67-23285 12A $05 11 HC$ 3.400 MFS 0.65 


OIFFRACTION, THEORY 
GENERAL RESEARCH IN DIFFRALTIUN THEORY, VULUME I, 
A0-241 228 20F U67 12 HCS 3.00 


OLIFFUSION, GASES 
SEPARATION OF GAS MIXTUKES IN FREt JETS. 
AD-650 877 200 U67 12 


UIFFUSION, THEORY 
COMPARISON BETWEEN MOLECULAK AND TURBULENT DIFFUSION 
PROCESSES, 
AD-650 698 200 U67 12 

DIGITAL CUMMAND SYSTEM 
FEASIBILLTY STUDY FOR A SCANNING CELESTIAL ATTITUDE 
DETERMINATION SYSTEM (SCAUS) FOR THREE AXIS ATTITUDE 
DETERMINATION AT A COMMAND AND DATA ACQUISITION (CDA) 
STATION FINAL REPORT. 
N67-23052 14C S05 11 HCS 3.00 MFS 0.65 

DIGITAL COMPUTER 
REPORT ON DIGITAL COMPUTERS USED IN AUTOMATIC CHECKOUT. 
N67-22843 220 SOS LL HCS 3.00 MFS 0.65 


APPLICATION OF COMPUTERS TO THE FORMULATION OF PROBLEMS IN 
CURVILINEAR COORDINATE SYSTEMS. 
N67-23303 96 SOS Ll HCS 3.00 MFS 0.65 
DIGITAL COMPUTERS, COMPUTER PROGKAMS 

DEVELOPMENT OF DIGITAL CUMPUTER PKOGRAM FOR STEAM-ORIVEN 

FREE-PISTON AIR COMPRESSOR. 

AD-650 959 9B U67T 12 HCS 3.00 MFS 0.65 
DIGITAL COMPUTERS, COMPUTER STURAGE DEVICES 

FLOATING-POINT NUMBER REPRESENTATIONS BASE CHOICE VERSUS 

EXPONENT RANGE. 

AD-651 201 98 U67 12 HCS 3.00 MFS 0.65 
DIGITAL COMPUTERS, DESIGN 

R AND O OF THE TECHNOLOGIES REQUIRED TO DESIGN AND FABRICATE 

ULTRAHIGH-SPEED COMPUTER SYSTEMS. 

AD-650 628 98 U67 12 HCS 3.00 MFS 0.65 


OOCUMENTATION TECHNIQUES FOR DIGITAL COMPUTERS. 
AD-650 645 9B U6T 12 HC$ 3.00 MFS 0.65 


DIGITAL COMPUTERS, INFORMATION RETRIEVAL 
AUTOMATIC TYPOGRAPHIC-QUALITY TYPESETTING TECHNIQUES A 
STATE-OF-THE-ART REVIEW, 
NBS-MONO-99 146E U67 12 HCS 0.70 MFS 0.65 
OIGITAL COMPUTERS, MAGNETIC TAPE 
MAGNETIC TAPE PROGRAMS AND USAGE FOR THE OPERATIONS CONTROL 
CENTER PROJECT, 
40-650 596 98 U67T 12 HCS 3.00 MFS 0.65 


DIGITAL COMPUTERS, MICROFILM 
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S-C 4020 MICROFILM RECORDER PROGRAMMING MANUAL 2. 
AD-650 691 98 U6T 12 HCS 3.00 MFS 0.65 


DIGITAL COMPUTERS, MICROMINIATURIZATION( ELECTRONICS) 
FABRICATION OF A THIN FILM FULL ADDER, 
AD-650 9860 9C U67 12 HCS 3.00 MFS 0.65 


DIGITAL COMPUTERS, PROGRAMMING(COMPUTERS) 
TRAINING MANUAL ON PROGRAMMING FOR THE [8M 704. 
40-650 603 98 U67T 12 HCS 3.00 MFS 0.65 


DIGITAL COMPUTERS, RELIABILITY( ELECTRONICS) 
SELF-MONITORING, SELF-CORRECTION AND SELF-REPAIR AS MEANS TO 
IMPROVED RELIABILITY OF COMPLEX DIGITAL SYSTEMS, 
AD-650 804 98 U6T 12 HCS 3.00 MFS 0.65 


DIGITAL SIMULATION 
DIGITAL ANALOG SIMULATION TECHNIQUES. 
N67-23279 98 SO5 11 HCS 3.00 MFS 0.65 


DIGITAL TECHNIQUE 
HYDRAULIC AXISYMMETRIC FOCUSED-JET DIVERTERS WITH PNEUMATIC 
CONTROL. 
N67-23332 13G SO5 11 HCS 3.00 MFS 0.65 
DIGITAL TRANSOUCER 
A FLUIDIC DIGITAL DISPLACEMENT INDICATOR. 


N67-23080 13G SO5 1L HCS 3.00 MFS 0.65 
DIODE 

A COMPARISON OF FLUID DIODES. 

N67-23071 13G $05 11 HCS 3.00 MFS 0.65 


DIODES( SEMICONDUCTOR), NOISE(RADIO) 
THERMAL NOISE IN SPACE-CHARGE-LIMITED SOLIO STATE OIODES. 
AD-650 761 9A U6T 12 


DIPOLE ANTENNAS, PERFORMANCE( ENGINEERING) 
EVALUATION OF VHF AND UHF ANTENNA ASSEMBLIES FA-55265 FA- 
5527, FA-5526. 
AD-650 838 9E U6T 12 HCS 3.00 MFS 0.65 
OIRECT CURRENT (0C) 
A CLASS * A* 0.C. COUPLED POWER AMPLIFIER. 
N67-22923 9€ SOS 11 HCS 3.00 MFS 0.65 


DISLOCATIONS, CREEP 
THE PLASTIC RESPONSE OF SOLIDS, 
AO-651 153 20K U67T 12 HCS 3.00 MEFS 0.65 
OISPLACEMENT 
A FLUIDIC DIGITAL DISPLACEMENT INDICATOR. 
N67-23080 13G $05 11 HCS 3.00 MFS& 0.65 


DISPLAY SYSTEMS, DESIGN 
BROADBAND LASER OIGITAL DEFLECTOR. 
AD-651 220 20E U67 12 HCS 3.00 MFS 0.65 


DISTANCE-MEASURING EQUIPMENT, ACCURACY 
MAXIMUM ACCURACY COMPATIBLE DME. 
AD-650 831 17G U67T 12 HCS 3.00 MFS 0.65 


DISTANCE-MEASURING EQUIPMENT, INSTRUMENT LANDINGS 
OPERATIONAL EVALUATION OF DME CO-LOCATED WITH ILS 
FACILITIES. 
AD-650 565 17G U67 12 HCS 3.00 MFS 0.65 

DISTURBING FUNCTION * 

AN OSCILLATORY DISTURBANCE OF RIGIDLY ROTATING FLUID. 
N67-22991 200 SO5 11 HCS 3.00 MFS 0.65 


DOCUMENTATION, CHEMISTRY 

SYSTEM DEVELOPMENT PLAN FOR A NATIONAL CHEMICAL INFORMATION 

SYSTEM. 

AD-650 900 58 U67 12 HCS 3.00 MFS 0.65 
SYSTEM PERFORMANCE SPECIFICATION FOR A NATIONAL CHEMICAL 
INFORMATION SYSTEM. 
A0-650 901 58 U67 12 HCS 3.00 MFS 0.65 
DOCUMENTATION, COMPUTER LOGIC 

DOCUMENTATION TECHNIQUES FOR DIGITAL COMPUTERS. 

AD-650 645 98 U67 12 HCS 3.00 MFS 0.65 


DOCUMENTATION, GROUP DYNAMICS 
AN EXPERIMENTAL SYSTEM FOR THE EXCHANGE OF SCIENTIFIC 
INFORMATION, 
A0-297 278 56 U67 12 HCS 3.00 

DOPPLER NAVIGATION, RADIO TRANSMITTERS 
DEVELOPMENT OF PROTOTYPE DOUBLE SIDEBAND DOPPLER VOR 
TRANSMITTER AND CARRIER MODULATOR. 
AD-651 160 17G U67 12 HCS 3.00 MFS 0.65 


DOPPLER RADAR, INTERFEROMETERS 
ON THE EFFECT OF AZIMUTH ON THE ACCURACY OF AN 
INTERFEROMETER RADAR, 
A0-460 973 171 U67 12 HCS 3.00 

DOSAGE 
SPHERE TECHNIQUES FOR MEASURING FLUX DENSITIES ANO OOSE 
RATES OF THERMAL, INTERMEDIATE AND FAST NEUTRONS. 
N67-23075 16D SOS 11 HCS 3.00 MFS 0.65 


DOSIMETERS, HALF LIFE 
AVAILABLE DISINTEGRATION ENERGY OF ALL RADIONUCLIDES (FOR 
USE IN DOSIMETRY PROBLEMS). I. HALF-LIVES 12 HOURS OR 
GREATER, 
UCRL-50164 6R N21 09 HCS 3.00 MFS 0.65 


DOSIMETERS, STANDARDS 
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STANDARDS OF PERFORMANCE FUR FILM BADGE SERVICES, 
PB-174 452 isu U6l 12 HES 3.00 MFS 0.65 


ORAG 
THE FORCES ON A COMPRESSIUN SURFACE BASED ON AN 
AXESYMMETRICAL CUNICAL FLOw FIELD. 
N67-22709 1A SO5 LL HCS 3.00 MFS 0.65 


STABILITY AND DRAG CHARACTERISTICS AT MACH NUMBERS OF 10 AND 
26 OF A PROPOSED SLENVER ATMOSPHERIC PROBE. 
N67-23296 14 S05 11 HCS 3.00 MF$ 0.65 


ORAG EFFECT 
SOME EXPERIMENTAL INVESTIGATIONS INTO THE ORAG EFFECTS OF 
MODIFICATIONS TO THE BLUNT BASE OF A BODY OF REVOLUTION. 
N67-22502 1A S05 11 HCS 3.00 MFS 0.65 


DRAG, LANDING CRAFT 
RESISTANCE CHARACTERISTICS FUR LCM-A AS REPRESENTED BY MODEL 
4746. 
AD-650 599 13J U67T 12 HCS 3.00 MFS 0.65 


ORAG, TEST METHODS 
COMPARATLVE RESISTANCE TESTS WITH ATIC STANUARD MODEL, 


AD-651 094 13J U67 12 HCS 3.00 MFS 0.65 
ORIFT 

AMPLIFIER ORIFT TESTER. 

N67-23292 9A $05 LL HCS 3,00 MEFS 0.65 


ON THE QUASI-LINEAR LIMIT UF A ORIFT INSTABILITY ANDO ITS 
RELATION TO AURORAL BOMBARUMENT. 
N67-23394 4A SO5 LL HCS 3.00 MFS 0.65 
UROP SIZE 
PENETRATION OF DROPS INTO HIGH-VELOCITY AIRKSTREAMS. 
N67-22839 200 $05 11 HCS 3.00 MFS 0.65 


DRUGS, PATHOLOGY 
DRUG REACTIONS IN THE FIELD OF PATHOLOGY, 
AD-650 956 6t U67 12 


ORYING, GRASSES 
FODDER CONSERVATION RESEARCH IN CSIRO 1954-1964, 
PO-174 456 2D U6T 12 HCS 3.00 MFS 0.65 


ouct 
SUPERSONIC WIND TUNNEL MEASUKEMENTS OF THE LOADS AND 
INTERNAL PKESSURE DISTRISUTILONS ON DUSTS AT INCIDENCE. 
N67-22790 1A SOS LL HC$S 3.00 MF$ 0.65 


OUCTILITY, PIPES 
INVESTIGATION OF THE INITIATION AND EXTENT OF DUCTILE PIPE 
RUPTURE. 
BMI-1793 161 N21 O09 HCS 3.00 MFS 0.65 


oOusT 
SYMMETRY OF A GEOCENTRIC DUST BELT AND THE ZODIACAL LIGHT. 
N67-23094 44 $05 LL HCS 3.00 MFS 0.65 


STAUB, VOLUME 26, NU. 8. 
N67-23440 61 $05 11 HCS 3.00 MFS 0.65 
DYES, PUMPLNG(OPTICAL) 

LASER-PUMPED STIMULATED EMISSION FROM ORGANIC DYES 

EXPERIMENTAL STUDIES AND ANALYTIC COMPARISONS, 

AD-650 736 20E U67 12 


DYNAMIC MODEL 
COSTANZA — CYLINDRICAL. A CYLINDRICAL ONE- DIMENSIONAL 
DYNAMICS CODE FOR LIQUID-COULED MULTI-CHANNEL NUCLEAR 
REACTORS. 
N6@7-22930 161 SO5 11 HCS 3.00 MFS 0.65 


UYNAMIC MODEL INVESTIGATION OF THE ROUGH-WATER LANDING 
CHARACTERISTICS OF A SPACECRAFT. 
N67-23281 226 SO5 11 HCS 3.00 MFS 0.65 


DYNAMIC PROGRAMMING, MAINTENANCE 
MAINTENANCE POLICIES AND DISCIPLINES IN MULTI-CHANNEL 
SYSTEMS AND MARKOVIAN MULTI-SERVICE TYPE SYSTEMS. 
AD-650 792 126 U67 12 HCS 3.00 MFS 0.65 


OYNAMIC PROGRAMMING, STATISTICAL PROCESSES 
FINITE RENEWAL ALGORITHMS FOR DISCRETE DYNAMIC PROGRAMMING 
MODELS. 
PB-174 442 12A U6T 12 HC$ 3.00 MFS 0.65 
OYNAMIC PROPERTY 
CALIBRATION METHODS FOR THE ACCURATE ASSESSMENT OF THE 
STATIC ANO DYNAMIC PERFORMANCE OF SOME FLIGHT TESTS 
INSTRUMENTS. 
N67-22792 1b SOS LL HCS$ 3.00 MFS 0.65 
STEADY-STATE AND DYNAMIC PROPERTIES OF JOURNAL BEARINGS IN 
LAMINAR FLOW REGIMES. I. TILTING-PAD BEARINGS. 
N67-23305 131 SO5 11 HCS 3.00 MFS 0.65 


DYNAMICS 
SQDIUM VAPOR EXPERIMENT QUARTERLY PROGRESS REPORT, 1 JUL. - 
30 SEP. 1966. 
N67-22436 4A SO5 1L HCS 3.00 MFS 0.65 
EARTH CRUST 
THE INTERNAL STRUCTURE AND PHYSICS OF THE EARTH. 
N67-23321 6K $05 11 HCS 3.00 MFS 0.65 


EARTH ORBIT. 
GABIEAL AND HIGH ALTITUDE PROBING POTENTIAL OF GUN LAUNCHED 
ROCKETS. 
No7-22465 4A SO5 LL HCS 3.00 MFS 0.65 
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EARTH SHAPE 
GRAVITATIONAL PERTURBATIONS OF BALLISTIC MISSILE 
TRAJECTORIES. V. TIME OF FLIGHT OVER A SPHEROIDAL EARTH. 
N67-22719 166 SOS 11 HCS 3.00 MFS 0.65 


EARTHQUAKES, SEISMOLOGY 
SPECTRUM OF P AND PCP IN RELATION TO THE MANTLE-CORE 
BOUNDARY AND ATTENUATION IN THE MANTLE, 
A0-650 658 8K U6T 12 


EARTH-HANOLING EQUIPMENT, SYSTEMS ENGINEERING 
A STUDY TO DETERMINE THE FEASIBILITY OF DEFINING EARTHMOVING 
VEHICLE SYSTEMS BY ANALYTICAL TECHNIQUES. 
AD-650 764 13C U67T 12 HCS 3.00 MFS 0.65 


ECONOMICS 
THE NATURE AND SCOPE OF AGGLOMERATION EFFECTS OF CITY SIZE 
AND ADVANCED SCIENTIFIC TRAINING ON INDUSTRIAL RESEARCH 
LABORATORIES. 
N67-22428 51 SOS 11 HCS 3.00 MFS 0.65 
IMPROVING ECONOMY WITH THE USE OF STANDARDIZED, MOVABLE, IN- 
CELL BOXES, AND THE DECONTAMINATION OF THEIR EQUIPMENT AT 
THE CENTRAL DECONTAMINATION FACILITY. 
N67-22440 18F SO5 11 HCS 3.00 MFS 0.65 


ECONOMICS, CULTURE 
NATIONAL ARTS CENTER PROJECT FEASIBILITY STUDY. 
PB-174 469 SC U67 12 HCS 3.00 MFS 0.65 


ECONOMICS, EMPLOYMENT 
COMPARISON OF ALTERNATIVE METHODS OF PROJECTING THE POVERTY 
RATE. 
PB-174 446 51 U67 12 HC$ 3.00 MFS 0.65 
ECONOMICS, MAINE 
TOURIST-RECREATION POTENTIAL IN THE KATAHDIN VALLEY AREA, 
MAINE. 
PB-174 472 SC U67 12 HCS 3.00 MFS 0.65 
ECONOMICS, RECREATION 
SUCCESSFUL PRIVATE CAMPGROUNDS, 
PB-174 561 5C U67 12 HCS 3.00 MF$ 0.65 
ECONOMICS, TEXAS 
PRELIMINARY PLANNING TOURIST FACILITIES ALABAMA=COUSHATTA 
INDIAN RESERVATION, POLK COUNTY, TEXAS. 
PB-174 466 5C U67 12 HCS 3.00 MFS 0.65 


EGGS, FREEZE DRYING 
REQUIREMENTS FOR INSTANT PREPARED, READY-TO-EAT, FREEZE- 
ORIED SCRAMBLED EGG. - 
AD-650 637 6H U67T 12 HCS 3.00 MFS 0.65 
EIGENVALUE 
LINEAR EIGENVALUE PROBLEMS OF ARBITRARY ORDERS WITH 
OISSOCIATE BOUNDARY CONDITIONS. 
N67-22096 12A SOS 11 HCS 3.00 MFS 0.65 
ELASTIC SCATTERING 
PRODUCTION OF ETA AND THE DEPHASING ANALYSIS OF THE PI- 
NUCLEON DIFFUSION. 
N67-22939 20m SOS 11 HCS 3.00 MFS 0.65 
ELASTIC SHELL 
ON THE DETERMINATION OF SHELLS BEYOND THE ELASTIC RANGE. 
N67-22999 20K SOS LL HCS 3.00 MFS 0.65 


ELASTOMER 
TEMPERATURE LIMITATIONS OF POLYMERIC MATERIALS PART 6 - 
ELASTOMERS. 
N67-22711 1lJ S05 11 HCS 3.00 MFS 0.65 


ELASTOMERS, ISOCYANATE PLASTICS 
SYNTHESIS AND EVALUATION OF POLYURETHANE ELASTOMERS. 
PB-174 535 All U67 12 HCS 3.00 MEFS 0.65 


ELASTOMERS, TEST METHODS 
THE CHARACTERIZATION OF ETHYLENE-PROPYLENE VULCANI SATES. 


AD-650 942 Lid U6T 12 HCS 3.00 MFS 0.65 
ELASTOPLASTICITY 

PLANE-STRESS, ELASTIC-PLASTIC STATES IN THE VICINITY OF 

CRACK TIPS. 

N67-233086 20K SOS 11 HCS 3.00 MFS 0.65 


ELECTRIC ARC 
EXPERIMENTAL INVESTIGATIONS OF A HYDROGEN ARC IN AN AXIAL 
MAGNETIC FIELD. 
N67-22986 201 SOS 11 HCS 3.00 MFS 0.65 
ELECTRIC BRAKES, DESIGN 
ELECTRO-MAGNETIC FRICTION BRAKE SYSTEM. 
PB-174 426 13F U6T 12 HCS 3.00 MFS 0.65 


ELECTRIC BRIDGES, NON-DESTRUCTIVE TESTING 
A LOM-FREQUENCY THERMAL FOLLOW BRIDGE FOR MEASURING THE 
ELECTRO-THERMAL PARAMETERS OF BRIDGEWIRES, 
AD-650 963 19A U67T 12 HCS 3.00 MFS 0.65 


ELECTRIC CABLES, ELECTRIC CONNECTORS 
FARET IN-CORE INSTRUMENT DEVELOPMENT, 
ANL-T161 181 N21 09 HCS 3.00 MFS 0.65 


ELECTRIC CONDUCTOR 
FLAT CONDUCTOR TECHNOLOGY EXEMPLIFIED. 
N67-23333 9A SOS 11 HCS 3.00 MFS 0.65 


ELECTRIC CONNECTORS, CRYOSTATS 
OPTIMISATION DES DESCENTES DE COURANT DANS DES ENCEINTES 
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SUBJECT 


CRYOGENIQUES (OPTIMUM INPUT LEADS FOR CRYGENIC APPARATUS), 
Pa-174 579 148 U67 12 HCS 3.00 MFS 0.65 


ELECTRIC CONNECTURS, ELECTRIC Cables 
FARET IN-CORE INSTRUMENT VEVELUPMENT, 
ANL-7161 161 N2l 09 HCS 3.00 MFS 0.65 


ELECTRIC CONNECTORS, PULSE CAvLES 
PRODUCTIUN ENGINEERING UF TKIAXIAL PULSE CONNECTORS. 
AD-651 193 9A U6T 12 HCS 3.00 MEFS 0.65 


ELECTRIC CONTACT 
CONTRIBUTION TO THE IMPROVEMENT UF ELECTRUMECHANICAL RELAYS. 
N67-23000 9 SOS LL HCS 3.00 MFS 0.65 


ELECTRIC CONTROL 
FLIGHT EXPERIENCE OF RATE DEMAND CONTROL USING ELECTRIC 
SIGNALLING IN THE AVRO 707 C AIRCRAFT, 
N67-23246 10 $05 LL HCS 3.00 MFS 0.65 


ELECTRIC OLSCHARGE 
THE ELECTRIC-SPARK TECHWIQUE APPLIED TO THe MEASUREMENT OF 
VELOCITY IN A LEADING-EDGE VURTEX. 
N67-22710 1A S05 LL HCS 3.00 MFS 0.65 


ELECTRIC DISCHARGES, ELECTRIC CURKENTS 
CURRENT DISTRIBUTION TU A PLANE SHIELDED CATHODE IN THE 
ABNORMAL GLOW DISCHARGE, 
aFe-T92 200 N21 09 HCS 3.00 MFS 0.65 


ELECTRIC ENERGY 
RELTABILLTIES OF REDUNDANT ELELTRICAL GENERATOR SYSTEMS. 
N6I-22854 L6N 305 Ll HCS 3.00 MFS 0.65 


ELECTRIC EQUIPMENT 
FIVE HUNOREO KV LONG-DISTANCE ELECTRIC TRANSMISSION, 
No7-22181 9 S05 LL HCS 3.00 MFS 0.65 


ELECTRIC FIELD 
INFLUENCE OF STATIC, RAVIAL ELECTRIC FIELOS ON TRAPPED 
PARTICLE INSTABILITIES IN TUROIDAL SYSTEMS. 
N67-23391 201 SOS Li HCS 3.00 MFS 0.65 


ELECTRIC INSULATION 
CONTINUATION OF SWELLING TESTS UF CABLE SLEEVES IN 4 TYPES 
OF OIL. 
N67-23090 1lJ SOS 1h HCS 3.00 MFS 0.65 
ELECTRIC INSULATION, ELECTRUN BEAMS 
AN INVESTIGATION OF BASIC MECHANISMS OF TRANSIENT HIGH 
ENERGY RADIATION EFFECTS IN INSULATORS AND SEMICONDUCTORS. 
AD-462 730 9A U6T 12 HCS 3.00 


ELECTRIC MOTORS, PULSE SYSTEMS 
A STUDY OF THE OPERATION UF A PERMANENT MAGNET DO. C. MOTOR 
WITH PULSES, 
AD-650 991 9C U67 12 HCS 3.00 MFS 0.65 
ELECTRIC PROPULSION, SYMPUSIA 
AFOSR CONTRACTORS* MEETING ON LON AND PLASMA PROPULSION 
RESEARCH (1LOTH), APRIL 3-55 1967, SAN DIEGO, CALIFORNIA. 
AD-651 149 21C U6T 12 HCS 3.00 MFS 0.65 


ELECTRIC TERMINAL 
ALUMINUM-TO-CUPPER COLDWELVEV JOINTS FUR SNAP-8 ELECTRICAL 
TERMINAL APPLICATIONS. 
N67-22856 LiF SO5 LL HCS 3.00 MFS 0.65 
ELECTRICAL CORONA, GAS FLUW 
THE EFFECT OF TRANSVERSE LUN CURRENT ON THE FLOW OF AIR IN A 
FLAT ODUCT. 


AD-650 639 201 U67 12 HCS 3.00 MFS 0.65 
ELECTRICITY 

ELECTROCHEMICAL HEAT CUNVERTER. 

N67-22469 10A S$O5 Ll HCS 3.00 MFS 0.65 


ELECTROCHEMICAL CELL 
LOw TEMPERATURE BATTERY QUARTEKLY KEPURTS, 14 MAR. — 13 SEP. 
1966. 
N67-22177 10C S05 Ll HCS 3.00 MFS 0.65 
ELECTROCHEMICAL OXIDATION 
RESEARCH, DESIGN AND DEVELOPMENTS OF AN IMPROVED WATER 
RECLAMATLUN SYSTEM FOR MANNED SPACE VEHICLES. 
NO7-23324 6K $O5 11 HCS 3.00 MFS 0.65 


ELECTROCHEMISTRY 
RESEARCH IN THE CONVERSIUN OF VARIUUS FURMS OF ENERGY BY 
UNCONVENTIONAL TECHNIQUES STATUS REPORT. 
N67~-22161 10A S05 1h HCS 3.00 MFS 0.65 


ELECTROCHEMICAL NUCLEAR ENERGY CONVERTER. 
N67-22468 10A S05 Ll HCS 3.00 MFS 0.65 
ELECTROCHEMICAL HEAT CUNVERTER. 
N67-22469 10A S05 LL HCS 3.00 MFS$ 0.65 
ELECTRODE 
RADIATION EFFECTS OF SILVEK ANU ZINC BATTERY ELECTRODES 
FINAL REPORT, APR. 1965 - OCT. 1966. 
N67-23280 10C $05 LL HCS 3.00 MFS 0.65 


ELECTRODES, PRIMARY CELLS 
DEVELOPMENT OF THE HIGH KATE METAL-AIR OEPULARIZEO 
BATTERIES. 
AD-650 780 10C U67 12 HCS 3.00 MFS 0.65 
ELECTROENCEPHALOGRAPHY, TOXINS # ANTITOXINS 
EFFECT OF STAPHYLOCUCCAL ENTEROTOXIN & ON THE 
ELECTROENCEPHALOGRAM OF MUNKEYS, 





INDEX ELE-E€LE 


AD-650 957 6M U6T 12 
ELECTROLYTIC POLISHING, DETECTION 
SEMIAUTOMATIC PREPARATION OF SPECIMENS FOR TRANSMISSION. 
ELECTRON MICROSCOPY, 
ORNL-4066 148 N21 09 HCS 3.00 MFS 0.65 
ELECTROMAGNETIC MEASUREMENT 
REALIZATION OF A RADIO ASTRONOMY EXPERIMENT IN SPACE. 
N67-23383 4A SOS LL HCS 3.00 MFS 0.65 


ELECTROMAGNETIC PROPERTIES, MEASUREMENT 
ELECTROMAGNETIC MEASUREMENTS OF ACCELERATION. 
AD-651 161 20N U67T 12 HCS 3.00 MFS 0.65 


ELECTROMAGNETIC SHIELDING, ANTENNAS 

ELECTROMAGNETIC INTERFERENCE MEASUREMENT METHODS - SHIELDED 

ENCLOSURE. 

A0-650 830 20N U67 12 HCS 3.00 MFS 0.65 
ELECTROMAGNETIC WAVE 

PARTICLE ASPECT ANALYSES OF ELECTROMAGNETIC AND 

ELECTROSTATIC INSTABILITIES OVE TO ANISOTROPIC VELOCITY 

OLSTRIBUTILONS. 

N67~-22984 201 SOS LL HCS 3.00 MFS 0.65 
ON THE QUASI-LINEAR LIMIT OF A ORIFT INSTABILITY AND ITS 
RELATION TO AURORAL BOMBARDMENT. 
N67-23394 4A SO5 11 HCS 3.00 MFS 0.65 
ELECTROMAGNETIC WAVES, PROPAGATION 

SEMIANNUAL PROGRESS REPORT COVERING PERIOD JULY 1, 1566- 

DECEMBER 31, 1966. 

AD-651 121 204 U67 12 HCS 3.00 MFS 0.65 
ELECTROMAGNETIC WAVES, TRANSPORT PROPERTIES 

SYMPOSIUM ON INTERDISCIPLINARY ASPECTS OF RADIATIVE ENERGY 

TRANSFER. 

AD-651 048 20F U67 12 HCS 3.00 MFS 0.65 
ELECTRON BEAM 

INTERNATIONAL SYMPOSIUM OF ELECTRON AND POSITRON STORAGE 

RINGS, PART I. 

N67-22898 206 SOS 11 HCS 3.00 MFS 0.65 
ELECTRON BEAMS, FOCUSING 

ELECTROSTATIC FOCUSING OF HOLLOW SPIRALING ELECTRON BEAMS. 

AD-650 577 9A U6T 12 HCS 3.00 MFS 0.65 


ELECTRON BOMBARDMENT 
STUDY IN COMETARY ASTROPHYSICS QUARTERLY REPORT, NOV. 20, 
1966 - FEB. 20, 1967. 
N67-22260 38 SOS 11 HCS 3.00 MFS 0.65 
ELECTRON DENSITY, IONOSPHERE 
THE TROUGH SEEN IN HIGH LATITUDE OBSERVATIONS OF THE 
IONOSPHERIC ELECTRON CONTENT, 
A0-650 623 4A U67 12 HCS 3.00 MFS 0.65 
ELECTRON EMISSION 
THE EMISSION OF ELECTRONS FROM HOT SILICON SURFACES. 
N67-22998 20C SOS 11 HCS 3.00 MFS 0.65 


ELECTRON ENERGY 
DECAY PROPERTIES OF 147 ND. 
N67-23396 18H SOS il HCS 3,00 MFS 0.65 
ELECTRON FLUX 
PROTON-ELECTRON SPECTROMETER EXPERIMENTS ON GEMINI-4 AND 
GEMINI-7 FINAL REPORT, 27 MAY 1963 - 30 SEP. 1966. 
N67-23326 224 SO5 11 HCS 3.00 MFS 0.65 


ELECTRON IMPACT 
BINDING ENERGIES OF THE NEXT INNER SUBSHELL OF ATOMS AND 
IONS FROM 6 TO ZN. 
N67-22982 70 SOS 11 HCS 3.00 MFS 0.65 
ELECTRON MICROSCOPY 
TECHNIQUES FOR THE OBSERVATION OF MICROMETEORITE CRATERS IN 
METAL SUBSTRATES UTILIZING ELECTRON MICROGRAPHIC REPLICA 
METHOOS. 
N67-23307 20K SOS LL HCS 3.00 MFS 0.65 
ELECTRON MICROSCOPY, LIGHT TRANSMISSION 
SEMLAUTOMATIC PREPARATION OF SPECIMENS FOR TRANSMISSION 
ELECTRON MICROSCOPY, 
ORNL-4066 148 N21 09 HCS 3.00 MFS 0.65 
ELECTRON PLASMA 
THE PROPAGATOR FOR DISTURBANCES IN A PLASMA. 
N67-22490 201 SOS 11 HCS 3.00 MFS 0.65 


ELECTRON SCATTERING 
AN ANALYSIS OF QUASI-FREE ELECTRON SCATTERING ON NUCLEI AND 
CALCULATION OF THE ENERGY SPECTRA AND ANGLUAR CORRELATIONS 
OF THE C12/E,E*P/ Bll REACTION USING THE DISTORTEO- WAVE 
IMPULSE APPROXIMATION. 
N67-22927 20H SOS LL HCS 3.00 MFS 0.65 
COMPARISON OF GRYZINSKI AND BORN CROSS SECTIONS FOR THE 
METASTABLE 2S STATE OF ATOMIC HYDROGEN. 
N67-23263 20H SOS 11 HCS 3.00 MFS 0.65 


ELECTRON SPIN RESONANCE, CRYSTAL LATTICE DEFECTS 
ELECTRON SPIN RESONANCE OF THE ICLI-) VK-CENTER. 
AD-650 770 204 U6T 12 


ELECTRON TRANSITIONS, ARGON 


ARGON ELECTRON TRANSITION TABLES. 
AD-651 O77 70 U67T 12 HCS 3.00 MFS 0.65 
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ELECTRON TRANSITIONS, EQUATIUNS 
MULTILEVEL ATOM RADIATIVE TRANSFER PRKUBLEMS. 
AD-650 631 70 U67 12 HCS 3.00 MFS 0.65 


ELECTRON TUBES, VAPOK PLATING 
CHEMICAL VAPUK DEPOSITEU MATEKIALS FOR ELECTRON TUBES. 
AQ-651 021 14H U67T 12 HC$ 3.00 MFS 0.65 


ELECTRUNIC EQUIPMENT 
NIGHT PHOTOGRAPHY WITH THi LATEST U.S. ELECTRONIC FLASH 
UNITS. 
N67-23086 14& $05 LL HCS 3.00 MFS 0.65 


ELECTRONIC EQUIPMENT, AMPLIFIEKS 
THIN FILM ELECTRUNIC AMPLIFIERS, 
AD-650 994 9t U67T 12 HCS 3.00 MFS 0.65 

ELECTRONIC EQUIPMENT, FAILUKEM ELECTRONICS) 

UNIVAC PROCESSING OF THE ELECTRONIC FAILURE TABULATION 
PROBLEM FOK THE BUREAU OF SHIPS. 
Av-650 568 15 U6o7 12 HCS 3.00 MFS 0.65 


ELECTRONIC EQUIPMENT, MANUFACTUKING METHUOS 
MACHINERY AND TOOLS USED IN THE MANUFACTURE OF ELECTRONIC 
PARTS AND COMPONENTS IN THE FEDERAL REPUBLIC OF WEST 
GERMANY. 
PB-174 551 13m U67 12 HCS 3.00 MFS 0.65 
ELECTRONIC EQUIPMENT, KECURUS 
THE ELECTRONIC INSTALLATION RECORKU SYSTEM PROBLEM. 
AD-650 593 96 U6T 12 HCS 3.00 MFS 0.65 


ELECTRONIC KECORDING INSTRUMENT 
A DISTRIBUTION SYSTEM FUR A MULTICHANNEL HIGH FREQUENCY 
IMPULSE ANALYZER. 
N67-23035 146 S05 Ll HCS 3.00 MFS 0.65 


ELECTRONIC SWITCHES, STOKAUE 
INDUCTIVE STORAGE SWITCH SfuorY. 
AaD-650 731 9E U67 12 HCS 3.00 MFS 0.65 

ELECTRONIC SWITCHES, TRANSISTORS 
A HIGH SPEED ELECTKONIcC SalTcH FUR BI-POLAK ANALOGUE 
SIGNALS, 
AD-651 008 9E U6T 12 HCS 3.00 MFS 0.65 

ELECTRONS, ENERGY 
CALCULATLONS USEFUL IN THE VETLCRKMINATIUN OF ELECTRON 
TEMPERATURE FRUM X-KAY CUNTINUUM RADIATIUN EMITTED FRUM HIGH 
TEMPERATURE PLASMAS, 

AD-651 050 201 U6T 12 HCS 43.00 MFS 0.65 


ELECTRONS, HEATING 
ELECTRIC FIELO HEATING OF U-KEGIUN ELECTRONS, 
AD-650 758 4A U6T 12 


ELECTRONS, INTERACTIONS 
MOMENTUM TRANSFER AND INELASTIC COLLISION CROSS SECTIONS FOR 
ELECTRUNS IN O02, CO AND CO2. 
AD-650 751 70 U6T 12 


ELECTRONS, PLASMA MEDIUM 
ELECTRON LUSS PROCESSES iN IUNIZED GASES. 
AD-650 772 201 U67 12 


ELECTROSTATIC WAVE 
PARTICLE ASPECT ANALYSES UF SLELTRUMAGNETIC AND 
ELECTRUSTATIC INSTABILITicS vue TO ANISOTROPIC VELOCITY 
OISTRIBUTIUNS. 


N67T—22984 201 SOS LL HCS 3.00 MFS 0.65 
ELEMENTARY PARTICLE 

ON NONLEPTONIC DECAYS - INTERRELATIUN AMONG VARIOUS TYPES OF 

EFFECTIVE WEAK INTERACTIONS. 

N67-22475 16h SOS 1L HCS 3.00 MFS 0.65 


ON THE FUNDAMENTAL CONCEPTS IN THe THEORY OF ELEMENTARY 
PARTICLES. I —- HISTOKY UF Tit TOMUNAGA THEORY OF FIELOS. 
N67-22954 20J $05 Ll HCS 3.00 MFS 0.65 


GN THE FUNDAMENTAL CONCEPTS IN THE THEURKY OF ELEMENTARY 
PARTICLES. [1 — PRESENT PRUBLEMS. 
N67-22956 20H S$O5 Ll HCS 3.00 MFS 0.65 


ELEMENTARY PARTICLES, INTEKACTIUNS 
A REGGE-QUARK MODEL OF HAURUN SCATTEKING, 
AD-651 038 20H U6T 12 HCS 3.00 MFS 0.65 


ELLIPSOIDS, OSCILLATION 
THE DAMPLNG OF AN OSCILLATING ELLIPSOIU NEAR A FREE SURFACE. 
AD-650 703 13J Ue7 12 


EMBRITTLEMENT, STEEL 
TEMPERED MARTENSITE EMGRITTLEMENT ANU FRACTURE TOUGHNESS IN 
4340 STEEL. 
AD-651 066 Lif U67T 12 HCS 3.00 MFS 0.65 


EMBRYOS, IMMUNITY 
FETAL RESPONSE TO IMMUNIZATIUN. 
AD-650 922 6— U67T 12 HCS 3.00 MFS 0.65 
EMISSION SPECTRUM 
STUDY. IN COMETAKY ASTROPHYSICS QUARTERLY REPORT, NOV. 20,5 
1966 - FEB. 20, 1967. 
N67-22260 36 SOS 11 HCS 3.00 MFS 0.65 


EMPLOYMENT, ECUNUMICS 
PUVERTY AND LABUK-FUKCE PAKTICIPATIUN. 
PB-174 446 51 U67 12 HCS 3.00 MFS 0.65 
COMPARISON OF ALTEKNATIVE METHUDS UF PROJECTING THE POVERTY 
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RATE. 
PB-174 448 SI U67 12 HCS 3.00 MFS 0.65 
EMPLOYMENT, REGRESSION ANALYSIS 

THE STRUCTURAL CHANGE HYPOTHESIS FOR EMPLOYMENT AMONG YOUTH, 

THE AGED, AND MINORITIES A CRITICAL ANALYSIS. 

PB-174 447 SI U67 12 HCS 3.00 MFS 0.65 


ENCODING 
A GEOMETRIC TREATMENT OF THE PROBLEM OF SOURCE ENCODING A 
GAUSSIAN RANDOM VARIABLE. 
N67-22427 90 SO5 11 HCS 3.00 MFS 0.65 


ENERGY CONVERSION 
RESEARCH IN THE CONVERSION OF VARIOUS FORMS OF ENERGY BY 
UNCONVENTIONAL TECHNIQUES STATUS REPORT. 
N67-22161 10A SO5 11 HCS 3.00 MFS 0.65 


ELECTROCHEMICAL NUCLEAR ENERGY CONVERTER. 
N67-22468 10A SO5 11 HCS 3.00 MFS 0.65 


ENERGY CONVERSION EFFICIENCY 
THE THERMIONIC DIODE AS DIRECT CONVERTERS OF HEAT INTO 
ELECTRICAL ENERGY. 
N67-23024 10A $05 11 HCS 3.00 MFS 0.65 


ENERGY DENSITY 
RESEARCH AND DEVELOPMENT OF THE DRY TAPE BATTERY CONCEPT 
QUARTERLY REPORT, 9 JUN. - 9 SEP. 1966. 
N67-22069 10C SOS 11 HCS 3.00 MFS 0.65 


ENERGY LEVEL 
POSSIBLE DEFORMED STATES IN 115 IN AND LI7 IN. 
N67-23390 20H SOS 11 HCS 3.00 MFS 0.65 


DECAY PROPERTIES OF 147 ND. 
N67-23396 18H SOS 11 HCS 3.00 MFS 0.65 


ENERGY SPECTRUM 
AN ANALYSIS OF QUASI-FREE ELECTRON SCATTERING ON NUCLEI AND 
CALCULATION OF THE ENERGY SPECTRA AND ANGLUAR CORRELATIONS 
OF THE C12/E,E*P/ Bll REACTION USING THE DISTORTED- WAVE 
IMPULSE APPROXIMATION. 
N67-22927 20H SOS LL HCS 3.00 MFS 0.65 


MEASUREMENT OF THE ENERGY SPECTRUM OF PRIMARY COSMIC RAYS IN 
THE ENERGY REGION FROM 1010 — 1014 E V WITH THE HELP OF AES 
PROTON-1. 

N67-23257 20H SOS LL HCS 3.00 MFS 0.65 


ENERGY TRANSFER 
ENERGY TRANSFER USING THE MOSEL REACTOR. 
N67-22928 181 SOS*TL HCS 3.00 MFS 0.65 


THE TRANSFER OF MECHANICAL ENERGY IN THE SUN AND THE HEATING 
OF THE CORONA, XVII (1). 
N67-22996 36 SO5 11 HCS 3.00 MFS 0.65 


ENGINE AIR SYSTEMS COMPONENTS, TURBOJET EXHAUST NOZZLES 
MATCHING OF AUXILIARY INLETS TO SECONDARY-AIR REQUIREMENTS 
OF AIRCRAFT EJECTOR EXHAUST NOZZLES. 

NACA-RM-E55021 21€ U67 12 HCS 3.00 MFS 0.65 


ENGLISH LANGUAGE, DICTIONARIES 
A LEXEMIC DICTIONARY GOALS AND PROCEDURE DEL, 
PB-174 556 5G U67 12 HCS 3.00 MFS 0.65 


ENTEROBACTERIACEAE, ANTIGEN-ANTIBODY REACTIONS 
SEROLOGICAL INTERRELATIONSHIPS BETWEEN THE PLAGUE MICROBE 
AND BACTERIA OF THE INTESTINAL GROUP, 
AD-651 197 6M U6T 12 HCS 3.00 MFS 0.65 


ENTROPY 
INVESTIGATION TO DEFINE THE PROPAGATION CHARACTERISTICS OF A 
FINITE AMPLITUDE ACOUSTIC PRESSURE WAVE. 
N67-21981 20A SOS 11 HCS 3.00 MFS 0.65 


ENTROPY, GAS CHROMATOGRAPHY 
PREDICTION OF ABSOLUTE ENTROPIES FROM GAS CHROMATOGRAPHIC 
RETENTION DATA. 
A0-651 036 70 U67 12 HCS 3.00 MFS 0.65 
ENVIRONMENTAL TESTING 
COMPOUND PRESSURE AND VACUUM RELIEF VALVE, 2-INCH. LADEWIG 
VALVE COMPANY PART NUMBER 3302- Fy NASA DRAWING NUMBER 75 
M04406 PRY-3. 


N67-23278 13K SO5 11 HCS 3.00 MFS 0.65 

AN ANALYSIS OF RESULTS OF THERMAL-VACUUM TESTS ON OGO 

EXPERIMENTS. 

N67-23318 224 SOS 11 HCS 3.00 MFS 0.65 
ENZYME 


CHEMISTRY OF LIVING SYSTEMS SEMIANNUAL REPORT, 1 OCT. 1966 - 
31 MAR. 1967. 
N67-22380 6A SOS 11 HCS 3.00 MFS 0.65 


EPIDEMIOLOGY, ARBOVIRUSES 
EPIDEMIOLOGICAL CHARACTERISTICS OF A FOCUS OF TICK-BORNE 
ENCEPHALITIS IN PRESAYAN (IRKUTSK OBLAST), 
AD-651 180 6E U67T 12 HCS 3.00 MFS 0.65 


EPOXY RESIN 
COMPRESSIVE BEHAVIOR OF PLATES FABRICATED FROM GLASS 
FILAMENTS AND EPOXY RESIN. 
N67-23297 20K SOS 11 HCS 3.00 MFS 0.65 


EQUATIONS OF MOTION, HURRICANE TRACKING 
AN EXPERIMENT IN THE USE OF THE BALANCE EQUATION IN THE 
TROPICS, 


P8-174 501 48 U67T 12 HCS 3.00 MFS 0.65 
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EQUATOR 
EXPERIMENTAL INVESTIGATION UF [He EQUATORIAL LONOSPHERIC 
ANOMALY IN AFRICA IN THE PERIOD OF SULAR MINIMUM. 
N67-22286 4A SOS LL HCS 3.00 MFS 0.65 


EQUILIBRIUM FLOW 
VELOCITY SPACE INSTABILITIES IN A TORUIDAL GEOMETRY. 
N67-22905 201 S05 Ll HCS 3.00 MFS 0.65 


EQUILIBRIUM, PERFORMANCE TESTS 
AN ATAXIA TEST BATTERY NUT KEQUIRING THE USE OF RAILS. 
AD-651 057 OP U6T 12 HCS 3.00 MFS 0.65 


ERROR 
STRUCTURAL ANALYSIS AND MATRIX INTERPETIVE SYSTEM (SAMIS) 
PROGRAM TECHNICAL REPORT, FEB. - AUG. 1966. 


NOT- 22063 96 SOS LL HCS 3.00 MFS 0.65 
ESTUARIES» HYOROLOGY 

ESTUARIES, 

AD-651 162 8H U67 12 
ETHANE 


CONCENTRATION MEASUKEMENTS UF AN INJECTED GAS IN A 
SUPERSONIC STREAM. 


N67-22862 1A SOS LL HCS 3.00 MFS 0.65 
ETHER 

ANALYTICAL DEVELUPMENT wORK UN GIS- (PHENUXYPHENYL) ETHERS,» 

MIX 4 P3 E. 

N6O7- 22852 7 SOS LL HCS 3.00 MFS 0.65 
ETHYLENE 

PERCHLORLC ACID FLAMES. PAKT V — ETHYLENE- RICH FLAMES. 

NO7-23126 216 S05 Ll HeS 3.00 MFS 0.65 


EULER EQUATION 
A NEW METHOD FOR TREATING OPTIMAL TRAJECTORIES WITH 
RESTRICTED SEGMENTS. 
N67-23306 22C $05 Ll HCS 3.00 MFS 0.65 


EUROPE 
THE BR2 TESTING REACTOR AND ITS CONNECTED LABORATORIES 
ANNUAL PROGRESS REPORT, 1965. 
N67-22921 18M $05 Ll HCS 3.00 MFS 0.65 


EUROPE, CULD WAR 
EUROPEAN SECURITY AND THE NUCLEAR THREAT SINCE 1945, 
AD-650 809 5D U67 12 HCS 3.00 MFS 0.65 


EUTECTIC ALLOY 
SNAP-8 THIRD LOUP OPTIMIZATIUN. 


N67-22845 13N SOS 11 HCS 3.00 MFS 0.65 
EVAPORATION 

THE BEHAVIOR OF LUBRICATIUN SYSTEM COMPUNENTS IN A VACUUM 

ENVIRONMENT. 

N67—23312 11H SOS LL HCS 3.00 MFS 0.65 


EXCITED STATE 
I EQUALS J EQUALS O DIPIUN STATE WITH A COU POLE. 
N67-23005 20H SOS LL HCS 3.00 MFS 0.65 


EXHAUST JET 
FREE JET IMPINGEMENT NORMAL TO A CURVED SURFACE IN A VACUUM. 
N67-23299 21H S05 Ll HCS 3.00 MFS 0.65 


EXHAUST NOZZLES» AIRCRAFT ENGINES 
PUMPING AND DRAG CHARACTERISTICS UF AN AIRCRAFT EJECTOR AT 
SUBSONIC AND SUPERSONIC SPEEDS. 
NAC A-RM-E 54006 21€ U6T 12 HCS 3.00 MFS 0.65 
MATCHING OF AUXILIARY INLETS TU SECONDARY-AIR REQUIREMENTS 
OF AIRCRAFT EJECTOR EXHAUST NOZZLES. 
NAC A~RM-E55021 21E— U67 12 HCS 3.00 MFS 0.65 


EXPERIMENT DESIGN 
PLASMA COMPUTER EXPERIMENTS IN THKEE DIMENSIONS - 
DEVELOPMENT OF A CODE FOR GUIDING CENTER FLUIDS. 
N67-22983 201 $05 LL HCS 3.00 MFS 0.65 


EXPLODING WIRES, NON-DESTKUCTIVE TESTING 
A LOW-FREQUENCY THERMAL FULLUW BRIDGE FOR MEASURING THE 
ELECTRUO-THERMAL PARAMETEKS UF SRIDOGEWIRES, 


AD-650 963 19A U6T 12 HCS 3.00 MFS 0.65 
EXPLOSIVE 

FEASIBILLTY STUDY OF AN EXPLOSIVE GUN. 

N67-22150 146 S05 11 HCS 3.00 MFS 0.65 


EXPLOSIVE TECHNIQUES FOR APPLICATIONS IN EXPERIMENTAL 

PHYSICS. 

N67~22488 20C $05 ll HCS 3.00 MFS 0.65 
EXPLOSIVE MATERIALS, REVIEWS : 

HYDRAZOIC ACID AND THE METAL AZIDES (A LITERATURE SURVEY), 

AD-268 586 7B U67 12 HC$ 3.00 


EXPLOSIVES INITIATORS, PYROLYSIS 
THE KINETICS OF THE THERMAL DECOMPOSITION OF MOLTEN SILVER 
AZIDE. 
AD-651 062 19A U6T7 12 HCS 3.00 MFS 0.65 
EXTENDABLE STRUCTURES, PIPES 
STEM SELF-EXTENSION VELOCITIES, 
A0-651 030 13M U67 12 
EXTRATERRESTRIAL MATTER 
SEPARATION OF MATTER AND ANTIMATTER. 
NO7-22498 38 SOS LL HCS 3.00 MFS 0.65 
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EXTRATERRESTRIAL RADIO WAVES, ASTRONOMICAL DATA 
A COMPILATION OF RADIO SOURCE FLUK DENSITIES, 
A0-442 603 38 U67 12 HCS 3.00 


EXTRATERRESTRIAL RADIO WAVES, NEBULAE 
FURTHER OBSERVATIONS OF PLANETARY NEBULAE AT 10 CH 
WAVELENGTH, INCLUDING THE PECULIAR NEBULA NGC 6302, 
A0-651 014 38 U67 12 


EXTRATERRESTRIAL RADIO WAVES, SOURCES 
OBSERVATIONS OF THE RADIO SOURCE CTA 102, 
A0-650 670 38 U67T 12 


A DISTANCE LIMIT FOR THE QUASI-STELLAR OBJECT 3C 147, 
AD-651 029 38 U6T 12 


EXTRAVEHICULAR OPERATION 
JET SHOES - AN EXTRAVEHICULAR SPACE LOCOMOTION DEVICE. 
N67-21961 68 SO5 11 HCS 3.90 MFS 0.65 


EXTRUSION 
THE PILOT PRODUCTION AND EVALUATION OF CHROMIUM ALLOY SHEET 
ANO PLATE FINAL REPORT. 
N67-22175 LiF SOS 11 HCS 3.00 MFS 0.65 


EYE, HISTOLOGY 
A HISTOLOGICAL STUDY OF THE CHIMPANZEE EYE. 
AD-650 566 6C U67 12 HCS 3.00 MFS 0.65 
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LAYER 

EXPERIMENTAL INVESTIGATION OF THE EQUATORIAL IONOSPHERIC 
ANOMALY IN AFRICA IN THE PERIOD OF SOLAR MINIMUM. 

N67-22286 4A SO5 11 HCS 3.00 MFS 0.65 


FACILITY 
FEASIBILITY STUDY OF STORAGE CONCEPTS FOR SCOUT ANO OTHER 
NASA SOLID PROPELLANT LAUNCH VEHICLES. 
N67-22687 220 SOS 11 HCS 3.00 MFS 0.65 


FAILURE(ELECTRONICS), DATA PROCESSING SYSTEMS 
UNIVAC PROCESSING OF THE ELECTRONIC FAILURE TABULATION 
PROBLEM FOR THE BUREAU OF SHIPS. 
A0-650 568 15E U67T 12 HCS 3.00 MFS 0.65 


FAILURE( MECHANICS), STRUCTURAL PARTS 
ELASTIC-PLASTIC RESPONSE OF STRUCTURES TO BLAST AND IMPULSE 


LOADS. 

AD-651 051 13M U67 12 HCS 3.00 MFS 0.65 
FAIRING 

AUTOMATED NOSE FAIRING DESIGN — RING AND SKIN CONSTRUCTION. 

N67-22180 228 SOS LL HCS 3.00 MFS 0.65 


AUTOMATED NOSE FAIRING DESIGN RING, SKIN AND STRINGER 
CONSTRUCTION TECHNICAL REPORT, JUL. - NOV. 1965. 
N67-22258 228 SOS LL HCS 3.00 MFS 9.65 


FALLOUT SHELTERS, CIVIL DEFENSE SYSTEMS 
BUILOINGS WITH FALLOUT SHELTER. 
AD-651 182 13m U67 12 MFS 0.65 

FALLOUT SHELTERS, COMPUTER PROGRAMS 
PROTECTION ANALYSIS ANO CONSTRUCTION EVALUATION SYSTEM. 
AD-650 930 15C U67 12 HCS 3.00 MFS 0.65 


FAST NEUTRON 
CONTEMPORARY PROCESSES OF SPECTROSCOPY OF FAST NEUTRONS 
USING THRESHOLD VALUE PROBES. 
N67-23091 160° S05 11 HCS 3.00 MFS 0.65 


FAST REACTOR 
AN EVALUATION OF THORIUM FUEL CIRCULATION. 
N67-23032 18L SOS 11 HCS 3.00 MFS 0.65 


FATIGUE 
INFLUENCE OF THE CYCLE RATIO ON THE FATIGUE STRENGTH OF 
ORILLED FLAT BARS OF ST 37 STEEL MATEREAL. PART B - MULTI- 
STEP ANDO PROGRAM TESTS. 
N67-22961 20K SOS 11 HCS 3.00 MFS 0.65 


FATIGUE LIFE 
FATIGUE STRENGTH OF NOTCHED AND UNNOTCHED SPECIMENS OF AL MG 
SI 1 (6061 T-6) AND AL MG 5/5056/. 
N67-23015 LLF SOS 11 HCS 3.00 MFS 0.65 


STUDIES OF ROLLING-ELEMENT LUBRICATION AND FATIGUE LIFE IN A 
REDUCED PRESSURE ENVIRONMENT. 
N67-23311 131 SOS 11 HCS 3.00 MFS 0.65 


FATIGUE TEST 
DEVELOPMENT OF NONDESTRUCTIVE, AUTOMATIC TECHNIQUE FOR 
MONITORING AND RECORDING OF EATIGUE CRACK GROWTH FINAL 
REPORT. 
N67-22070 20K SOS 11 HCS 3.00 MFS 0.65 


FATIGUE( MECHANICS)», CRYSTAL LATTICE DEFECTS 
A FATIGUE APPARATUS FOR USE IN STUDIES OF CRACK PROPAGATION 
AND DISLOCATION MORPHOLOGY IN FATIGUE. 
AD-650 697 20K U67 12 HCS 3.00 MFS 0.65 


FATIGUE( MECHANICS), NICKEL ALLOYS 
HIGH-TEMPERATURE VACUUM FATIGUE TESTING OF TYPE 316 
STAINLESS STEEL AND INCONEL XK WITH A RESONANCE-TYPE MACHINE, 
AD-650 934 20K U67 12 HCS 3.00 MFS 0.65 


FAULTS(GEOLOGY), PACIFIC OCEAN 
EXTENSION OF NORTHEASTERN-PACIFIC FRACTURE ZONES, 
AD-650 660 8) U6T 12 


FEDERAL BUDGETS, DISTRIBUTION( ECONOMICS) 
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THE DISTRIBUTION OF GRUSS BENEFITS OF PRESENT FEDERAL 
WELFARE AND INCOME MAINTENANCE PROGRAMS, 
PB-174 445 5A U67 12 HCS 3.00 MFS 0.65 


FEDERAL BUDGETS, WAGES 
THE EVALUATION OF SELECTED PRESENT ANU POTENTIAL POVERTY 
PROGRAMS, 
PB-174 444 5C U67 12 HCS 3.00 MFS 0.65 
FEEDBACK CONTROL SYSTEM 
INVESTIGATION OF EFFECTS OF EXTREME STRUCTURAL FLEXIBILITY 
OF FLIGHT VEHICLES WITH FEEDBACK CONTROL SYSTEM 
STABILIZATION. 
N67-22941 ic $05 11 HC$ 3.00 MFS 0.65 
FERROMAGNETIC MATERIALS, RELAXATION TIME 
MAGNETIC RELAXATION IN CRYSTALS. 
AD-651 133 20H U67T 12 HCS 3.00 MFS 0.65 


FIBER OPTICS, PERISCOPES 
STUDY OF DETERMINE DESIGN CRITERIA FOR A STEREO FIBER OPTIC 
PERISCOPE FUR AIRCRAFT APPLICATION. 
AD-651 060 lu U67T 12 HLS 3.00 MFS 0.65 


FIELD THEORY 
ON THE FUNDAMENTAL CONCEPTS IN THE THEORY OF ELEMENTARY 
PARTICLES. I - HISTORY OF THE TUMUNAGA THEORY OF FIELOS. 
N67-22954 20J SO5 LL HCS 3.00 MFS 0.65 


RELATION BETWEEN BARE AND PHYSICAL MASS OF VECTOR BOSONS IN 
A TWO-DIMENSIONAL FIELO THEORY. 
NO7-23385 20H SOS Ll HCS 3.00 MFS 0.65 
FIELO THEORY, NON-DESTRUCTIVE TESTING 
UNIQUE DETERMINATION OF EDDY CURRENT FLOW PATTERNS FROM 
MEASUREMENT OF EXTERNAL FIELDS, 


BNWL-364 160 N2L 09 HCS 3.00 MFS 0.65 
FILM 

TEMPERATURE LIMITATIONS UF POLYMERIC MATERIALS, PART 5 - 

FILMS. 

N67-22717 1iC $05 Ll HCS 3.00 MFS 0.65 


FILMS, CIRCUITS 
FABRICATION OF A THIN FILM FULL ADUER, 
AD-650 980 9C U6T 12 HCS 3.00 MFS 0.65 


FILMS, MICROMENIATURIZATIUN( ELECTRONICS) 

MEASUREMENT OF THE THICKNESS OF THIN FILMS BY MULTIPLE BEAM 

INTERFEROMETRY, 

AD-650 987 9E U6T 12 HCS 3.00 MFS 0.65 
THIN FILM ELECTRONIC AMPLIFIERS, 
AD-650 994 9— U6T 12 HCS 3.00 MFS 0.65 
FILTER 

A SOLID STATE HIGH VOLTAGE DYNAMIC FILTER. 

N67-22466 9A $05 LL HCS 3.00 MFS 0.65 


THE CHANGERS OF TIME CONSTANT IN THE FILTERS OF OC 
LOGARITHMIC PERIOOMETER ~- RESULTS AND POSSIBILITIES (1964). 
N67-23376 180 S05 1l HCS 3.00 MFS 0.65 


FINITE OLFFERENCE METHOD 
ANALYTICAL AND EXPERIMENTAL DETERMINATION OF LOCALIZED 
STRUCTURE TO BE USED IN LABORATURY VIBRATION TESTING OF 
SHELL STRUCTURE-MOUNTED COMPONENTS, SATURN V PROGRESS 
REPORT, MAY —- NOV. 1966. 
N67-23253 220 S$O5 11 HCS 3.00 MFS 0.65 
PLANE-STRESS, ELASTIC-PLASTIC STATES IN THE VICINITY OF 
CRACK TIPS. 
N67-23308 20K $05 11 HCS 3.00 MFS 0.65 
FINS, SYSTEM: TEST VESSELS 
STRENGTH OF ANTIPITCHING FINS AND SHIP MOTIONS MEASURED ON 
USS COMPASS ISLANO (EAG 153). 
AD-650 591 133 U67 12 HCS 3.00 MEFS 0.65 
FIRE CONTROL 
QUALITATIVE EFFECTS ON SAFETY AND CONSTRUCTION MATERIALS OF 
1300 DEG F SODIUM-PUTASSIUM SPRAY IN AIR AND NITROGEN. 
N67~-23334 20M SOS LL HCS 3.00 MFS 0.65 


FIRE EXTINGUISHERS, CARBON TETRACHLORIDE 
HAZARDS OF CARBON TETRACHLORIDE FIRE EXTINGUISHERS. 
A0-650 674 13L U67 12 HCS 3.00 MFS 0.65 


CASE HISTORIES OF DEATHS AND INJURIES FROM CARBON 
TETRACHLORIDE FIRE EXTINGUISHERS, 
A0-650 734 134 U67T 12 HCS 3.00 MFS 0.65 


FIRE SAFETY, AIRCRAFT CABINS 
EVALUATION OF FLIGHT FIRE PROTECTION MEANS FOR INACCESSIBLE 
ALACRAFT BAGGAGE COMPARTMENTS. 
AD-650 923 13. U67 12 HCS 3.00 MFS 0.65 
FIRE SAFETY, FUELS 
RESEARCH STUDY ON HEF FIRE FIGHTING, 
AD-650 982 13L U67 12 HCS 3.00 MFS 0.65 


FIRE SAFETY, UNITED STATES GOVERNMENT 
DETAILED FEDERAL FIRE EXPERIENCE FOR FISCAL YEAR 1965. 
AD-651 007 13L U6T 12 HCS 3.00 MFS 0.65 


FISHES, LABELS 
MINIATURE ALLIGATOR CLIPS AS FISH TAGS, 
AD-650 626 6C U67 12 


FISHES, REPORTS 
PACIFIC SALMON LITERATURE COMPILATION-- 1900-1959. 
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INSTRUCTIONS AND INDEX, 


P6-174 101 6C U67 12 HCS 3.00 MFS 0.65 


PACIFIC SALMON LITERATURE COMPILATION--1900-1959. 
MICROFICHE SET, 


PB-1L74 102 6C U6T 12 MF $85.00 
FLAME 

PERCHLORIC ACID FLAMES. PART IV - METHANE-RICH FLAMES. 

N67-22706 218 SOS 11 HCS 3.00 MFS 0.65 


FLAMES, INHIBITION 
A RESEARCH PROGRAM FOR UNDERSTANDING THE MECHANISMS UF FLAME 
INHIBITION. 
AD-435 542 218 U67 12 HCS 3.00 

FLAMES, MODELS(SIMULATIONS) 
A PHALANX FLAME MODEL FOR THE COMBUSTION OF COMPOSITE SOLID 
PROPELLANTS. 
AD-650 668 218 U67 12 

FLASH 
NIGHT PHOTOGRAPHY WITH THE LATEST U.S. ELECTRONIC FLASH 
UNITS. 
N67-23086 16E SOS 11 HCS 3.00 MFS 0.65 


FLAT SURFACE 
FLAT CONDUCTOR TECHNOLOGY EXEMPLIFIED. 
N67-23333 9A SOS 11 HCS 3.00 MFS 0.65 


FLAW DETECTION 
RADIOGRAPHIC TECHNIQUES FOR RELIABILITY SCREENING OF RELAYS. 
N67-23261 9A SOS LL HCS 3.00 MFS 0.65 


FLEXIBILITY 
THE STABILITY OF A WIND TUNNEL MODEL ON FLEXIBLE SUPPORTS. 
N67-22783 148 SOS 11 HCS 3.00 MFS 0.65 


INVESTIGATION OF EFFECTS OF EXTREME STRUCTURAL FLEXIBILITY 
OF FLIGHT VEHICLES WITH FEEDBACK CONTROL SYSTEM 
STABILIZATION. 
N67-22941 1c SOS 11 HCS 3.00 MFS 0.65 
FLEXIBLE STRUCTURES, RAILROAD TRACKS 
DYNAMICS OF FLEXIBLY SUPPORTED TUNNELS AND OTHER ROADBEDS, 
PB-173 645 13M U67 12 HCS 3.00 MFS 0.65 


FLIGHT CHARACTERISTICS 
AN EVALUATION OF AN OPERATIONAL SOUNDING ROCKET TO FULFILL A 
NEW 100 KILOMETER REQUIREMENT. 
N67-22075 226 SOS 11 HCS 3.00 MFS 0.65 
NOSE SELECTION AND VEHICLE MOTION DYNAMICS FOR THE SECOND 
STAGE OF A TWO-STAGE SOUNDING ROCKET SYSTEM. 
N67-22077 226 SOS LL HCS 3.00 MFS 0.65 


FLIGHT CONDITION 
FEASIBILITY STUDY OF STORAGE CONCEPTS FOR SCOUT AND OTHER 
NASA SOLID PROPELLANT LAUNCH VEHICLES. 
N67-22687 220 SOS LL HCS 3.00 MFS 0.65 


FLIGHT CONTROL 
A PRELIMINARY THEORETICAL STUDY OF AN ADAPTIVE MANOEUVRE 
DEMAND AIRCRAFT CONTROL SYSTEM USING SAMPLED-DATA 
TECHNIQUES. 
N67-22704 10 SOS LL HCS 3.00 MFS 0.65 
FLIGHT CONTROL SYSTEMS, HELICOPTERS 
FLUIO STATE HYDRAULIC DAMPER. 
AD-651 104 10 U67 12 HCS 3.00 MFS 0.65 
FLIGHT MECHANICS 
A NEW METHOD FOR TREATING OPTIMAL TRAJECTORIES WITH 
RESTRICTED SEGMENTS. 
N67-23306 22C SOS 11 HCS 3.00 MFS 0.65 
FLIGHT PATH 
CLOSED COLLISION PATHS IN A PLANE CIRCULAR RESTRICTED THREE- 
BODY PROBLEM. 
N67-23309 3C SOS 11 HCS 3.00 MFS 0.65 
FLIGHT PLAN 
THIRD SURVEYOR LAUNCH SLATED AT CAPE KENNEDY. 
N67-22071 226 SOS 11 HCS 3.00 MFS 0.65 


FLIGHT SIMULATION 
CORRELATION OF X-15 SIMULATION EXPERIENCE WITH FLIGHT TEST 
RESULTS. 
N67-23247 1c SOS 1L HCS 3.00 MFS 0.65 
FLIGHT SIMULATOR 
USE OF A LARGE JET TRANSPORT AS AN INFLIGHT OYNAMIC 
SIMULATOR. 
N67~23243 18 SOS 11 HCS 3.00 MFS 0.65 


FLIGHT TEST 
EXPERIMENTAL VEHICLE PV-1 WITH AIR CUSHIONS. FLIGHT TEST 
(VEHICLE WITHOUT FLAPS). 


N67-22970 ic $05 11 HCS 3.00 HFS 0.65 
NIGHT PHOTOGRAPHY WITH THE LATEST U.S. ELECTRONIC FLASH 
UNITS. 

N67-23086 14€ S05 11 HCS 3.00 MFS 0.65 


FLIGHT EXPERIENCE OF RATE DEMAND CONTROL USING ELFCTREIC 
SIGNALLING IN THE AVRO 707 C AIRCRAFT. 
N67-23246 10 SOS LL HCS 3.00 MFS 0.65 


FLIGHT TEST INSTRUMENT 
CALIBRATION METHODS FOR THE ACCURATE ASSESSMENT OF THE 
STATIC AND DYNAMIC PERFORMANCE OF SOME FLIGHT TESTS 
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INSTRUMENTS. 
NO7-22792 


10 $05 11 HCS 3.00 MFS 0.65 


FLIGHT TESTING, AIRPORTS 
EVALUATION OF ILS CHECK LIGHT SYSTEM. 
AD-650 895 17G U67T 12 HCS 3.00 MFS 0.65 


FLIGHT TIME 
GRAVITATIONAL PERTURBATIUNS UF BALLISTIC MISSILE 
TRAJECTORIES. Vs. TIME OF FLIGHT UVER A SPHEROIDAL EARTH. 
N6?-22719 168 S05 LL HCS 3.00 MFS 0.65 


FLEIGHT VEHICLE 
INVESTIGATION OF EFFECTS UF EXTREME STRUCTURAL FLEXIBILITY 
OF FLIGHT VEHICLES WITH FEEDBALK CONTKOL SYSTEM 
STABILIZATION. 
N67-22941 1c SOS LL HCS 3.00 MFS 0.65 
FLOATING BOUIES, REINFOKCED PLASTICS 
HYDRODYNAMIC DESIGN ANU EVALUATION OF A SIZE 5 REINFORCED- 
PLASTIC MINESWEEPING FLOAT, 
AD-650 036 13J UOT 12 HCS 3.00 MFS 0.65 
FLOODS, STORMS 
THE ROLE OF PERSISTENCE, INSTAbILITY, AND MOISTURE IN THE 
INTENSE RAINSTORMS IN EASTEKN CULOKADU, JUNE 14-17, 1965. 
PB-174 609 46 U67 12 HCS 3.00 MFS 0.65 


FLOORS, MECHANICAL PROPERTIES 
ETUDE EXPERIMENTALE DE PLAQUES MINCES CARREES ET ENCASTREES 
SUR LEURS QUATRE RIVES (PLAFUNUS VE CAISSONS ETANCHES) 
(EXPERIMENTAL STUDY UF THIN SQUARE SLABS, EMBEDDED ON ALL 
FOUR SIVES (PRESSURE VESSEL FLOURS)), 
PB-174 577 161 U67 12 HCS 3.00 MFS 0.65 


FLOW CHARACTERISTICS 
WAKES, THEIR STRUCTURE AND LNFLUENCE UPON AERODYNAMIC 
DECELERATORS. 
NO7-22777 1A SOS LL HCS 3.00 MFS 0.65 

EVALUATION OF HRL CUNDENSING TEMPERATURE CONTROLS. 

NO7-22846 20M $05 LL HCS 3.00 MFS 0.65 


FLOW CHARTLNG, INTEGRAL EQUATIUNS 
SNARG-10 A ONE-DIMENSIONAL, VISLKETE-THEORY PROGRAM FOR THE 
COC-3600, 
ANL~-7221 20H N21 O09 HCS$ 3.00 MFS 0.65 


FLOW FIELO 
THE APPLICATION OF KNOWN FLUW FIELOS TO THE DESIGN UF WINGS 
WITH LIFTING UPPER SURFACES AT HIGH SUPERSUNIC SPEEDS. 
NO7-22707 1A $05 1L HCS 3.00 MFS 0.65 


FLOW FIELUS, ATMOSPHERE ENTKY 
HYPERSONIC DYNAMIC STABILITY. PART LIL. UNSTEADY FLOW FIELD 
PROGRAM. 
A0-650 879 22C U67 12 HCS 3.00 MFS 0.65 
FLOW PATTERN 
MEASUREMENTS OF **AWUAPLANING HEIGHT** ON A METEOR AIRCRAFT, 
AND PHOTOS OF FLOW PATTERN UNDER A MODEL TYRE. 
N67-22791 16 SOS Lh HCS 3.00 MFS 0.65 


FLOW SEPARATION, TURBULENT BOUNDARY LAYER 
THEORETICAL AND EXPERIMENTAL INVESTIGATIONS ON THREE 
DIMENSIONAL (LAMINAR AND TURBULENT) BOUNDARY LAYERS, IN 
PARTICULAR ON PRUBLEMS UF TRANSITIUN, SEPARATION AND 
REATTACHMENT, 
AD-650 952 200 U67 12 HC$ 3.00 MFS 0.65 
FLOW VELOCITY 
INVESTIGATION OF A SUBMERGEL NOZZLE FOR SOLID ROCKETS. 
N67~-23310 2lH SOS 11 HCS 3.00 MFS 0.65 


FLOWMETERS, THERMOCOUPLES 
FARET IN-CORE INSTRUMENT DEVELOPMENT, 
ANL-T161 181 N2L O09 HCS 3.00 MFS 0.65 


FLUID AMPLLFIER 
CHARACTERISTICS OF VORTEX DEVICES. 


N67-23079 13G $05 LL HCS 3.00 MFS 0.65 
HYDRAULIC AXISYMMETRIC FUCUSED-JET DIVERTERS WITH PNEUMATIC 
CONTROL. 

N67-23332 13G $05 11 HCS 3.00 MFS 0.65 


FLUID AMPLLFIERS, DAMPING 
FLUID STATE HYDRAULIC UAMPER. 
AD-651 104 1D U67 12 HCS 3.00 MFS 0.65 
FLUID AMPLLFIERS, DIGITAL SYSTEMS 
A STUDY OF A CORONA WIND DIGITAL FLUID AMPLIFIER ELEMENT. 
AD-651 166 13G U67 12 HCS 3.00 MFS 0.65 
FLUID DYNAMIC PROPERTIES, ATMOSPHERE ‘ 
RESEARCH ON FLUIU DYNAMICAL MODELS OF THE LARGE SCALE 
ATMOSPHERIC CIRCULATIONS. 
AD-651 046 4A U67 12 HCS 3.00 MFS 0.65 
FLUIO FLOW, CYLINDRICAL BOUIES 
APPARATUS FOR STUDY OF FLUID MUTION IN A SPINNING CYLINDER. 
AD-247 552 200 U67 12 HC$ 3.00 


FLUID MECHANICS, CARGO VEHICLES 
SUPPLEMENT TO SURVEY OF TECHNOLOGY IN FLUID SUSPENSIONS 
PATENT SEARCH AND EFFECTS OF FORWARD SPEED, 
Pe-173 653 13F U67 12 HCS 3.00 MFS 0.65 


FLUID MECHANICS, SCIENTIFIC RESEARCH 
JOURNAL OF ENGINEERING PHYSICS SELECTED ARTICLES, 1964, 
VOL. 7, NO. 9. 


SUBJECT INDEX 





FLI-FoU 


AD-651 090 20M U67 12 HCS 3.00 MFS 0.65 
FLUIDICS 

A COMPARISON OF FLUID DIODES. P 

N67-23071 13G SOS 11 HCS 3.00 MFS 0.65 


A FLUIDIC DIGITAL DISPLACEMENT INDICATOR. 
N67-23080 13G SOS 11 HCS 3.00 MFS 0.65 


FLUIDIZED BED PROCESSES, SALTS 
PHYSICAL PROPERTIES OF FUSED SALT MIXTURES EUTECTIC 
COMPOSITIONS AND MELTING POINTS. DATA FROM OPEN LITERATURE, 
1963-JUNE 30, 1965. VOLUME 2, 
SC-R-65-930-VOL-2 70 N2k 09 HCS 3.00 MFS 0.65 
FLUORESCENCE, ATMOSPHERE 
STIMULATION OF OPTICAL EMISSIONS IN ATMOSPHERIC GASES. 
AO-651 O17 TE U67 12 HCS 3.00 MFS 0.65 


FLUORESCENT ANTIBODY TECHNIQUES, RABIES VIRUS 
SURVEY OF RAT AND BAT BRAINS FOR THE PRESENCE OF RABIES 
ANTIGEN USING FLUORESCENT ANTIBODY TECHNIQUES. 
AD-650 682 6M U67 12 HCS 3.00 MFS 0.65 


FLUORIDE 
PHYSICAL PROPERTIES OF FLUORIDE MOLTEN SALTS, WITH SPECIAL 
APPLICATION TO THE MOSEL REACTOR CONCEPT. 
N67-23030 18J SOS 11 HCS 3.00 MFS 0.65 


FLUORIDES, CHEMICAL REACTIONS 
ETUDE DES REACTIONS CLF3-UO2F2 ET CLO2F-U02F2 (STUDY OF THE 
REACTIONS CLF3-U02F2 AND CLO2F-U02F 2), 
PB-174 568 76 U67 12 HCS 3.00 MFS 0.65 


FLUORIDES, THERMOOYNAMICS 
MASS-SPECTROMETRIC STUDY OF THE THERMODYNAMIC PROPERTIES OF 
ZR-F SPECIES, 
A0-650 657 7D U67 12 


FLUORINATION, ORGANIC NITROGEN COMPOUNDS 
LOW-TEMPERATURE FLUORINATION OF SCHIFF BASES, 
A0-650 777 7C U6T 12 


FLUORINE 
INTERPRETATION OF (0, ALPHA) REACTIONS ON FLUORINE 19 AND 
NITROGEN 15. 
N67~-22861 20H SOS 11 HCS 3.00 MFS 0.65 
FLUOGROAMINES, ALKYLATION 
THE ALKYLATION OF DIFLOURAMINE WITH CARBONIUM IONS, 
A0-650 778 7C U6T 12 


FLUOROAMINES, SYNTHESIS(CHEMISTRY) 
LOW-TEMPERATURE FLUORINATION OF SCHIFF BASES, 
AD-650 777 7C U67 12 


FLUTTER, SIMULATION 
FLUTTER SIMULATION, 
AD-650 981 168 U67 12 HCS 3.00 MFS 0.65 

FLUX DENSITY 
SPHERE TECHNIQUES FOR MEASURING FLUX DENSITIES AND DOSE 
RATES OF THERMAL, INTERMEDIATE AND FAST NEUTRONS. 

N67-23075 18D SOS 11 HCS 3.00 MFS 0.65 


FOG, MARKER LIGHTS 
EVALUATION OF RUNWAY LIGHTING SYSTEMS FOR EFFECTIVENESS IN 
ODENSE FOG. 
A0-650 864 17G UV67T 12 HCS 3.00 MFS 0.65 
FOG, WEATHER FORECASTING 
PREDICTION AND MAINTENANCE OF RADIATION FOG. 
AD-651 115 4A U6T 12 HCS 3.00 MFS 0.65 


FORBIDDEN TRANSITION 
NUCLEAR MATRIX ELEMENTS OF FIRST FORBIDDEN BETA TRANSITIONS 
IN THE NILSSON MODEL. 
N67-23368 20H SOS 11 HCS 3.00 MFS 0.65 
FORESTRY, GROWTH 
TREE PLANTING IN SCRUB OAK AREAS AFTER SITE PREPARATION WITH 
HEAVY EQUIPMENT. 
PB-174 593 2F U6T 12 HCS 3.00 MFS 0.65 
FORESTRY, TREES 
PROMISING CONIFERS FOR WESTERN IOWA. 
PB-174 510 2F U67T 12 HCS 3.00 MFS 0.65 


FORESTRY, WOOD 
A LOOK AT BLACK WALNUT TIMBER ae et AND INDUSTRIES. 
PB-174 586 U67T 12 HCS 3.00 MFS 0.65 


FORMALDEHYDE 

RESEARCH AND DEVELOPMENT STUDY RELATED TO THE SYNTHESIS OF 

FORMALDEHYDE FROM CO2 AND H2 QUARTERLY PROGRESS REPORT, AUG. 

- OCT. 1966. 

N67-22173 TC SOS 11 HCS 3.00 MFS 0.65 
RESEARCH AND DEVELOPMENT STUDY RELATED TO SYNTHESIS OF 
FORMALDEHYDE FROM CO2 AND H2 QUARTERLY PROGRESS REPORT, NOV. 
1966 - JAN. 1967. 
N67-22174 7C SOS 11 HCS 3.00 MFS 0.65 
FORTRAN 

AUTOMATED NOSE FAIRING DESIGN RING, SKIN AND STRINGER 

CONSTRUCTION TECHNICAL REPORT, JUL. - NOV. 1965. 

N67-22258 228 SOS 11 HCS 3.00 MFS 0.65 


FOUNDATIONS( STRUCTURES), PRESSURE VESSELS 
ETUDE EXPERIMENTALE DE PLAQUES MINCES CARREES ET ENCASTREES 
SUR LEURS QUATRE RIVES (PLAFONDOS DE CAISSONS ETANCHES) 
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FOU-GAS 


(EXPERIMENTAL STUDY OF THIN SQUARE SLAGS, EMBEDDED ON ALL 
FOUR SIDES (PRESSURE VESSEL FLOURS)), 
PB-174 577 16l U67 12 HCS 3.00 MFS 0.65 


FOURIER SERIES 
LINEAR ELGENVALUE PKUBLEMS OF ARBITRARY ORUERS WITH 
DISSOCIATE BOUNDARY CONVITIUNS. 
N67-22096 12A SO5 LL HCS 3.00 MFS 0.65 
FRACTURE (MECHANICS), DETONATIONS 
MACRODEFORMATION RESULTING FRUM THE HANDCAR EVENT, 
UCRL-50149 6G N21 09 HCS 3.00 MFS 0.65 


FREE CONVECTION 
HEAT EXCHANGE WITH BOILING CAKSUN UIGXIDE AT NEAR-CRITICAL 
PRESSURES. 
N67~-22962 20M SOS 11 HCS 3.00 MFS 0.65 
THEORETICAL STUDY OF NATURAL CUNVECTIUN FLOWS IN CLOSED-END 
CYLINORICAL VESSELS FINAL REPURT. 
N67-23254 20M $05 11 HCS 3.00 MFS 0.65 


FREE ELECTRON 
AN ANALYSIS OF QUASI-FkEt ELECTRUN SCATTERING ON NUCLEI AND 
CALCULATION OF THE ENERGY SPECTRA AND ANGLUAR CORRELATIONS 
OF THE C1l2/E,E*P/ BLL REACTION USING THe DISTORTED- WAVE 
IMPULSE APPROXIMATIUN. 
N67-22927 20H S$O5 Ll HC$ 3.00 MFS 0.65 
FREE FLIGHT 
THE UNPOWERED, FREE FLIGHT, AIRCKAFT MODEL. DESIGNy 
OPERATION, AND INSTRUMENTATION FOK LOw SPEED STABILITY 
INVESTIGATIONS. 
N67-22714 ic $05 Ll HCS 3.00 MFS 0.65 
INVESTIGATION OF THE FREE-FLIGHT CHARACTERISTICS AND 
HANDLING QUALITIES OF A GKOUNU-EFFELT MACHINE. 
N67-22864 iC SOS Ll HC$S 3.00 MFS 0.65 


FREE FLIGHT TEST APPARATUS 
FREE-FLIGHT TESTING IN HIGH-SPEEU wiNv TUNNELS. 
N67T-23241 1A S05 11 HCS 3.00 MFS 0.65 


FREE FLOW 
FREE-MOLECULE FLOW AND SUKFALE VIFFUSION THROUGH SLOTS AND 
TUBES A SUMMARY. 
N67-22040 1A SO5 11 HCS 3.00 MFS 0.65 
FREE JET 
DECAY OF TURBULENT AXISYMMETRKICAL FREE FLOWS WITH ROTATION. 
N67-22916 lA $05 LL HCS 3.00 MFS 0.65 


FREE MOLECULAR FLOW 
ANNUAL PRUGRESS KEPOKT, 1966. 
N67-23205 1A $05 LL HC$ 3.00 MFS$ 0.65 


FREE STREAM 
CHANGES LN THE FLOW AT THE BASE OF A BLUFF BODY DUE TO A 
DISTURBANCE IN ITS WAKE. 
N67-23249 1a SOS Ll HC$S 3.00 MF$ 0.65 
FREQUENCY MEASUREMENT 
A METER TO MEASURE FREQUENCIES BELOW 1 KC/S. 
N67-23098 8C S05 LL HC$ 3.90 MFS 0.65 


FREQUENCY MUDULATIUON 
A COMPARISUN OF THE PEKFOKMANCE OF TELEVISION TRANSMISSION 
SYSTEMS USING AMPLITUDE MUDULATIUON AND FREQUENCY MODULATION. 
N67-23472 176 SO5 LL HCS 3.00 MFS 0.65 


FREQUENCY MULTIPLIERS, FEKKUMAUNETIC MATERIALS 
EXPERIMENTAL INVESTIGATIUN UF SATURATION EFFECTS IN FERRITE 
FREQUENCY DUUBLERS» 
AD-650 755 9E U6T 12 

FREQUENCY RESPONSE 
THE DERIVATION OF THE TRANSFER FUNCTION OF A SYSTEM FROM 
FREQUENCY RESPONSE DATA. 


N67-23100 21H $05 Ll HCS 3.00 MFS 0.65 
FRICTION 

INVESTIGATION OF THE ADHESION UF METALS IN ULTRA-HIGH 

VACUUM. 

NO7—22884 L1Ff S05 11 HC$ 3.00 MF$ 0.65 


FUEL CELLS, CATALYSTS 
INVESTIGATION OF MECHANISMS FUK ELECTROCHEMICAL CATALYSIS. 
AD-651 194 106 U67 12 HCS 3.00 MFS 0.65 


FUEL CELLS, OPERATION 
FUEL CELL FUEL STUDIES. 
AD-650 580 - 106 U6T L2 HCS 3.00 MFS 0.65 

FUEL ELEMENT 
DISASSEMBLY OF TEST IKKAVIATIUNS AND FUEL ELEMENTS IN SMALL 
CAST IRON, ALPHA-GAMMA-CELLS ANU THEIR SUBSEQUENT HANDLING. 


N67-22467 18F SOS Ll HCS 3.00 MFS 0.65 
THERMIONIC. 
N6O7- 22922 161 $05 11 HCS 3.00 MFS 0.65 


DISASSEMBLY AND SAMPLING OF GRAPHITE BALL FUEL ELEMENTS. 
N67-23065 l8J $05 11 HCS 3.00 MFS 0.65 


PACKAGING DISASSEMBLED FULL ELEMENTS ANU RADIOACTIVE WASTE 
IN THE HOT CELLS AT THE KERNFORSCHUNGSANLAGEs, JUELICH. 
N67-23066 18G S05 11 HCS 3.00 MFS$ 0.65 


FUEL INJECTION 
SUPERSONIC MIXING OF HYURUGEN ANU AIR. 
N67-22859 216 SO5 Ll HLS 3.00 MFS 0.65 
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FUEL TANK 
ANALYTICAL STUDY OF THE FRAC+ UME OF LIQUID- FILLED TANKS 
IMPACTED BY HYPERVELOCITY PARTICLES. 
N67-22068 20K SOS 11 HCS 3.00 MFS 0.65 


FUELS, FIRE SAFETY 
RESEARCH STUDY ON HEF FIRE FIGHTING, 
AD-650 982 134 U67 12 HCS 3.00 MFS 0.65 


FUELS, PURIFICATION 
FUEL CELL FUEL STUDIES. 
AD-650 580 108 U67T 12 HCS 3.00 MFS 0.65 
FUNCTION TEST 
COMPOUND PRESSURE AND VACUUM RELIEF VALVE, 2-INCH. LADEWIG 
VALVE COMPANY PART NUMBER 3302- F, NASA DRAWING NUMBER 75 
404406 PRY-3. 
N67-23278 13K SO5 11 HCS 3.00 MFS 0.65 
FUNCTIONAL ANALYSIS, APPROXIMATION( MATHEMATICS) 
TECHNIQUES IN INTRINSIC ANALYSIS. 
40-651 O71 12A U67T 12 HCS 3.00 MFS 0.65 


FUNCTIONS, COMPUTER LOGIC 
METHOD OF POTENTIAL FUNCTIONS IN THE PROBLEM OF 
RECONSTRUCTION OF THE CHARACTERISTIC OF A FUNCTIONAL 
CONVERTER ACCORDING TO RANDOMLY OBSERVED POINTS, 
A0-651 091 12A U6T 12 HC$S 3.00 MFS 0.65 


FUNCTIONS, OPTIMIZATION 
ON THE ASYMPTOTIC OIRECTIONS OF THE S-DIMENSIONAL OPTIMUM 
GRADIENT METHOD. 
AD-650 619 12A U67 12 HCS 3.00 MFS 0.65 
OPTIMAL REPRESENTATION OF A FUNCTION AS A LINEAR COMBINATION 
OF FUNCTIONS,» 
AD-651 148 12A U67 12 HCS 3.00 MFS 0.65 
CONVEX FUNCTIONS ON CONVEX POLYTOPES, 
AD-651 157 12A U6T 12 HCS 3.00 MFS 0.65 


FUR, BODY TEMPERATURE 
THE ROLE OF FUR IN HEAT REGULATION IN THE GUINEA PIG, 
A0-650 673 6C U6T 12 


F- 2 LAYER 
IONOSPHERIC PREDICTIONS FOR MARCH 1967. 
N67-22967 178 SOS LL HCS 3.00 MFS 0.65 


TONOSPHERIC PREDICTIONS FOR FEBRUARY 1967. 

N67-22968 178 SOS 11 HCS 3.00 MFS 0.65 
GADOL INIUM 

DESIGN, DEVELOP AND FABRICATE A FEASIBILITY MODEL OF A 

FERRIMAGNETIC MEMORY USING AN OPTICAL ACCESSION SYSTEM FOR 

READ WRITE FUNCTIONS FINAL REPORT. 

N67-23266 98 SOS 11 HC$ 3.00 MFS 0.65 


GALVANIC CELL 
ELECTROCHEMICAL NUCLEAR ENERGY CONVERTER. 
N67-22468 10A SO5 11 HCS 3.00 MFS 0.65 


GAME THEORY, LINEAR PROGRAMMING 
ON A CLASS OF CONVEX AND NON-ARCHIMEDEAN SOLUTION CONCEPTS 
FOR N-PERSON GAMES. 
AD-651 037 12A U67T 12 HCS 3.00 MFS 0.65 
GAMMA RADIATION 
GAMMA SPECTROMETRY WITH SEMICONDUCTOR DETECTORS. 
N67-22139 18D SO5 11 HCS 3.00 MFS 0.65 


RADIATION EFFECTS OF SILVER AND ZINC BATTERY ELECTRODES 
FINAL REPORT, APR. 1965 - OCT. b~ 
N67-23280 10C SO5 11 HCS 3.00 MFS 0.65 
DECAY PROPERTIES OF 147 NO. 
N67-23396 16H SO5 11 HCS 3.00 MFS 0.65 
GAMMA RAYS, ATTENUATION 

GAMMA-RAY TRANSMISSION THROUGH FINITE SLABS, 

AD-8200 16F U67 12 HCS 3.00 


GAMMA-RAY SPECTRA, URANIUM 
EFFECTIVE TWO-GROUP GAMMA-RAY SPECTRA FOR THERMAL NEUTRON 
CAPTURE AND PROMPT FISSION, 
LA-3619 16F N21 09 HCS 3.00 MFS 0.65 
GAS BEARINGS, LUBRICATION 
THE DEVELOPMENT OF GAS LUBRICATED BEARINGS FOR USE IN BLOWER 
AND FAN MOTORS. PART II. 
AD-413 027 131 U67 12 HCS 3.00 
GAS CHROMATOGRAPHY 
ANALYTICAL DEVELOPMENT WORK ON BIS- (PHENOXYPHENYL) ETHERS, 
MIX @ P3 E. 
N67-22852 70 SOS 11 HCS 3.00 MFS 0.65 
GAS CHROMATOGRAPHY, ENTROPY 
PREDICTION OF ABSOLUTE ENTROPIES FROM GAS CHROMATOGRAPHIC 
RETENTION DATA. 
A0-651 036 70 U67T 12 HCS 3.00 MFS 0.65 
GAS DYNAMICS 
GASDYNAMIC METHODS IN MAGNETOHYORODYNAMICS FINAL REPORT, 1 
JAN. 1963 - 31 DEC. 1966. 
N67-23120 201 S05 11 HCS 3.00 MF$ 0.65 
ANNUAL PROGRESS REPORT, 1966. 


N67~-23205 1A SO5 11 HCS 3.00 MFS 0.65 
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SUBJECT 


SIMPLE INTERNAL BALLISTICS THEORY FOR SINGLE ANO DOUBLE 
CHAMBER GUNS. 
N67-23428 1YU SO5 LL HCS 3.00 MFS 0.65 
GAS FLOW, ELECTRICAL CORONA 
THE EFFECT OF TRANSVEKSE ION CURRENT ON THE FLOW OF AIR IN A 
FLAT DUCT. 
AD-650 639 201 U67 12 HCS 3.00 MFS 0.65 


GAS FLOW, OPTICAL ANALYSIS 
DENSITY-FRINGE SHIFT RELATIONSHIP FOR AXISYMMETRIC 
INT ERFERUGKAMS. 
AD-650 742 200 U67 12 

GAS FLOW, OXIDATION 
STUDIES UN THE HIGH TEMPEKATUKE UXIUATION UF MOLYBDENUM, 
TUNGSTEN, NIOBIUM, TANTALUM, TITANIUM, AWO ZIRCONIUM. 


AD-650 638 1lt U67T L2 HC$ 3.00 MFS 0.65 
GAS GUN 

FEASLBILITY STUDY UF AN EXPLUSIVE GUN. 

N67-22150 146 SO5 LL HCS 3.00 MFS 0.65 


GAS INJECTION 
CONCENTRATION MEASUREMENTS UF AN INJECTED GAS IN A 
SUPERSONLC STREAM. 
N67-22662 1A SO5 11 HCS 3.00 MFS$ 0.65 
GAS MIXTURE 
THE INTERNAL STRUCTURE UF THE SHUCK WAVE. PART il - 
MULTACOMPONENT MIXTURES. 
N67-22447 1A SO5 Ll HCS 3.00 MFS 0.65 


SUPERSONIC MIXING UF HYUKOGEN ANU AIR. 


N67-22859 216 SOS Ll HCS 3.00 MFS 0.65 

PROGRAMS FOR COMPUTING EQUILIGRIUM THERMODYNAMIC PROPERTIES 

OF GASES. 

N67-23300 20M SOS 11 HC$S 3.00 MFS 0.65 
GAS STREAM 

ON FORWARD EJECTION FUR THEKMAL INSULATION IN HYPERSONIC 

FLIGHT. 

N67-22795 1A SO5 LL HCS 3.00 MFS 0.65 


GAS TURBINES, COMBUSTION CHAMBEKS 
INVESTIGATIUN OF THE WOKKING PROCESS IN THE COMBUSTION 
CHAMBERS OF GAS-TUKBINE ENGINES SELECTED ARTICLES. 
AD-651 086 2lt U67T 12 HCS 3.00 MFS 0.65 


GAS TURBINES» COMPRESSOKS 
SMALL GAS TURBINE ENGINE CUMPUNENT TECHNULOGY, HIGH- 
TEMPERATURE TURBINE MATERIALS RESEARCH. 
AD-651 103 21€ U67 12 HC$ 3.00 MFS 0.65 


GASEOUS DIFFUSION 
VACUUM CONDITIONS AND THEIK ATTAINMENT IN THE LABORATORY. 
N67-22503 1468 S05 Ll HCS 3.00 MFS$ 0.65 


GASEOUS DIFFUSION SEPARATION, STABILITY 
STABLE GASEGUS ISOTOPE SEPAKATIUN ANO PURIFICATION, APRIL- 
JUNE 1966, 
MLM~-1353 186 N21 09 HCS 3.00 MFS 0.65 
GASES, DIFFUSION 
SEPARATION OF GAS MIXTURES IN FREE JETS. 
AD-650 677 200 U67 12 


GASES, KADLOACTIVE ISOTOPES 
STATIC GAS COUNTERS FOR INIMICAL GASES, 
BNL-50028 18D N2L 09 HC$S 3.00 MFS 0.65 


GAS-SOLID LNTERFACE 
THE COMBUSTION OF AMMONIUM PERCHLORATE-BASED CUMPUSITE 
PROPELLANTS — A DISCUSSIUN UF SOME RECENT EXPERIMENTAL 
RESULTS. 
N67-22786 218 $05 11 HC$ 3.00 MFS 0.65 
GATES(CIRCUITS), DIGITAL SYSTEMS 
OPERATIONAL LOW-POWER, LOw- TO HIGH-FREQUENCY DIGITAL 
CIRCUIT ELEMENTS REFINEMENTS, CHARACTERISTICS AND 
OEVELOPMENTS, 
AD-650 779 9— U67 12 HCS 3.00 MFS 0.65 
GELS, HYSTERESIS 
USE OF THE HYSTERESIS LOUP METHOD TO STUDY THIXOTROPIC 
SUSPENSIONS. PART 2. ACETYLENE BLACK IN HYDRAZINE AND 
PYROGENIC SILICA IN LIQUIDS OF VARYING POLARITY, 
AD-651 022 211 U67 12 HCS 3.00 MFS 0.65 


GEMINI PROJECT 
RADIATION MONITORING WITH NUCLEAR EMULSIONS ON PROJECT 
GEMINI. LI. RESULTS ON THE 14-DAY MISSION GEMINI VII. 
N67-23270 OR SO5 11 HCS 3.00 MFS 0.65 


GEMINI SPACECRAFT 
DYNAMIC MODEL INVESTIGATION UF THE ROUGH-WATER LANDING 
CHARACTERISTICS OF A SPACECRAFT. 


N67-23281 228 SO5 11 HC$ 3.00 MFS 0.65 
GEOGRAPHY 

ANTARCTICA COMMISSION REPORTS 1963. 

N67-22341 8G S05 LL HCS 3.00 MFS 0.65 
GEOGRAPHY, BIOLOGY 

ESTUARIES, 

AD-651 162 8H U67 12 


GEOGRAPHY, PANAMA 
EL REAL ENVIRONMENTAL SURVEY DARIEN PROVINCE, REPUBLIC OF 
PANAMA, 1962, 





INDEX GAS-GLI 


AD-650 762 SF U67T 12 HCS 3.00 MFS 0.45 
GEOLOGIC AGE DETERMINATION, BOULDERS 

AN EOCENE OREDGE HAUL FROM THE TUAMONTU RIDGE, 

AD-650 680 8G U6T 12 


GEOLOGIC AGE DETERMINATION, ROCK(GEOLOGY) 
LOWER CRETACEOUS ROCKS (NEOCOMIAN-ALBIAN) DREOGED FROM BLAKE 


ESCARPMENT, 
AD-650 677 8G U67 12 
GEOLOGY 
ANTARCTICA COMMISSION REPORTS 1963. 
N67-22341 8G SOS 11 HCS 3.00 MFS 0.65 


GEOMAGNETIC FIELD 
OGO-A MAGNETIC FIELO OBSERVATIONS. 
N67-22078 8N SOS 11 HCS 3.00 MFS 0.65 


THE ORDERED MAGNETIC FIELD OF THE MAGNE TOSHEATH. 
N67-23320 4A SO5 11 HCS 3.00 MFS 0.65 


GEOMAGNETIC MICROPULSATION 
STEADY GENMAGNETIC MICROPULSATIONS AND SOLAR CORPUSCULAR 
STREAMS. 
N67-22294 4A SO5 1L HCS 3.00 MFS 0.65 
GEOMETRIC FORMS, STRUCTURAL PROPERTIES 
SOLUTION OF A CIRCULAR RING STRUCTURAL PROBLEM. 
N65-82307 13M U67 12 HCS 3.00 MFS 0.65 


GEOMETRY 
A GEOMETRIC TREATMENT OF THE PROBLEM OF SOURCE ENCODING A 
GAUSSIAN RANDOM VARIABLE. 


N67-22427 90 SO5 11 HCS 3.00 MFS 0.65 
GEOPHYSICS 

THE INTERNAL STRUCTURE AND PHYSICS OF THE EARTH. 

N67-23321 8K SO5 11 HCS 3.00 MFS 0.65 


GEOPHYSICS, BIBLIOGRAPHIES 
LIST OF TRANSLATIONS 1966 FOREIGN LITERATURE RELATING TO 
THE GEOPHYSICAL SCIENCES. 
AD-651 044 4A U6T 12 HCS 3.00 MFS 0.65 
GEOPHYSICS, METEOROLOGICAL PARAMETERS 
MISSILE GEOPHYSICS RESEARCH TOWER. 
AD-210 O21 48 U67 12 HCS 3.00 


GERMANIUM 
THE DISTRIBUTION OF GE IN THE METALLIC PHASES OF SOME IRON 
METEORITES. 
N67-22074 6E SOS 11 HCS 3.00 MFS 0.65 
GERMANIUM COMPOUND 
GAMMA SPECTROMETRY WITH SEMICONDUCTOR DETECTORS. 
N67~-22139 160 SO5 11 HC$S 3.00 MFS 0.65 


GERMANIUM, REFRACTIVE INDEX 
OPTICAL CONSTANTS OF GERMANIUM, 
AD-435 012 20F U67 12 HCS 3.00 

GERMANIUM, SURFACE PROPERTIES 
SURFACE-STATE MODELS FOR CLEAN AND OXYGEN-COVERED GERMANIUM. 
AD-650 629 20t U67 12 


GERMANIUM, SURFACES 
THE INTERACTION OF NITROUS OXIDE WITH GERMANIUM SURFACES, 
AD-650 706 70 UST 12 


GLASS 

INVESTIGATION OF THE KINETICS OF CRYSTALLIZATION OF MOLTEN 

BINARY AND TERNARY OXIDE SYSTEMS QUARTERLY STATUS REPORT, 

DEC. ly 1966 - FEB. 28, 1967. 

N67-22211 118 SO5 11 HCS 3.00 MFS 0.65 
MEASUREMENT OF NEUTRON FLUENCE BY FISSION FRAGMENT DAMAGE 
TRACK DETECTION. 
N67-22478 18D SOS 11 HCS 3.00 MFS 0.65 
STUDY OF BONDING BETWEEN GLASS AND PLASTIC IN GLASS- 
REINFORCED PLASTICS — EXTENDED WORK QUARTERLY PROGRESS 
REPORT, OCT. 1 - DEC. 3ly 1966. 
N67-228675 1LI SO5 11 HCS 3.00 MFS 0.65 
GLASS FIBER 

COMPRESSIVE BEHAVIOR OF PLATES FABRICATED FROM GLASS 

FILAMENTS AND EPOXY RESIN. 

N67-23297 20K SOS 11 HCS 3.00 MFS 0.65 
GLASS, MOLECULAR STRUCTURE 

A STUDY OF RANDOM NETWORK MODELS. CHARACTERIZATION OF A 300 

UNIT TETRAHEDRAL NETWORK AND COMPARISON WITH VITREOUS SILICA 

AND LIQUID WATER. 

AD-650 754 70 U67 12 HCS 3.00 MFS 0.65 
GLASS» SURFACE PROPERTIES 

EFFECT OF ADSORGED WATER UPON THE SPREADING OF ORGANIC 

LIQUIDS ON SODA-LIME GLASS. 

AD-651 056 70 U67 12 HCS 3.00 MFS 0.65 
GLIDE 

THE UNPOWERED, FREE FLIGHT, AIRCRAFT MODEL. DESIGN, 

OPERATION, AND INSTRUMENTATION FOR LOW SPEED STABILITY 

INVESTIGATIONS. 

N67-22714 1c SOS 11 HCS 3.00 MFS 0.65 
GLIDE PATH SYSTEMS, MONITORS 

EVALUATION OF AN ILS GLIDE SLOPE MONITOR TECHNIQUE USING A 

MONITOR DETECTOR WITH TWO ANTENNAS. 

AD-650 897 17G U67 12 HCS 3.00 MFS 0.65 
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GLO-HAN 


GLOW DISCHARGES, CATHODES 
CURRENT DISTRIBUTION TU A PLANE SHIELDED CATHODE IN THE 
ABNORMAL GLOW DISCHARGE, 
RFP-792 20C N21 09 HCS 3.00 MFS 0.65 
GLUTEN, TOXICITY 
PROLONGED GLUTEN AUMINISTRATIUN IN NORMAL SUBJECTS» 
AD-651 025 6P U67 12 


GOVERNMENTIFOREIGN), ECUNOMICS 
MESETTLEMENT IN LATIN AMERICA 
AD-651 116 


AN ANALYSIS OF 35 CASES, 
5A U6T 12 HCS 3.00 MFS 0.65 


GRAMMARS, SEMANTICS 
CONTEXTUAL PREDICTABILITY ANU FREQUENCY FACTORS. 
AD-651 095 5G U67 12 HCS 3.00 MFS 0.65 


GRAPH 
GRAPHICALS METHODS FUR ORBIT CALCULATIONS OF SATELLITES. 
N67~22965 22C SOS 11 HCS 3.00 MFS 0.65 


TONOSPHERIC PREDICTIONS FORK MAKCH 1967. 
N67-22967 1768 SOS 11 HC$ 3.00 MFS 0.65 


TONOSPHERIC PREDICTIONS FUR FEBKUARY 1967. 
N67-22968 176 SOS Li HCS 3.00 MFS 0.65 


GRAPHICS, CUMPUTERS 
DEVELOPMENT OF IMPROVED STRUCTURAL DYNAMIC ANALYSIS. VOLUME 
Ii. COMPUTER GRAPHICS. 
AD-650 932 13M U67T 12 HC$S 3.00 MFS 0.65 
GRAPHICS, DATA PROCESSING SYSTEMS 
GRAPHICAL—DATA-PROCESSING RESEARCH STUDY ANU EXPERIMENTAL 
INVESTIGATION. 
AD-650 926 98 U67T 12 HC$S 3.00 MFS 0.65 
GRAPHITE 
DISASSEMBLY AND SAMPLING UF GRAPHITE bALL FUEL ELEMENTS. 
N67-23065 18J SOS 1l HC$ 3.00 MFS 0.65 


GRAPHITE MUDERATED REACTOKS, CONTROL RODS 
EXPERIENCES DE PULSATIONS NEUTRUNIQUES SUR LE REACTEUR A 
GRAPHITE KOF 3 (PULSED NEUTRON EXPERIMENTS ON THE GRAPHITE 
POWER REACTOR EDF 3), 
PB-174 562 18lL U67 12 HC$ 3.00 MFS$ 0.65 
GRASSES, RESEARCH PRUGRAM ADMINISTRATION 
FODDER CUNSERVATION KESEARCH IN CSIRO 1954-1964, 
PB-174 458 2b U67 12 HCS 3.00 MFS 0.65 


GRAVITATLONAL FIELD 
AN APPROACH TO THE PROGLEM UF UPTIMIZING ORBITAL MANEUVERS. 
N67-232T1 22C $05 11 HCS 3.00 MFS 0.65 


THE INTERNAL STRUCTURE AND PHYSICS OF THE EARTH. 
N67-23321 6K SOS LL HCS 3.00 MFS 0.65 


GRAVITATIONAL POTENTIAL 
PERTURBATIONS OF AES ORBITS FROM TESSERAL HARMONICS OF 
GRAVITATLONAL POTENTIAL EXPANSION. 
N67-22299 22C SOS Ll HCS 3.00 MFS 0.65 


GRAVITY, SATELLITES(ARTIFICIAL) 
PENDULUM IN CABIN OF ARTIFICIAL EARTH SATELLITE, 
AD-650 608 226 U6T 12 HCS 3.00 MFS 0.65 


GREAT BRITAIN, COMMERCE 
WELDING EQUIPMENT AND MATERIALS IN THE UNITED KINGDOM. 
PB-174 552 SC U6/ 12 HCS 3.00 MFS 0.65 


ANIMAL HUSBANDRY EQUIPMENT IN THE UNITED KINGDOM. 
PB-174 554 5C U67 12 HC$ 3.00 MFS 0.65 


GREEN FUNCTION 
LINEAR ELGENVALUE PROGLEMS OF ARBITRARY ORDERS WITH 
DISSGCIATE BOUNDARY CONDITIONS. 
N67-22096 12a SO5 LL HC$ 3.00 MFS 0.65 
GRINDING 
LABORATORY DEVELOPMENT OF THE GRIND-LEACH PROCESS FOR THE 
HoT .GeC oR. FUEL CYCLE. PART 2. DISSOLUTION OF BERYLLIA IN 
NITRIC ACIO SOLUTIONS. 
N67-23206 7A SOS 11 HCS 3.00 MFS 0.65 
GROUND CONTROL 
SIMULATION OF GROUND CONTROLLED APPROACHES WITH REFERENCE TO 
CERTAIN ACCIDENTS. 
N67-22800 16 SO5 11 HC$ 3.00 MFS 0.65 
GROUND EFFECT 
STUDYING THE GROUNO-EFFECT IN WINUD-TUNNELS. 
N67-22903 1A SO5 LL HCS 3.00 MFS 0.65 


GROUND EFFECT MACHINE 
INVESTIGATION OF THE FREE-FLIGHT CHARACTERISTICS AND 
HANDLING QUALITIES OF A GROUND-EFFECT MACHINE. 
N67-22864 Ic SO5 11 HCS 3.00 MFS 0.65 


GROUND EFFECT MACHINES, FLUIVD DYNAMIC PROPERTIES 
WAVE PUMPING AND ITS EFFECTS UN THE DESIGN AND OPERATION OF 
AIR-CUSHION SHIPS. 
AD-650 669 13J U67 12 HCS 3.00 MFS 0.65 
GROUND EFFECT MACHINES, JET PROPULSION 
PRELIMINARY DESIGN OF WATER-JET PROPULSION SYSTEMS FOR 4000- 
TON CAPTURED AIR BUBBLE (CAB) SHIP. 
AD-650 685 133 U67 12 HCS 3.00 MFS 0.65 


GROUND SUPPORT EQUIPMENT 
26 


SUBJECT 





INDEX 


HANDHELD SPACE SEXTANT OPERATING MANUAL. 
N67-22065 220 SOS 11 HCS 3.00 MFS 0.65 


GROUP DYNAMICS, DOCUMENTATION 
AN EXPERIMENTAL SYSTEM FOR THE EXCHANGE OF SCIENTIFIC 
INFORMATION, 
AD-297 278 56 U67 12 HCS 3.00 

GROUP THEORY 
S U3 WIGNER COEFFICIENTS IN ANGULAR MOMENTUM SPACE. 
N67-22501 20H SOS 11 HCS 3.00 MFS 0.65 


ON DISCRETE DEGENERATE REPRESENTATIONS OF THE CONFORMAL 
GROUP IN SPACE-TIME. 
N67-23387 12A SO5 LL HCS 3.00 MFS 0.65 
GROUPSI( MATHEMATICS), SERIES 

UBER POINCARESCHE REIHEN ZUR SIEGELSCHEN MODULGRUPPE (ON 

POINCARES SERIES FOR SIEGEL*S MODULAR GROUP), 

AD-651 080 12a U6T 12 


GROUT, MIXTURES 
DEVELOPMENT OF A MICROCRACKING TECHNIQUE FOR MEASURING IN 
SITU STRESS AND STRAIN. REPORT 1. LABORATORY TESTS. 
AD-650 563 20K U6T 12 MFS 0.65 


DEVELOPMENT OF A MICROCRACKING TECHNIQUE FOR MEASURING IN 
SITU STRESS AND STRAIN. REPORT 2. FIELD TESTS. 
AD-650 564 20K U6T 12 MFS 0.65 
GUIDANCE ANO CONTROL 

A PILOTED SIMULATION STUDY OF MANUAL GUIDANCE OF THE UPPFR 

STAGES OF A LARGE LAUNCH VEHICLE. 

N67-22868 226 SOS Li HCS 3.00 MFS 0.65 


CENTAUR AC~8 POSTFLIGHT GUIDANCE ANALYSIS. 
N67-23262 17G SOS LL HCS 3.00 MFS 0.65 


GUIDED MISSILE COMPONENTS, LOADINGI( MECHANICS) 
THE AMICOM PLASMA DRIVEN SHROUD WIND TUNNEL (DESIGN AND 
CONSTRUCTION REPORT), 
AD-651 187 148 U67 12 HCS 3.00 MFS 0.65 
GUIDED MISSILE MODELS, WATER ENTRY 
A PRELIMINARY STUDY OF THE MECHANISM OF WATER-ENTRY WHIP OF 
20-DEGREE CONE NOSED MODELS, 
AD-650 925 168 U67 12 HCS 3.00 MFS 0.65 
GUIDED MISSILES, FLUTTER 
FLUTTER SIMULATION, 
AD-650 9861 166 U67 12 HCS 3.00 MFS 0.65 
GUINEA PIGS, BODY TEMPERATURE 
THE ROLE OF FUR IN HEAT REGULATION" IN THE GUINEA PIG, 
AD-650 673 6C U6? 12 


GUN LAUNCHING DEVICE 
FEASIBILITY STUDY OF AN EXPLOSIVE GUN. 


N67-22150 148 SO5 11 HCS 3.00 MFS 0.65 
GUST LOAD 

CALCULATIONS OF TRANSIENT FORCES ON DELTA WINGS. 

N67-22784 1A SOS 11 HCS 3.00 MFS 0.65 


GUST LOADS, AIRFRAMES 
CONTRIBUTIONS TO THE DEVELOPMENT OF A POWER SPECTRAL GUST 
DESIGN PROCEDURE FOR CIVIL AIRCRAFT. 
A0-651 131 1C U67 12 HCS 3.00 MFS 0.65 


DEVELOPMENT OF A POWER SPECTRAL GUST DESIGN PROCEDURE FOR 
CIVIL AIRCRAFT. 


AD-651 152 1C U67T 12 HCS 3.00 HFS 0.65 
GYROSCOPE 

PASSIVE DAMPING OF THE GENERAL RELATIVITY SATELLITE GYRO. 

N67-23061 17G SOS LL HCS 3.00 MFS 0.65 


GYROSCOPES, INSTRUMENTATION 
COMPONENTS AND ELEMENTS OF GYROSCOPIC INSTRUMENTS, 
AD-650 616 17G U6T 12 HCS 3.00 MFS 0.65 


GYROSCOPES, MANUFACTURING METHODS 
A DUSTLESS FACTORY, A SPECIAL ENVIRONMENTAL REQUIREMENT IN 
THE MANUFACTURE OF PRECISION GYROSCOPES, 
A0-650 745 13H U67T 12 HCS 3.00 MFS 0.65 


HADRON 
ON NONLEPTONIC DECAYS — INTERRELATION AMONG VARIOUS TYPES OF 
EFFECTIVE WEAK INTERACTIONS. 
N67-22475 16H SOS 11 HCS 3.00 MFS 0.65 
HALF LIFE, DOSIMETERS 
AVAILABLE DISINTEGRATION ENERGY OF ALL RADIONUCLIDES (FOR 
USE IN DOSIMETRY PROBLEMS). I. HALF-LIVES 12 HOURS OR 
GREATER, 
UCRL~-50164 OR N21 09 HCS 3.00 MFS 0.65 
HALL EFFECT, MAGNETOHVYDRODYNAMICS 
THE INFLUENCE OF HALL EFFECT AND INITIAL VELOCITY PROFILE ON 
MHD FLOW IN THE ENTRANCE REGION OF A PARALLEL PLATE CHANNEL, 
A0-650 620 201 U67 12 HCS 3.00 MFS 0.65 


HAND GENERATORS, DIRECT CURRENT 
DEVELOPMENT OF GENERATOR DIRECT CURRENT G-63 (1/G (HAND 
CRANKED). 
AD-651 070 108 U67 12 HCS 3.00 MFS 0.65 
HANDLING QUALITY 
INVESTIGATION OF THE FREE-FLIGHT CHARACTERESTICS AND 
HANOLING QUALITIES OF A GROUND-EFFECT MACHINE. 
N67-22864 IC SOS LL HCS 3.00 MFS 0.65 
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SUBJECT INDEX 


RECENT KESEARCH DIRECTED TOWARD THE PREDICTION OF LATERAL- 
DIRECTIONAL HANDLING QUALITIES. 
NO7T-23242 10 $05 Ll HCS 3.00 MFS 0.65 
SOME OPEN-LOOP AND CLOSEU-LUUP ASPECTS OF AIRPLANE LATERAL- 
DIRECTIONAL HANDLING QUALITIES. 
No7-23244 lv $05 LL HC$S 3.00 MFS 0.65 


HAROWARE 
REPORT ON DIGITAL COMPUTERS USED IN AUTOMATIC CHECKOUT. 
NO7- 22843 220 $05 LL HC$S 3.00 MFS$ 0.65 


HARMONIC FUNCTION 
MATRIX ELEMENTS FOR IRKEOUCIBLE REPRESENTATIONS OF THE 
U/696/ ALGEBRA IN HARMUNIC FUNCTIUN SPACE. 
N67-233862 20H SOS Ll HCS 3.00 MFS 0.65 


HARMONIC OSCILLATIUN 
GENERALISED AIRFURCES UN A CYLINURICAL SHELL OSCILLATING 
HARMONICALLY IN A UNIFUKM FLUW. 
N67-22788 20K S05 11 HC$S 3.00 MFS 0.65 
HARP PROJECT 
ORBITAL AND HIGH ALTITUDE PRUGING PUTENTIAL UF GUN LAUNCHED 
ROCKETS. 
N67-22465 44 SOS 11 HCS 3.00 MFS 0.65 
HARTREE-FOCK APPROXIMATION, ATUMIC LNERGY LEVELS 
TABLE OF HARTREE-FOCK SELF CONSISTENT FIELU WAVE FUNCTIONS 
WITH EXCHANGE. SUPPLEMENT III, 
aD-651 072 36 UOT 12 HCS 3.00 MFS 0.65 
HEALTH PHYSICS INSTRUMENTATIUN, CUMPUTEK PROGRAMS 
AVAILABLE DISINTEGRATIUN ENERGY OF ALL RADIONUCLIDES (FOR 
USE IN DOSIMETRY PRUBLEMS). I. HALF-LIVES 12 HOURS OR 
GREATER, 
UCRL-50164 6K N21 09 HC$ 3.00 MFS 0.65 
HEARING, THRESHULOS(PHYSIOLUGY) 
THE EFFECT UF LARGE INTERAURAL TIME DIFFERENCES UPON THE 
JUDGEMENT OF SIDEDNESS, 
AD-42 452 6P U6/ 12 HCS 3.00 
HEAT BALANCE 
ON THE PARTICLE, MOMENTUM AND HEAT BALANCE OF A MAGNETIZED 
PLASMA. 
N67-22496 201 S05 ll HCS 3.00 MFS 0.65 


HEAT OF SOLUTION, METALS 
ON THE OILUTE SOLUTIONS OF SILVER, GULO ANU PLATINUM IN 
LIQUID LEAD. 
AD-650 961 LIF U67 12 


HEAT REJECTION DEVICE 
CYLINDRICAL RADIATOR ANALYSIS WITH INTERIOR INSULATED. 
N67-22849 16N SOS LL HCS 3.00 MFS 0.65 


WEIGHT-AREA TRADE-OFF STUDY FUR A FLAT SNAP-8 RADIATOR. 
N67-22850 L8N S05 11 HCS 3.00 MFS 0.65 


CYLINDRICAL RADIATUR WITH INTERNAL HEAT REJECTION. 
N67-22657 18N SO5 LL HCS 3.00 MFS 0.65 


HEAT SINK 
SPACE ENVIRONMENTS — THEIR EFFECTS ON SPACECRAFT DESIGN. 
N67-22500 206 SO5 LL HCS$ 3.00 MFS 0.65 


HEAT TRANSFER 
NON-STATIONARY HEAT ANU MASS TRANSFER. 


N67-22041 20M $05 LL HC$S 3.00 MFS 0.65 
HEAT EXCHANGE WITH BOILING CAKBUN DIOXIDE AT NEAR-CRITICAL 
PRESSURES. 

N67-22962 20M SO5 1l HC$S 3.00 MFS 0.65 


HEAT TRANSFER, INFRAKED RAUIATIUN 
INFRARED RADIATIVE HEAT TRANSFER IN NONGRAY GASES. 
AD-651 218 20M U67 12 HCS 3.00 MFS 0.65 


HEAT TRANSFER, PARTIAL DIFFERENTIAL EQUATIONS 
WATER SUPPLY SERVICE AND SANITARY ENGINEERING, 
AD-650 906 134 U6T 12 HCS 3.00 MFS 0.65 


HEAT TRANSFER, TURBULENCE 
EXPERIMENTAL INVESTIGATION OF INFLUENCE OF TURBULENCE OF 
FLOW ON HEAT EXCHANGE DURING MOTION OF AIR IN PIPES, 
AD-651 087 20M U6/ 12 HCS 3.00 MFS 0.65 


HEATERS, ANTENNAS 
DEVELOPMENT OF HEATED COMMUNICATIONS ANTENNAS. 
AD-650 916 9E U67 12 HCS 3.00 MEFS 0.65 


HEAT~RESISTANT MATERIALS, GAS TURBINES 
SMALL GAS TURBINE ENGINE COMPUNENT TECHNOLOGY, HIGH- 
TEMPERATURE TURBINE MATEKIALS RESEARCH. 
A0-651 103 21€ U67 12 HC$ 3.00 MFS 0.65 


HEAT-RESISTANT METALS * ALLOYS, CORROSION RESISTANCE 
STUDIES ON THE HIGH TEMPERATURE UXIDATION OF MOLYBDENUM, 
TUNGSTEN, NIOBIUM, TANTALUM, TITANIUM, AND ZIRCONIUM. 
AD-650 6348 1lf U67 12 HCS 3.00 MFS 0.65 


HEAVY NUCLEUS 
OBSERVATIONS UF NUCLEI HEAVIER THAN IRON IN THE PRIMARY 
COSMIC RADIATION. 
N67-22876 20H SOS LL HCS 3.00 MFS 0.65 
HELICOPTER ROTORS, DESIGN 
PRELIMINARY DESIGN OF A KOTOR SYSTEM FUR A HOT CYCLE HEAVY- 
CLIFT HELICOPTER. 





HAN-HOR 


AD-651 217 1C U67T 12 HCS 3.00 MFS 0.65 
HELICOPTERS, FLIGHT CONTROL SYSTEMS 
FLUID STATE HYORAULIC DAMPER. » 
A0-651 104 10 U67 12 HCS 3.00 MFS 0.65 
HELICOPTERS, FLIGHT TESTING 
A HELICOPTER STRUCTURAL FLIGHT LOADS RECORDING PROGRAM, 
A0-651 134 1C U67 12 HCS 3.00 MFS 0.65 


HELICOPTERS, TRANSMISSIONS 
INVESTIGATION OF SOLID LUBRICANTS FOR HELICOPTER 
TRANSMISSIONS. 
A0-650 763 11H U67 12 HCS 3.00-MFS 0.65 
HELIPORTS, AIR TRAFFIC CONTROL SYSTEMS 
GUIDE-LITE HELIPORT SYSTEM. 
AD-650 910 1E U67 12 HCS 3.00 MFS 0.05 
HELIUM 
THE LAMBDA-LAMBDA HYPERNUCLEUS LAMBDA-LAMBDA HES. 
N67-23393 20H SOS 11 HCS 3.00 MFS 0.65 


HELIUM, DECAY SCHEMES 
3HE(3HE,TI3P AT 44 MEV, 
A0-650 970 20H U67 12 HCS 3.00 MFS 0.65 

HELIUM, HEATING 
THERMODYNAMIC AND COMPOSITION DATA FOR CONSTANT-VOLUME 
COMBUSTION OF STOICHIOMETRIC MIXTURES OF HYDROGEN-OXYGEN 
DILUTED WITH HELIUM OR HYDROGEN, 

A0-455 747 218 U67 12 HCS 3.00 MFS 0.65 


HELIUM, RADIOFREQUENCY SPECTROSCOPY 
ULTRAHIGH RESOLUTION DELTA F=O, PLUS OR MINUS LIHE)(+)HFS 
SPECTRA BY AN ION-STORAGE COLLISION TECHNIQUE. 
AD-650 630 70 U67 12 


HEMOGLOBIN 
DISTRIBUTION OF LACTIC ACID BETWEEN PLASMA AND RED CELLS 
OURING WORK AND RECOVERY. 
N67-23255 6S SOS 11 HCS 3.00 MFS 0.65 
HEMOGLOBIN, SOLUBILITY 
THE SOLUBILIZATION OF DEOXYHEMOGLOBIN S, 
AD-650 757 6A U6T 12 


HERMETIC SEAL 
RADIOGRAPHIC TECHNIQUES FOR RELIABILITY SCREENING OF RELAYS. 
N67-23261 9A SOS Ll HCS 3.00 MFS 0.65 


HIGH STRENGTH STEEL 
INFLUENCE OF CHEMICAL CONTOURING ON THE FATIGUE AND 
SUSTAINED LOAD PROPERTIES OF HIGH TENSIL STEEL SHEET. 
N67-22798 LIF SOS 11 HCS 3.00 MFS 0.65 


HIGH TEMPERATURE ALLOY 
OEVELOPMENT AND EVALUATION OF MAGNETIC AND ELECTRICAL 
MATERIALS CAPABLE OF OPERATING IN THE 800 DEG TO 1600 DEG F 
TEMPERATURE RANGE QUARTERLY REPORT, 1 DEC. 1965 - 28 FEB. 
1966. 
N67-22066 228 SOS LL HCS 3.00 MFS 0.65 
HIGH TEMPERATURE ENVIRONMENT 
STUDIES OF STEEL CORROSION IN HIGH TEMPERATURE WATER AND 
STEAM. 


N67-23186 LLF SOS 11 HCS 3.00 MFS 0.65 


HIGH TEMPERATURE FLUID ¥ 
CORROSION OF STAINLESS STEELS IN HIGH TEMPERATURE WATER AND 
STEAM. 
N67-22906 11F SOS 11 HCS 3.00 MFS 0.65 
HIGH TEMPERATURE PLASMA 
EXPERIMENTAL INVESTIGATIONS OF A HYDROGEN ARC IN AN AXIAL 
MAGNETIC FIELD. 
N67-22986 201 SOS 11 HCS 3.00 MFS 0.65 
HIGH-PRESSURE RESEARCH, CERAMIC MATERIALS 
FABRICATION OF DENSE FINE GRAINED CERAMIC MATERIALS. 
AD-650 663 118 U67 12 HCS 3.00 MFS 0.65 


HILBERT SPACE 
MATRIX ELEMENTS FOR IRREOUCIBLE REPRESENTATIONS OF THE 
U/656/ ALGEBRA IN HARMONIC FUNCTION SPACE. 
N67-23382 20H SOS 11 HCS 3.00 MFS 0.65 


ON DISCRETE DEGENERATE REPRESENTATIONS OF THE CONFORMAL 
GROUP IN SPACE-TIME. 
N67-23387 12A SO5 11 HCS 3.00 MFS 0.65 


HILBERT SPACE, OPERATORS( MATHEMATICS) 
COMPUTATIONAL METHODS FOR DETERMINING LOWER BOUNDS FOR 
EIGENVALUES OF OPERATORS IN HILBERT SPACE, 


AD-650 716 12A U67 12 
HISTORY 
FIFTY YEARS OF QUANTUM THEORY. 
N67-23082 205 SOS 11 HCS 3.00 MFS 0.65 


HONEYCOMB CORES,» INFLATABLE STRUCTURES 
DEVELOPMENT OF AN INFLATABLE SELF-RIGIDIZING SPACE SHELTER 
AND SOLAR COLLECTOR FROM HONEYCOMB SANDWICH MATERIAL. 


AD-440 225 134 U67 12 HCS 3.00 

HORIZON 
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BODY COMBINATIONS AT SUPERSONIC SPEED. 
N67-22926 1A SO5 LL HCS 3.00 MFS 0.65 


INTERFEROMGTERS, DOPPLER RAUAR 
ON THE EFFECT OF AZIMUTH ON THE ACCURACY OF AN 
INTERFEROMETER RADAR, 
973 171 U67 12 HCS 3.00 





INDEX 


INTERFEROMETERS, GAS LASERS 
EXPERIMENTAL TECHNIQUES FOR MEASURING VIBRATIONS USING A 
LASER INTERFEROMETER. 
a0-650 720 20F U67 12 HCS 3.00 MFS 0.65 
INTERFEROMETERS, MEASUREMENT 
MEASUREMENT OF THE THICKNESS OF THIN FILMS BY MULTIPLE BEAM 
INTERFEROMETRY, 
A0-650 9867 9E U6T 12 HCS 3.00 MFS 0.65 
INTERIOR BALLISTICS, ROCKET MOTORS(SOLID PROPELLANT) 
INVESTIGATION OF HIGH ACCELERATION ON THE INTERIOR 
BALLISTICS OF SOLID PROPELLANT ROCKET MOTORS. 
A0-651 110 19D U67 12 HCS 3.00 MFS 0.65 


INTERMETALLIC COMPOUNDS, ZONE MELTING 
METALLIC-CERAMIC AND INTERMETALLIC COMPOUNDS BY THE FLOATING 
ZONE TECHNIQUE. 
A0-651 191 13H U67 12 HCS 3.00 MFS 0.65 
INTERPLANETARY MAGNETIC FIELD 
THE ORDERED MAGNETIC FIELD OF THE MAGNETOSHEATH. 
N67-23320 4A SO5 11 HCS 3.00 MFS 0.65 


INTERPLANETARY SPACE 
MEASUREMENTS OF KILOMETER COSMIC RADIOEMISSION IN 
INTERPLANETARY SPACE. 
N67-23250 38 SO5 '!' HCS 3.00 MFS 0.65 
INTERPLANETARY SPACECRAFT 
ERROR ANALYSIS OF CELESTIAL-INERTIAL NAVIGATION FOR LOW 
THRUST INTERPLANETARY VEHICLES. 
N67-21983 17G S05 11 HCS 3.00 MFS 0.65 
INTERSTELLAR MATERIAL 
RELICT RADIATION OF THE UNIVERSE AND POPULATION OF ROTATION 
LEVELS OF INTERSTELLAR MOLECULES. 
N67-23258 36 SOS LL HCS 3.00 MFS 0.65 


INTERSTITIAL ATOM 
THERMODYNAMIC PROPERTIES OF INTERSTITIAL ELEMENTS IN THE 
REFRACTORY METALS SEMIANNUAL REPORT, L JUN. — 1 DEC. 1966. 
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INVARIANCE, TOPOLOGY 
SOME TOTAL INVARIANTS OF ASYMPTOTICALLY FLAT SPACE-TIMES, 
AD-651 096 2A U6T 12 HCS 3.00 MFS 0.65 


INVENTORY CONTROL 
A STUDY OF CONDENSER INVENTORY CONTROL FOR THE SNAP-8 
SYSTEM. 
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INVENTORY CONTROL, COSTS 
OPTIMAL CONTINUOUS REVIEW POLICIES FOR TWO PRODUCT INVENTORY 
SYSTEMS WITH JOINT SETUP COSTS. 
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AD-650 793 5A U6T 12 HCS 3.00 MFS 0.65 
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ION BOMBARDMENT 
ATOMIZING OF SOLID BODIES BY ION BOMBARDMENT. 
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INSTRUMENTATION DEVELOPMENT PROGRAM. 
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NEWLY IDENTIFIED LINES IN WE I ISOELECTRONIC SEQUENCES. 
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EXPERIMENTAL INVESTIGATION OF THE EQUATORIAL LONOSPHERIC 
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IONIZATION GAUGE 
A QUICK RESPONSE IONIZATION SURVEY-METER. 
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ILONOSPHERE, ATTENUATION 
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TONOSPHERIC PREDICTLONS FUK MAY 1967. 
NO7-22899 20N $05 LL HCS 3.00 MFS 0.65 


IONOSPHERIC PROPAGATION, ATTENUATION 
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IONOSPHERIC TEMPERATURE 
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TEMPERATURE. 
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IONS, DEPOSITIUN 
LOW-ENERGY ACCELERATED IUN DEPOSITION, 
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CAST IRON, ALPHA-GAMMA-CELLS AND THEIR SUBSEQUENT HANDLING. 
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IRRADIATED FOODS, ACCEPTABILITY 
THE WHOLESOMENESS OF IRRADIATED FOODS, 
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STABLE GASEOUS ISOTOPE SEPARATION AND PURIFICATION, APRIL- 
JUNE 1966, 
MLM~1353 168 N21 09 HCS 3.00 MFS 0.65 
ISOTOPE SEPARATION, ISOTOPE IMPURITIES 
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ITALY, COMMERCE 
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JAPAN, COMMERCE 
LABORATORY EQUIPMENT IN JAPAN. 
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LIQUEFIED NATURAL GAS AS A FUEL FOR SUPERSONIC AIRCRAFT. 
N67~23315 210 SOS 11 HC$ 3.00 MFS 0.65 


JET I[MPEINGEMENT 
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INVESTIGATION OF THE INTERACTION OF A JET WITH SCREENS 
LOCATED NEAR, 
AD-651 0865 200 U67 12 HCS 3.90 MFS 0.65 
JETS, TURBULENCE 
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LAMINAR FLOW REGIMES. I. TILTING-PAD BEARINGS. 
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PREDICTION OF ABSOLUTE ENTRUPIES FRUM GAS CHROMATOGRAPHIC 
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KINETIC THEORY, EQUATIONS 
RESEARCH ON NON-EQUILIGRIUM STATISTICAL PHYSICS. 
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KITCHEN EQUIPMENT * SUPPLIcS, UtSIGN 
DEVELOPMENT OF A DISHWASHING RACK FOR MESS TRAYS. 
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KITCHEN EQUIPMENT *# SUPPLIES» SweDEN 
DAIRY AND OTHER FOOD PRUCESSING EQUIPMENT IN SWEDEN. 
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KLYSTRONS, MILLIMETER WAVES 
322 MILLIMETER WAVE OSCILLATOR. 
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LABELED SUBSTANCES, AMINU ACIUS 
SYNTHESES DE L*ACIDE DELTA AMINULEVULIQUE APPLICATION A 
L* INTRODUCTION DE CARBONE 14 ET Dt TRITIUM (SYNTHESIS OF 
DELTA-AMINOLEVULIC ACIU. APPLICATIUN TO THE INTRODUCTION OF 
CARBON-14 AND OF TRITIUM). 
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LABORATORY EQUIPMENT, JAPAN 
LABORATORY EQUIPMENT IN JAPAN. 
PB-174 549 5C U67T 12 HC$ 3.00 MFS 0.65 
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THE FAULTLESS MOUSE HOLUER, 
AD-651 O15 6L U6T 12 
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PB-174 446 51 U6T 12 HLS 3.00 MFS 0.65 
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LAMINAR BOUNDARY LAYER, DIFFUSION 
SPECIES DIFFUSION IN THE FROZEN LAMINAR BOUNDARY LAYER ON A 
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RESISTANCE CHARACTERISTICS FOR LCM-A AS REPRESENTED BY MODEL 
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POWERING CHARACTERISTICS FOR LCM-A AS REPRESENTED BY MODEL 


4 . 
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LANOING CRAFT, VIBRATION 
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LANDING LIGHTS, AIRPORTS 
DEVELOPMENT OF A PAVEMENT HEATING SYSTEM TO REMOVE SNOW FROM 
AIRPORT RUNWAY INSET LIGHTS. 
AD-650 907 1€ U67 12 HCS 3.00 MFS 0.65 
LANGMUIR PROBE 
FIRST ORDER EFFECTS OF PRODUCTION ON THE CONTINUUM THEORY OF 
SPHERICAL ELECTROSTATIC PROBES. 
N67-23272 201 SOS 11 HCS 3.00 MFS 0.65 
LANGMUIR PROBES, OPERATION 
INSTRUMENTATION DEVELOPMENT PROGRAM. 
A0-650 857 21C U67 12 HC$ 3.00 MFS 0.65 


LASERS, DAMAGE 
LASER DAMAGE A SELECTED LITERATURE SURVEY. 
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AD-651 220 20E U67 12 HCS 3.00 MFS 0.65 
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LASER-PUMPED STIMULATED EMISSION FROM ORGANIC DYES 
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AD-650 736 20E U67 12 


LASERS, FEASIBILITY STUDIES 
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LASERS, HANDBOOKS 
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LASERS, SOLID STATE PHYSICS 
SOLID STATE RESEARCH 1967 1. 
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LASERS, TEST EQUIPMENT 

FEASIBILITY STUDY OF THE DETERMINATION OF SHOCK DETACHMENT 

DISTANCE AND ABLATION ON LUMINOUS BODIES USING A LASER LIGHT 

SOURCE, 
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LATERAL CONTROL 

RECENT RESEARCH DIRECTED TOWARD THE PREDICTION OF LATERAL~ 

OIRECTIONAL HANDLING QUALITIES. 

N67-23242 10 SOS LL HCS 3.00 MFS 0.65 
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DIRECTIONAL HANOLING QUALITIES. 
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LATERAL STABILITY AND CONTROL 

THEORETICAL STUDY OF THE ROLLING RESPONSE OF AIRCRAFT TO 

TURBULENT AIR. 

N67-22796 1A SOS 11 HCS 3.00 MFS 0.65 
LAUNCH VEHICLE 

STUDY OF OPTIMAL AND ADAPTIVE CONTROL THEORY FINAL REPORT, 

MAY 1964 - JUN. 1966. 

N67-22213 9C SOS 11 HCS 3.00 MFS 0.65 
LAUNCH WINDOW 

LAUNCH WINDOW CHARACTERISTICS OF THE 1972 AND 1973 JUPITER 

OPPORTUNITIES. 
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LAUNCHING 
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LAW, COMMERCE 
JUDICIAL CONSIDERATION UF TECHNULUGICAL FACTORS IN ANTITRUST 
ACTIONS» 
PB-174 532 5U U67 12 HC$ 3.00 MFS 0.65 


LEACHING ; 
LABORATORY DEVELOPMENT UF THE GkKINU-LEACH PROCESS FOR THE 
HoT eGeC eRe FUEL CYCLE. PART 2. VISSULUTION OF BERYLLIA IN 
NITRIC ACID SOLUTIUNS. 
N67-23206 7A SO5 11 HC$S 3.00 MFS 0.65 

LEAD COMPOUNDS, SULFIDES 
OPTICAL PROPERTIES OF EXPITAXIAL PBS FILMS IN THE ENERGY 
RANGE 2-6 EV. 
AOD-651 215 20L U67 12 HCS 3.00 MFS 0.65 

LEADERSHIP, EFFECTIVENESS 
THE SKILLS OF LEADERSHIP, 
ad-650 712 5J U67 12 


LEADING EDGE 
THE ELECTRIC-SPARK TECHNIQUE APPLIED TO THE MEASUREMENT OF 
VELOCITY IN A LEADING-EUGE VURTEX. 
No7-22710 1A SOS LL HCS 3.00 MFS 0.65 


LEAD, ISOTUPES 
CONCENTRATION PROFILES OF BARIUM AND LEAD IN ATLANTIC WATERS 
OFF BERMUDA, 
A0-650 663 8J U6T 12 
LEARNING MACHINES, CHARACTER KECUGNITIUN 
GRAPHICAL-DATA-PRKOLESSING RESEARCH STUUY ANO EXPERIMENTAL 
INVESTIGATION. 
AD-650 926 96 U6T 12 HCS 3.00 MFS 0.65 
LEARNING, PROGRAMMED INSTRUCTIUN 
PROGRAMMED LEARNING PKULUGUE TU INSTRUCTION, 
AV-651 052 51 U67 12 


LEAST SQUARES METHOD 
ON THE THEORY ANO METHOUS UF STATISTICAL INFERENCE. 
N67-22039 12A SOS 1L HCS 3.00 MFS 0.65 


LEAST SQUARES METHOD, NUMEKICAL METHOUS AND PROCEDURES 
ON THE NEWTUN-RAPHSUN METHOD. 
PBb-174 505 12A U6T 12 HC$ 3.00 MFS 0.65 

LICE, RICKETTSIA PROWAZEKI 
EXPERIMENTAL MASS INFECTION UF LICE ADAPTEUD TO FEEDING UN 
RABBITS WITH RICKETTSIA PRUWAZEKI, 

AaD-65i 173 6C U67 12 HCS 3.00 MFS 0.65 


LIE GROUP 
A NEW LIE SERIES METHOD FOR THE NUMERICAL INTEGRATION OF 
ORDINARY DIFFERENTIAL EQUATIONS, WITH AN APPLICATION TO THE 
RESTRICTED PROBLEM OF THREE BOUIES. 
No7-23285 12ZA $05 1L HCS 3.00 MFS 0.65 


LIFE SCIENCE 
CHEMISTRY OF LIVING SYSTEMS SEMIANNUAL REPORT, L OCT. 1966 — 
31 MAR. 1967. 
No7—22380 6A $05 11 HCS 3.00 MFS 0.65 
Lift 
THE FORCES ON A COMPRESSION SURFACE BASED ON AN 
AXISYMMETRICAL CONICAL FLOW FIELD. 
N67-22709 1A SOS 11 HCS 3.00 MFS 0.65 


CALCULATLONS OF TRANSIENT FURCES ON DELTA WINGS. 
N67-22784 1A SO5 LL HCS 3.00 MFS$ 0.65 


LIGHT TRANSMISSION, COMPUTER PROGRAMS 
THE COMPLETE RAYLEIGH-SCATTERED FIELD WITHIN A HOMOGENEOUS 
PLANE-PARALLEL ATMOSPHERE. 
AD-650 652 20F U67 12 

LIGHTING EQUIPMENT, AIRPORTS 
DEVELOPMENT OF A LOW COST SECONDARY AIRPORT LIGHTING SYSTEM. 
AD-650 919 1—E U67 12 HC$ 3.00 MFS 0.65 


LIGHTING EQUIPMENT, PAVEMENTS 
SOME OPERATIONAL CHARACTERISTICS OF IN-PAVEMENT LIGHTING 
FIXTURES. 
AD-650 962 1E U67 12 HC$ 3.00 MFS 0.65 
LIGHT, INSTRUMENT LANDINGS 
EVALUATION OF ILS CHECK LIGHT SYSTEM. 
AD-650 695 17G U67 12 HCS 3.00 MFS 0.65 


LINE SPECTRUM, APPROXIMATION( MATHEMATICS) 
BROADENING OF ISOLATED LINES IN THE IMPACT APPROXIMATION 
USING A DENSITY MATRIX FORMULATION, 

AD-650 737 38 U67 12 v6 


LINE SPECTRUM, OLAMONDS 
ZERO PHONON LINES IN DIAMOND AND LOCALIZED MODES,» 
AD-650 756 70 U67 12 


LINEAR ACCELERATOR 
ON THE SHIELDING FOR THE QUENCHING SHAFT OF THE FRASCATI 
LINAC. 
N67-23018 20G $05 LL HCS 3.00 MFS 0.65 
EXPERIMENTAL RESULTS OF THE STUDY OF NUCLEAR STRUCTURE BY 
MEANS OF PIONS. 
N67-23025 20G SO5 LL HCS 3.00 MFS$ 0.65 
LINEAR PROGRAMMING, GAME THEORY 
ON A CLASS OF CONVEX AND NON-ARCHIMEDEAN SOLUTION CONCEPTS 
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FOR N-PERSON GAMES. 
A0-651 037 12A U67 12 HCS 3.00 MFS 0.65 


LINEAR PROGRAMMING, MANAGEMENT CONTROL SYSTEMS 
SOME NETWORK CHARACTERIZATIONS FOR MATHEMATICAL PROGRAMMING 
AND ACCOUNTING APPROACHES TO PLANNING AND CONTROL, 
AD-650 613 5A U67 12 


LINEAR SYSTEM 
A MATRIX FORMULATION FOR THE TIME RESPONSE OF TIME-INVAREANT 
LINEAR SYSTEMS TO DISCRETE INPUTS. 
N67-22703 i2A SO5 11 HCS 3.00 MFS 0.65 


ON THE THEORY OF LINEAR NOISY SYSTEMS. 
N67-23099 90 SOS LL HCS 3.00 MFS 0.65 


LINGUISTICS, MACHINE TRANSLATION 
A FINAL ADMINISTRATIVE REPORT, 
PB-174 560 5G U67 12 HCS 3.00 MFS 0.65 

LINGUISTICS, PREDICTIONS 
CONTEXTUAL PREDICTABILITY AND FREQUENCY FACTORS. 

AD-651 095 5G U67 12 HCS 3.00 MFS 0.65 


LIPIOS, BACTERIA 
A NEW GLYCOLIPID SULFATE ESTER IN HALOBACTERIUM CUTIRUBRUM, 
AD-651 165 6A U6T 12 


LIPIOS, BIOSYNTHESIS 
LIPOGENESIS AND ENZYME ACTIVITY IN RAT AND MOUSE EPIDIDYMAL 
ADIPOSE TISSUE, 
AD-651 019 6P U6T 12 

LIPIDS, LIVER 
HEMODYNAMIC ALTERATIONS PRODUCED BY ARTIFICIAL FAT EMULSIONS 
PERFUSED THROUGH THE ISOLATED RAT LIVER, 


AD-650 989 6P U6T 12 

INFLUENCE OF DIETARY LITHOCHOLIC ACID ON HEPATIC LIPID 
TRANSPORT, 

AD-651 016 6P U67 12 


LACK OF EFFECT OF DIETARY CHENODEOXYCHOLIC ACID ON PLASMA 
AND LIVER LIPIDS AND THE DUCTULAR CELL REACTION IN THE 
CHICK, 
AD-651 018 6P U6T 12 
LIPIDS, SURFACE-ACTIVE SUBSTANCES 
SURFACE BEHAVIOR OF INDIVIDUAL LIPIDS SIMILAR TO 
CONSTITUENTS OF PULMONARY SURFACTANT. 
A0-651 001 6A U6T 12 HCS 3.00 MFS 0.65 


LIQUID AMMONIA 
ISOTOPE EXCHANGE BETWEEN HYDROGEN AND LIQUID AMMONIA IN THE 
PRESENCE OF A HETEROGENEOUS CATALYST. 
N67-23026 78 SOS 11 HCS 3.00 MFS 0.65 


LIQUID COOLED REACTOR 
COSTANZA — CYLINDRICAL. A CYLINORICAL ONE- DIMENSIONAL 
DYNAMICS CODE FOR LIQUID-COOLED MULTI-CHANNEL NUCLEAR 
REACTORS. 
N67-22930 161 SO5 11 HCS 3.00 MFS 0.65 


LIQUID FLOW 
A METER TO MEASURE FREQUENCIES BELOW 1 KC/S. 
N67-23098 6C SOS 11 HCS 3.00 MFS 0.65 


LIQUID GAS 
LIQUEFIED NATURAL GAS AS A FUEL FOR SUPERSONIC AIRCRAFT. 
N67-23315 210 $05 11 HCS 3.00 MFS 0.65 


LIQUIO METAL 
EXPERIMENTAL STUDIES OF CAVITATION DAMAGE IN ALKALI METAL 
PUMPS FOR APPLICATION IN SPACE POWER SYSTEMS. 
N67-23316 108 SOS 11 HCS 3.00 MFS 0.65 


LIQUID METALS, SOLUTIONS 
ON THE DILUTE SOLUTIONS OF SILVER, GOLD AND PLATINUM IN 
LIQUID LEAD. 
AD-650 961 ALF U67 12 


LIQUID PROPELLANT ROCKET ENGINE 
THE DERIVATION OF THE TRANSFER FUNCTION OF A SYSTEM FROM 
FREQUENCY RESPONSE DATA. 
N67~23100 21H SOS 11 HC$ 3.00 MFS 0.65 
LIQUID ROCKET FUELS, FIRE SAFETY 
RESEARCH STUDY ON HEF FIRE FIGHTING, 
A0-650 982 13L U67 12 HCS 3.00 MFS 0.65 


LIQUID SODIUM 
OPERATION OF HYDRODYNAMIC JOURNAL BEARINGS IN SODIUM AT 
TEMPERATURES TO 800 DEG F AND SPEEDS TO 12000 RPM. 
N67-23301 131 SO5 11 HCS 3.00 MFS 0.65 


LIQUID-VAPOR INTERFACE 
EXPERIMENTAL INVESTIGATION OF INTERFACIAL BEHAVIOR FOLLOWING 
TERMINATION OF OUTFLOW IN WEIGHTLESSNESS. 
N67-228665 20D SOS 11 HCS 3.00 MFS 0.65 


LITHIUM, AIR POLLUTION 
THE DECAY OVER LONG DISTANCES OF ROCKET-RELEASED LITHIUM DUE 
TO DIFFUSION, WINDS, AND CHEMICAL REACTIONS, 
A0-651 062 4A U6T 12 


LIVER, LIPIOS 
HEMODYNAMIC ALTERATIONS PRODUCED BY ARTIFICIAL FAT EMULSIONS 
PERFUSED THROUGH THE ISOLATED RAT LIVER, 
AD-650 989 6P U6T 12 


LOAD OISTRIBUTION 
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SUPERSONLC WIND TUNNEL MEASUKEMENTS OF THE LOADS AND 
INTERNAL PRESSURE DISTRIBUTIONS ON OUSTS AT INCIDENCE. 
N67-22790 1A S$O5 11 HC$ 3.00 MFS 0.65 


LOAD FACTOR 
INFLUENCE OF CHEMICAL CONTOURING UN THE FATIGUE AND 
SUSTAINED LOAD PROPERTIES OF HIGH TENSIL STEEL SHEET. 
N67-22798 lle SO5 LL HC$S 3.00 MFS 0.65 


LOCAL ANESTHETICS, NERVE CELLS 
TONS, ORUGS AND THE AXON MEMGKANE, 
AD-650 936 60 U67 12 


LOGARITHMIC AMPLIFIERS, TRANSISTOR AMPLIFIERS 
*A CONSTANT BANDWIDTH, WIDE KANGE, TRANSISTORIZED 
LOGARITHMIC AMPLIFIER‘, 
AD-650 694 9E U67T 12 HCS 3.00 MFS 0.65 
LOGIC CIRCUIT 
A FLUIDIC DIGITAL DISPLACEMENT INDICATOR. 
N67-23080 13G SO5 LL HC$ 3.00 MFS 0.65 


LOGIC CIRCUITS, DIGITAL COMPUTERS 
@ AND DO OF THE TECHNOLOGIES KEQUIKED TO DESIGN AND FABRICATE 
ULTRAHIGH-SPEEU COMPUTER SYSTEMS. 
A0-650 6286 96 U67T 12 HCS 3.00 MFS 0.65 


LOGISTICS 

FIRST ANNUAL LOGISTICS MANAGEMENT SYMPOSIUM, SEPTEMBER 13 

AND 14, 1966. 

N67-21962 5a SO5 LL HCS$ 3.00 MFS 0.65 
LOGISTICS, AMPHIBIOUS OPEKATIONS 

MOOIFICATIONS TO PHILO LUGISTICS MUDEL. VOLUME I. PROBLEM 

STATEMENT, 

AD-650 854 15— U6T 12 HCS 3.00 MFS 0.65 
MODIFICATIONS TO PHILO LOGISTICS MODEL. VOLUME II. COMPUTER 
PROGRAM DESIGN, 
AD-650 8655 15€ U67 12 HCS 3.00 MFS 0.65 
LOGISTICS, INFORMATION RETRIEVAL 

LOGISTICS INFORMATION SYSTEMS. 

AD-650 748 15t Ve? 12 HCS 3.00 MFS 0.65 
LONGITUDINAL STABILITY 

LONGITUDLNAL AEKOOYNAMIC CHARACTERISTICS OF SEVERAL HIGH- 

URAG BODIES AT MACH NUMBERS FROM 1.50 TO 4.63. 

N67-23295 1A SO5 11 HCS 3.00 MFS 0.65 


oop 
AEROQJET— GENERAL NUCLEONICS MERCURY CUKROSIUN LOOP PUMP. 
N67-22842 13K SO5 1L HC$ 3.00 MFS 0.65 


PROBLEMS OF A SODIUM-LOOP DESIGNED TO OPERATE AT 
TEMPERATURES UP TO 800 DEG C. 
N67-22979 18J SOS LL HC$ 3.00 MFS$ 0.65 
LOOP ANTENNAS, ADMITTANCE 

SELF- AND MUTUAL— ADMITTANCES OF TWO IDENTICAL CIRCULAR LOOP 

ANTENNAS IN A CONDUCTING MEDIUM AND IN AIR. 

AD-650 640 9E U6T 12 


LOW PRESSURE CHAMBER 

DENSITY DISTRIBUTION OF A MOLECULAR FLUX FROM A SHORT 

CYLINORICAL TUBE. 

N67-23001 1A SOS Lk HCS 3.00 MF$ 0.65 
LOW SPEED HANDLING 

USE GF A LARGE JET TRANSPORT AS AN INFLIGHT DYNAMIC 

SIMULATOR. 

N67-23243 18 S$O5 11 HCS 3.00 MFS 0.65 
LOW SPEED STABILITY 

THE UNPOWERED, FREE FLIGHT, AIRCRAFT MODEL. DESIGNe 

OPERATION, AND INSTRUMENTATION FUR LOW SPEED STABILITY 

INVESTIGATIONS. 

N67-22714 1C SOS 11 HCS 3.00 MFS 0.65 
LOW THRUST PROPULSION 

ERROR ANALYSIS OF CELESTIAL~INERTIAL NAVIGATION FOR LOW 

THRUST INTERPLANETARY VEHICLES. 

N67-21983 L7G SOS Ll HCS 3.00 MFS$ 0.65 
LOWING CABLES, HOSES 

THE TOWING CHARACTERISTICS UF A PROJECT PHOENIX BOW-BLOCKER 

HOSE, 

AD-650 999 13K U67 12 HC$ 3.00 MEFS 0.65 
LUBRICANT 

EVALUATION OF METHODS TO REMUVE DECOMPOSED MIX-4 P3 E FROM 9 

CR-1 MO STEEL. 

N67-22880 L6N SOS LL HCS 3.00 MFS 0.65 
LUBRICANTS, RHEOLOGY 

NEWS IN MACHINE LUBRICANTS (CHAPTER IV AND V)e 

AD-650 806 LilH U67 12 HC$S 3.00 MFS 0.65 


LUBRICANTS, ROLLING MILLS 
ROLLER STABILITY USING NEW SYNTHETIC LUBRICANTS, 
AD-650 743 LLH U67 12 HCS 3.00 MFS 0.65 


LUBRICANTS,» TRANSMISSIONS 
INVESTIGATION OF SOLID LUBRICANTS FOR HELICOPTER 
TRANSMISSIONS. 
AD-650 763 LlH U67 12 HCS 3.00 MFS$ 0.65 
LUBRICATION 
STUDIES OF ROLLING-ELEMENT LUBRICATION AND FATIGUE LIFE IN A 
REDUCED PRESSURE ENVIRONMENT. 
N67-23311 131 SO5 11 HCS 3.00 MFS 0.65 
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LUBRICATION SYSTEM 
THE BEHAVIOR OF LUBRICATION SYSTEM COMPONENTS IN A VACUUM 
ENVIRONMENT. 
N67-23312 1lH SO5 11 HCS 3.00 MFS 0.65 
LUBRICATION, RHEOLOGY 
EFFECTS OF VISCOELASTIC LUBRICANT ON SQUEEZE FILM 
LUBRICATION BETWEEN IMPINGING SPHERES. 
AD-651 155 1LH U67 12 HCS 3.00 MFS 0.65 


LUBRICATION, ROLLING MILLS 
ROLLER STABILITY USING NEW SYNTHETIC LUBRICANTS, 
AD-650 743 1lH U6T 12 HCS 3.00 MFS 0.65 


LUMINESCENCE, ATMOSPHERE 
STIMULATION OF OPTICAL EMISSIONS IN ATMOSPHERIC GASES. 
AD-651 O17 TE U67 12 HCS 3.00 MFS 0.65 


LUNAR CRUST 
SUCCESS OF LUNA-13. THE MOON IS NOT A DEAD HEAVENLY 6O0DY. 
N67-23259 22A SOS LL HC$ 3.00 MFS 0.65 


LUNAR LANDING MODULE 
FLIGHT-TEST EVALUATION OF AN ON-OFF RATE COMMAND ATTITUDE 
CONTROL SYSTEM OF A MANNED LUNAR-LANDING RESEARCH VEHICLE. 
N67-23293 228 SOS Ll HCS 3.00 MFS 0.65 


LUNAR OCCULTATION 
LUNAR OCCULTATION OF 3 C 132. 
N67-22873 38 SOS 11 HCS 3.00 MFS 0.65 
LUNAR PHOTOGRAPHY 
COMMUNICATIONS OF THE LUNAR AND PLANETARY LABORATORY, VOLUME 
5+ PART 35 NO. 72-78. 
N67-22511 3A SOS 11 HCS 3.00 MFS 0.65 
LUNAR PROBE 
SUCCESS OF LUNA-13. THE MOON IS NOT A DEAD HEAVENLY BODY. 
N67-23259 22A SOS 11 HCS 3.00 MFS 0.65 


LUNAR SURFACE 
PROBLEMS AND TECHNIQUES OF LUNAR SURFACE MINING. 
N67-22172 22A SOS 11 HCS 3.00 MFS 0.65 


LUNAR TRAJECTORY 
NECESSARY CONDITIONS FOR OPTIMAL LUNAR TRAJECTORIES WITH 
DISCONTINUOUS STATE VARIABLES AND INTERMEDIATE POINT 
CONSTRAINTS. 
N67~23335 22C SOS 11 HCS 3.00 MFS 0.65 
LUNGS, SURFACE-ACTIVE SUBSTANCES 
SURFACE BEHAVIOR OF INDIVIDUAL LIRIOS SIMILAR TO 
CONSTITUENTS OF PULMONARY SURFACTANT. 
AD-651 OO1 6A U6T 12 HCS 3.00 MFS 0.65 


LUNIK I LUNAR PROBE 
SOME CONVENIENT FORMULAE FOR THE TRAJECTORY OF A SPACE PROBE 
APPLIEO TO LUNIK I. 
N67-22715 22C SOS 11 HCS 3.00 MFS 0.65 
LUNIK IX LUNAR PROBE 
THE FIRST LANDING ON THE MOON, BY LUNA 9. 
N67-23451 22A SOS 11 HCS 3.00 MFS 0.65 


LYMPHOCYTES, RADIATION EFFECTS 
RESISTANCE OF LONG-LIVEO LYMPHOCYTES AND PLASMA CELLS IN RAT 
LYMPH NODES TO TREATMENT WITH PREDNISONE, CYCLOPHOSPHAMIDE, 
6 MERCAPTOPURINE, AND ACTINOMYCIN D, 
AD-650 863 60 U67 12 HCS 3.00 MFS 0.65 


MACH NUMBER 
CHANGES IN THE FLOW AT THE BASE OF A BLUFF BODY DUE TO A 
DISTURBANCE IN IFS WAKE. 
N67-23249 1A SOS 11 HCS 3.00 MFS 0.65 
MACHINE TOOL 
OLSASSEMBLY AND SAMPLING OF GRAPHITE BALL FUEL ELEMENTS. 
N67-23065 165 SOS 11 HCS 3.00 MFS 0.65 


MACHINE TRANSLATION, COMPUTER PROGRAMS 
COMPUTER-AIDED RESEARCH IN MACHINE TRANSLATION. 
PB-174 534 58 U67 12 HCS 3.00 MFS 0.65 


PROGRAM —_— THE LOOKUP ADAPTOR (LADAPTD P3 (OLA), 
PB-174 558 58 U67 12 HCS 3.00 MFS 0.65 


PROGRAM DESCRIPTION THE LOOKUP DICTIONARY PRINT PROGRAM 
(LPRINT) P& (OPP), 
PB-174 559 58 U67 12 HCS 3.00 MFS 0.65 
PROGRAM DESCRIPTION THE LOOKUP PROGRAM (LOOKUP) PS (DLP), 

PB-174 561 58 U67T 12 HCS 3.00 MFS 0.65 


MACHINE TRANSLATION, DISPLAY SYSTEMS 
A CONSOLE SYSTEM FOR TEXT MANIPULATION AND PAGE COMPOSITION. 
PB-174 516 U67 12 HCS 3.00 MFS 0.65 


MACHINE TRANSLATION, LINGUISTICS 
A FINAL AOMINISTRATIVE REPORT, 
PB-174 560 5G U67T 12 HCS 3.00 MFS 0.65 

MACHINING, REVIEWS 
LITERATURE SURVEY ON DIRECT ENERGY MACHINING, 

AD-650 692 13H U67 12 HCS 3.00 MFS 0.65 


MACROMOL ECULE 
NEUROSCIENCES RESEARCH PROGRAM BULLETIN, VOLUME 4 
( SUPPLEMENT. 
N67-22581 


6P SOS LL HCS 3.00 MFS 0.65 
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MAGNESIUM ALLOYS, AGING(MATERIALS) 
ELECTRON-MICRUSCOPE INVESTIGATION OF THE SYSTEM OF ALLOYS AL 
LN-MG» 
AD-650 909 LIF U67 12 HC$ 3.00 MFS 0.65 
MAGNESIUM ALLOYS, OEFORMATIUN 
THE PLASTIC DEFORMATION UF MAGNESIUM. 
A0-650 746 1lt U67 12 HC$S 3.00 MFS 0.65 


MAGNES LUM COMPOUND 
FATIGUE STRENGTH OF NUTCHED ANU UNNUTCHED SPECIMENS OF AL MG 
$I 1 (6061 T-6) AND AL MG 5/5056/. 

N67-23015 LIF SOS 11 HCS 3.00 MFS$ 0.65 


MAGNESIUM OXIDES, OPTICAL MATERIALS 
DEVELUPMENT AND EVALUATIUN UF TRANSPAKENT MAGNESIUM OXIDE. 
AD-650 621 116 U67 12 HCS 3.00 MFS 0.65 


MAGNESIUM, DEFORMATION 
THE PLASTIC OEFORMATION UF MAGNESIUM. 
AD-650 746 LIF U67 12 HES 3.00 MFS 0.65 


MAGNESIUM, SEA WATER 
COMPILATLON OF REPKINTS. 
AD-650 725 8D U67 12 

MAGNETIC FIELD 
PLASMA PHYSICS AND CONTRULLEU THEKMONUCLEAK FUSION. 
N67-21881 201 SO5 1k HCS$ 3.00 MFS 0.65 


EXPLUSIVE TECHNIQUES FOR APPLICATIONS IN EXPERIMENTAL 
PHYSICS. 


N67-22488 20C $05 11 HC$ 3.00 MFS 0.65 
ON THE PARTICLE, MOMENTUM AND HEAT BALANCE UF A MAGNETIZEO 
PLASMA. 

N67-22496 201 SOS LL HCS 3.00 MFS 0.65 


NINETEEN-SIXTY-SIX SESSION OF THE GUDDARD SUMMER WORKSHOP 
FINAL REPORT. 
N67-22741 4A S05 LL HCS 3.00 MFS 0.65 
EXPERIMENTAL INVESTIGATILUNS OF A HYORUGEN ARC IN AN AXIAL 
MAGNETIC FIELO. 
N67-22986 201 S05 ll HCS 3.00 MFS 0.65 
EXPERIMENT STUDYING THE INTERACTION OF SHOCK WAVES WITH 
STATIONARY MAGNETIC FIELDS. 
N67-22988 201 SOS ll HCS 3.00 MFS 0.65 
MEASUREMENTS OF THE UIFFUSIUN RATE UF A WEAKLY IONIZED 
PLASMA TRANSVERSE TO A MAGNETIC FIELD. 

N67-23078 201 SOS Ll HCS 3.00 MFS 0.65 


MAGNETIC FIELDS, CONF IGUKATIUN 
CALCULATION UF TURKOITUVAL MAGNETIC FIELU CONFIGURATIONS, 
UCRL-50161 16A N21 09 HC$ 3.00 MFS 0.65 


MAGNETIC MATERIAL 
DEVELOPMENT AND EVALUATIUN UF MAGNETIC AND ELECTRICAL 
MATERIALS CAPABLE UF OPEKATING IN THE 800 DEG TO 1600 DEG F 
TEMPERATURE RANGE QUARTERLY REPORT, 1 DEC. 1965 - 28 FEB. 
1966. 
N67-22066 228 SOS 11 HCS 3.00 MFS 0.65 
MAGNETIC MEASUREMENT 
OGO-A MAGNETIC FIELO OBSERVATIONS. 
N67-22078 8N SO5 ll HCS 3.00 MFS 0.65 


SEABORNE MAGNETIC MEASUREMENTS CAPE TOWN - SANAE, DECEMBER 
1965 — JANUARY 1966. 
N67-22470 8N SO5 11 HC$ 3.00 MFS 0.65 
MAGNETIC PLNCH, PLASMA MEDIUM 

CONFINEMENT OF PLASMA IN A TRAP WITH A COMBINED MAGNETIC 

FIELD, 

AD-651 089 201 U67T 12 HCS 3.00 MFS 0.65 
MAGNETIC STORMS, TERRESTRIAL MAGNETISM 

A STUDY ON THE MORPHOLUGY OF MAGNETIC STORMS. GEOMAGNETIC 

TIME. 

AD-91 445 8N U67 12 HCS 3.00 
MAGNETIC TAPE, DIGITAL COMPUTERS 

MAGNETIC TAPE PROGRAMS ANDO USAGE FOR THE UPERATIONS CONTROL 

CENTER PROJECT, 

AD-650 596 96 U6T 12 HCS 3.00 MFS 0.65 
MAGNETIC TRAP 

PLASMA PHYSICS AND CONTROLLED THEXMONULLEAR FUSION. 

N67~21881 201 SOS LL HCS 3.00 MEFS 0.65 


MAGNETISM, METALS 
FUNDAMENTALS OF MAGNETISM IN METALS. CHAPTER 10, 


40-651 120 20L U6? 12 

MAGNETOGASDYNAMICS 
NUMERICAL TREATMENT OF NON-IVEAL MGO GASIC EQUATIONS. 
N67-22449 201 SO5 11 HCS 3.00 MFS 0.65 


MAGNETOHYDROOYNAMIC FLOW 
GASDYNAMIC METHOOS IN MAGNETOHYURUDYNAMICS FINAL REPORT, 1 
JAN. 1963 - 31 DEC. 1960. 
N67-23120 201 SOS LL HCS 3.00 MFS 0.65 
MAGNETOHYDROOYNAMIC GENERATOK 
PLASMA PHYSICS AND CUNTRULLED THERMONUCLEAR FUSION. 
N67-218861 201 S$O5 11 HCS 3.00 MFS 0.65 


MAGNETOHYDRODYNAMIC GENERATURS, DESIGN 
MAGNETOHYORODYNAMIC GENERATOR, 
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AD-650 802 108 U67 12 HCS 3.00 MFS 0.65 
MAGNETOHYORODYNAMICS 
MAGNETOHYORODYNAMIC TRANSPORATION COOLING. . 
N67-22937 1A SOS LL HCS 3.00 MFS 0.65 


MAGNETOHYDRODYNAMICS, EQUATIONS OF MOTION 
FULLY DEVELOPED MAGNETOGASDYNAMIC FLOW BETWEEN DIVERGING 
PLANE WALLS. 
AD-651 034 201 U67 12 HCS 3.00 MFS 0.65 
MAGNETOHYORODYNAMICS, HALL EFFECT 
THE INFLUENCE OF HALL EFFECT AND INITIAL VELOCITY PROFILE ON 
MHD FLOW IN THE ENTRANCE REGION OF A PARALLEL PLATE CHANNEL, 
A0-650 8620 201 U6? 12 HCS 3.00 MFS 0.65 


MAGNETOHYORODYNAMICS, INTERACTIONS 
INTERACTION OF MAGNETO-PLASMA WAVES IN A TWO COMPONENT SOLID 
STATE PLASMA, 
AD-650 708 201 U67 12 
MAGNETOHYORODYNAMICS, PLASMA PHYSICS 
DEVELOPMENT AND POSSIBLE APPLICATIONS OF PLASMA AND RELATED 
HIGH-TEMPERATURE GENERATING DEVICES. 
AD-242 334 201 U67 12 HCS 3.00 


MAGNETOHYDRODYNAMICS, SHOCK WAVES 
NONEQUILIBRIUM STRUCTURE OF HYDROMAGNETIC GAS-IONIZATING 
SHOCK FRONTS IN ARGON, 
AD-650 828 201 U67 12 HCS 3.00 MFS 0.65 
MAGNETOHYORODYNAMICS, THEORY 
RESEARCH ON THEORY OF MAGNETOGASDYNAMICS. 
AD-650 579 1 U67 12 HCS 3.00 MFS 0.65 


MAGNETOPLASMA 
PLASMA STABILITY AND THE BOHR- VAN LEEUWEN THEOREM. 
N67-22863 201 SOS 11 HCS 3.00 MFS 0.65 


MAGNETOSTRICTION 
FABRICATION OF A SPARK CHAMBER WITH MAGNETOSTF « “IVE WIRE 
FOR USE WITH A PARTICLE HDOSCOPE. 
N67-23017 160 SO5 11 HCS 3.00 MFS 0.65 


MAGNETO-OPTIC 
DESIGN, DEVELOP AND FABRICATE A FEASIBILITY MODEL OF A 
FERRIMAGNETIC MEMORY USING AN OPTICAL ACCESSION SYSTEM FOR 
READ WRITE FUNCTIONS FINAL REPORT. 
N67-23266 98 SOS 11 HCS 3.00 MFS 0.65 


MAGNETRON 
CUT-OFF CHARACTERISTICS OF A CYLINDRICAL MAGNETRON. 
N67-23088 9A SOS 11 HCS 3.00 MFS 0.65 


MAGNETRUNS, AIRPORT RADAR SYSTEMS 
EVALUATION OF SFO-315 MAGNETRON AND SOLID STATE DUPLEXER FOR 


ASDE-2. 

AD-650 833 171 U67 12 HCS 3.00 MFS 0.65 
MALNTENANCE 

FIVE HUNORED KV LONG-DISTANCE ELECTRIC TRANSMISSION. 

N67-22181 9C SOS 11 HCS 3.00 MFS 0.65 


MAINTENANCE, DYNAMIC PROGRAMMING 
MAINTENANCE POLICIES AND DISCIPLINES IN MULTI-CHANNEL 
SYSTEMS AND MARKOVIAN MULTI-SERVICE TYPE SYSTEMS. 
AD-650 792 1286 U67 12 HCS 3.00 MFS 0.65 


MANAGEMENT CONTROL SYSTEMS, LINEAR PROGRAMMENG 
SOME NETWORK CHARACTERIZATIONS FOR MATHEMATICAL PROGRAMMING 
AND ACCOUNTING APPROACHES TO PLANNING AND CONTROL, 
AD-650 613 SA U6T 12 


MANAGEMENT ENGINEERING, COST EFFECTIVENESS 
BIBLIOGRAPHY ON COST-BENEFIT ANALYSIS AND PLANNING- 
PROGRAMMING-BUDGET ING, 
AD-650 904 5A U67 12 HCS 3.00 MFS 0.65 

MANAGEMENT ENGINEERING, INVENTORY 
OPTIMAL CONTINUOUS REVIEW POLICIES FOR TWO PRODUCT INVENTORY 
SYSTEMS WITH JOINT SETUP COSTS. 
AD-650 793 5A U67 12 HCS 3.00 MFS 0.65 

MANAGEMENT ENGINEERING, PROGRAMMING( COMPUTERS) 

LOGISTICS INFORMATION SYSTEMS. 
AD-650 748 15E U67 12 HCS 3.00 MFS 0.65 

MANAGEMENT ENGINEERING, SCHEDULING 
URANIUM PRICE SCHEDULES BY UCOST CODE COMPUTATION, 

BNWL-312 5A N21 09 HCS 3.00 MFS 0.65 


MANAGEMENT PLANNING 
FIRST ANNUAL LOGISTICS MANAGEMENT SYMPOSIUM, SEPTEMBER 13 
AND 14, 1966. 
N67-21962 5A SOS 11 HCS 3.00 MFS 0.65 
MANAGEMENT PLANNING, LATIN AMERICA 
RESETTLEMENT IN LATIN AMERICA AN ANALYSIS OF 35 CASES, 
AD-651 116 5A U67T 12 HCS 3.00 MFS 0.65 


MANAGEMENT PLANNING, MATHEMATICAL PROGRAMMING 
SOME NETWORK CHARACTERIZATIONS FOR MATHEMATICAL PROGRAMMING 
AND ACCOUNTING APPROACHES TO PLANNING AND CONTROL, 
AD-650 613 5A U6T 12 


MANAGEMENT PLANNING, UNIVERSITIES 
UTILIZING A COLLEGE'S RESOURCES TO PROVIDE MANAGEMENT 
ASSISTANCE TO BUSINESS FIRMS IN SOUTHERN WEST VIRGINIA. 
PB-174% 471 SA U67 12 HCS 3.00 MFS 0.65 
MANEUVERABLE SATELLITE 
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MAN-MAT 


MINIMUM ENERGY REACTION wHEEL CUNTROL FOR A SATELLITE 
SCANNING A SMALL CELESTIAL AREA. 
N67-22870 22A SO5 11 HCS 3.00 MFS 0.65 


MANGANESE COMPOUNDS, REACTION KINETICS 
THE KINETICS OF ION ASSUCIATIUN IN MANGANESE SULFATE 
SOLUTIONS. Il. THERMOVYNAMICS UF STEPWISE ASSOCIATION IN 
WATER, 
A0-650 710 70 U6T 12 

MANGANESE, CRYSTAL STRUCTURE 
A REFINEMENT OF THE PAKAMETERS OF ALPHA MANGANESE. 
AD-651 205 206 U67 12 HC$S 3.00 MFS 0.65 


MANGANESE, OCEAN BUTTUM 
THE ORIGLN UF MANGANESE NUOULES ON THE OCEAN FLOOR, 
A0-650 647 60 U67 12 


MANNED ORBITAL RESEARCH LAGURATORY (MORL) 
SPACE STATION MISSION SIMULATION MATHEMATICAL MODEL SUMMARY 
REPORT. 
N67-22159 22h $05 11 HC$S 3.00 MFS 0.65 
MANNED SPACE FLIGHT 
MINIMAL ENERGY BALLISTIC TRAJECTUKIES FUR MANNED AND 
UNMANNED MISSIONS TO MERCURY. 
N67-23291 22 S05 11 HCS 3.00 MFS 0.65 
MANNED SPACECRAFT 
FLIGHT-TEST EVALUATION OF AN UN-UFF RATE COMMAND ATTITUDE 
CUNTROL SYSTEM OF A MANNEU LUNAK-LANDING RESEARCH VEHICLE. 
N67-23293 226 SOS Ll HCS 3.00 MFS 0.65 


RESEARCH, DESIGN AND VEVELUPMENTS UF AN IMPROVED WATER 
RECLAMATLON SYSTEM FOR MANNED SPACE VEHICLES. 
N67-23324 6K $05 ll HC$S 3.00 MFS 0.65 


MANPOWER STUDIES, CARGO SHIPS 
SHIPBOARD SYSTEMS COSTS A FUNCTIONAL ANALYSIS OF WORK 
ABOARD SHIP. THE SS SHELUUN LYKES A URY CARGO SHIP IN THE 
SOUTH ATLANTIC SERVICE. 
AD-650 625 13J U67 12 HCS 3.00 MFS 0.65 

MANPOWER STUUIESs TANKEKS 
SHIPBOAKD SYSTEMS COSTS 
ABOARD SHIP. SS CITIES SEKVICE BALTIMORE 
ATLANTIC COASTAL SERVICE. 


A FUNCTIUNAL ANALYSIS OF WORK 
A TANKER IN THE 


AD-650 843 14J U6T 12 HCS 43.00 MEFS 0.65 
MANUAL 

HANDHELD SPACE SEXTANT UPLKATING MANUAL. 

NOT~22005 220 SOS Li HCS 3.00 MFS 0.65 


MANUAL CONTROL 
A PILOTED SIMULATION STULY UF MANUAL GUIVANCE OF THE UPPER 
STAGES UF A LARGE LAUNCH VEHICLE. 
N67-22868 226 $05 11 HC$ 3.00 MFS 0.65 


MANUFACTURING METHUDS, ELEC TKONIC EQUIPMENT 
MACHINERY ANO TOOLS UStD IN THE MANUFACTURE OF ELECTRONIC 
PARTS ANU COMPONENTS IN THE FEVEKAL REPUBLIC UF WEST 
GERMANY. 
P8-174 551 13H Uol 12 HCS 3.00 MFS 0.65 
MANUFACTURING METHOUS, TRANSISTUKS 
PRODUCTION ENGINEERING MEASURE FOK SILICON SWITCHING 
TRANSISTORS. 
AD-807 416 GA U6T 12 HCS 3.00 MFS 0.65 
MAN-MACHINE SYSTEMS, ARCTIC KEGIONS 
REPURT ON PRELIMINARY USSERVATIUNS UF HUMAN ENGINEERING 
PROBLEMS UNDER ARCTIC CUNDITIUNS 1952-53, 
Av-12 497 5H U6T 12 HC$ 3.00 


MAN-MACHINE SYSTEMS, WEATHER STATIUNS 
AN INVESTIGATION OF HUMAN PROCESSING OF INFORMATION IN 
WEATHER FORECASTING. 
AD-650 9186 46 U67 12 HCS 3.00 MFS 0.65 
MAPS, ATLANTIC OCEAN 
UCEANUGRAPHIC ATLAS OF THE NORTH ATLANTIC OCEAN. SECTION VI. 
SOUND VELOCITY. 
AD-650 880 BJ U6T 12 
MAPS» METEOKOLOGICAL SATELLITES 
TIROS CLOUD FREE ATLAS NURTH AMERICA CENTRAL UNITED STATES 
SPRING SEASUN,s 
Pé-174 610 4B U6T 12 HCS 3.00 MFS 0.65 


TIROS CLOUD FREE ATLAS NURTH AMERICA EASTERN UNITED STATES 
SPRING SEASUN, 
PB-174 oll 48 U67T 12 HCS 3.00 MFS 0.65 


TIRUS CLOUD FREE ATLAS NURTH AMEKICA WESTERN UNITED STATES 
SPRING SEASON, 
PB-174 612 46 U6T 12 HCS 3.00 MFS 0.65 


MARINE BIOLOGY, CETACEA 
THE HISTORY OF THE BLIND SPERM WHALE, 
AD-650 803 6A U6T 12 HCS 3.00 MFS 0.65 


MARINE GEOLOGY, ATLANTIC OCEAN 
UNITED STATES NAVAL OCEANOGKAPHIC OFFICE MARINE GEOPHYSICAL 
SURVEY PROGRAM, 1965-1967 NURTH ATLANTIC OCEAN, NORWEGIAN 
SEA AND MEDITERRANEAN SEA, AREA 5 - VULUME 55 GEOLOGY AND 
GEOPHYSICS. 
AU-650 860 6J U6T 12 HCS 3.400 MFS 0.65 
MARINE GEOLOGY, SEDIMENTATION 
THE CONTRIBUTIUN OF UNKECOGNIZED MINERAL PRECIPITATES OF 
MARINE ORGANISMS TO MARINE SEVIMENTS. 
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PB-174 381 8G U67T 12 HCS 3.00 MFS 0.65 
MARINE GEOPHYSICS, ATLANTIC OCEAN 

UNITED STATES NAVAL OCEANOGRAPHIC OFFICE MARINE GEOPHYSICAL 

SURVEY PROGRAM, 1965-1967 NORTH ATLANTIC OCEAN, NORWEGIAN 

SEA ANDO MEDITERRANEAN SEA, AREA 5 — VOLUME 5, GEOLOGY AND 

GEOPHYSICS. 

AD-650 860 6) U67T 12 HCS 3.00 MFS 0.65 
UNITED STATES NAVAL OCEANOGRAPHIC OFFICE MARINE GEOPHYSICAL 
SURVEY PROGRAM 1965-1967 NORTH ATLANTIC OCEAN, NORWEGIAN 
SEA AND MEDITERRANEAN SEA, AREA 5 - VOLUME 6, OCEANOGRAPHIC 
STATIONS AND VELOCITY PROFILES. 
AD-650 861 8) U67 12 HCS 3.00 MFS 0.65 
UNITED STATES NAVAL OCEANOGRAPHIC OFFICE MARINE GEOPHYSICAL 
SURVEY PROGRAM, 1965-67 NORTH ATLANTIC OCEAN, NORWEGIAN 
SEA AND MEDITERRANEAN SEA, AREA 5 - VOLUME 8, FIELO 
OPERATIONS. 
AD-650 662 6J U67 12 HCS 3.00 MFS 0.65 
MARINE METEOROLOGY, ISOTOPES 

DEUTERIUM AND OXYGEN 18 VARIATIONS IN THE OCEAN AND THE 

MARINE ATMOSPHERE, 

AD-650 965 6C U67 12 
MARINE PROPULSION, JET PROPULSION 

PRELIMINARY DESIGN OF WATER-JET PROPULSION SYSTEMS FOR 4000- 

TON CAPTURED AIR BUBBLE (CAB) SHIP. 

AD-650 685 13J U67 12 HCS 3.00 MFS 0.65 


MARINE PROPULSION, LANDING CRAFT 
POWERING CHARACTERISTICS OF AN LCVP WITH OPEN SCREW AND KORT 
NOZZLES FROM TESTS WITH MODEL 4031-1. 
AD-650 587 1343 U67 12 HCS 3.00 MFS 0.65 


POWERING CHARACTERISTICS FOR LCM-A AS REPRESENTED BY MODEL 
4146. 
A0-650 611 13J U67 12 HCS 3.00 MFS 0.65 
MARINE PROPULSION, NAVAL VESSELS( SUPPORT) 

POWERING CHARACTERISTICS AND FLOW STUDIES FOR AN AMPHIBIOUS 

ASSAULT SHIP, MODELS 4662 AND 4704. 

AD-650 602 135 U67 12 HCS 3.00 MFS 0.65 


POWERING PREDICTIONS FOR AN AMPHIBIOUS ASSAULT SHIP WITH 
DESIGN PROPELLER MODEL 4704. 
AD-650 609 133 U67 12 HCS 3.00 MFS 0.65 
MARINE PROPULSION, SHAFTS 

PROPULSION SHAFT CALIBRATION FOR TORSIONAL MODULUS OF 

RIGIOITY. 

AD-650 693 13J°U67 12 HCS 3.00 MFS 0.65 
MARKER LIGHTS, BEACONS 

CATEGORY LIL ALTITUDE MONITOR. 

AD-650 917 10 U67 12 HCS 3.00 MFS 0.65 
MARKER LIGHTS, EFFECTIVENESS 

EVALUATION OF RUNWAY LIGHTING SYSTEMS FOR EFFECTIVENESS IN 

DENSE FOG. 

A0-650 864 L7G U67 12 HCS 3.00 MFS 0.65 
MARS PROBE 

STABILITY AND DRAG CHARACTERISTICS AT MACH NUMBERS OF 10 AND 

26 OF A PROPOSED SLENDER ATMOSPHERIC PROBE. 

N67-23296 1A SOS 11 HCS 3.00 MFS 0.65 


MASS SPECTROMETER 
SYNTHESIS OF HIGHER ORDER HYDROCARBONS ON HOT TUNGSTEN 
FILAMENTS. 
N67-22869 70 SO5 11 HCS 3.00 MFS 0.65 


MASS SPECTROMETRY 
PILE NEUTRON CAPTURE CROSS SECTIONS OF RARE EARTH ISOTOPES. 
N67-22978 18K SOS LL HCS 3.00 MFS 0.65 


MASS TRANSFER 
NON-STATIONARY HEAT AND MASS TRANSFER. 
N67-22041 20M SOS LL HCS 3.00 MFS 0.65 


MATERIAL TESTING 
MATERIALS EVALUATION OF TRANSITION JOINTS FOR TRANSFORMER 
REACTOR ASSEMBLY. 


N67-22894 18N SO5 11 HCS 3.00 MFS 0.65 
CONTINUATION OF SWELLING TESTS OF CABLE SLEEVES IN 4 TYPES 
OF OIL. 

N67-23090 1lJ SO5 11 HCS 3.00 MFS 0.65 


OPERATION OF HYDRODYNAMIC JOURNAL BEARINGS IN SODIUM AT 
TEMPERATURES TO 800 DEG F AND SPEEDS TO 12000 RPM. 
N67-23301 131 SOS 11 HCS 3.00 MFS 0.65 


MATERIALS EROSION 
ACCELERATED EROSION TESTING OF CANDIDATE SNAP-8 TURBINE 
ROTOR AND NOZZLE MATERIALS. 
N67-22855 18J SOS 11 HCS 3.00 MFS 0.65 
MATERIALS SCIENCE 
PROBLEMS ANDO TECHNIQUES OF LUNAR SURFACE MINING. 
N67T-22172 22A SOS 11 HCS 3.00 MFS 0.65 


MATERIALS, DETERIORATION 
DEEP-OCEAN BIODETERIORATION OF MATERIALS. PART VI. ONE YEAR 
AT 2,370 FEET. 
AD-651 124 133 U67 12 HCS 3.00 MFS 0.65 
MATERIALS, SOLID STATE PHYSICS 
SOLID STATE RESEARCH 1967 1. 


A0-651 065 208 U67 12 HCS 3.00 MFS 0.65 
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MATHEMATICAL ANALYSIS» CELESTIAL MECHANICS 
THE FROJAN MANIFOLD IN Trit SYSTEM EARTH-MOUN, 
AD-651 147 3C U67 12 HCS 3.00 MFS 0.65 


MATHEMATICAL ANALYSIS, CORRELATION TECHNIQUES 
O0.C~. CHOPPER CONTROL — TRANSIENT GENERATION STUDY OF BARTD, 
PB-174 520 13F U67 12 HCS 3.00 MFS 0.65 


MATHEMATICAL ANALYSIS, TORKSIUN 
SOLUTION OF A CIRCULAK RING STKUCTURAL PROGLEM. 
N65-82307 13M U67 12 HCS 3.00 MFS 0.65 


MATHEMATICAL ANALYSIS, TRAFFIC 
THE RELATIONSHIP BETWEEN Trt DENSITY AND OCCUPANCY CONCEPTS, 
Pb-174 481 13 U67 12 HCS 3.00 MFS 0.65 


MATHEMATICAL LOGIC, TIME 
A FORMAL SYSTEM FOR THE LUGICAL ANALYSIS OF TEMPORAL 
RELATIONSHIPS BETWEEN INTERVALS UF TIME, 
AD-651 122 98 U67 12 HC$ 3.00 MFS 0.65 


MATHEMATICAL MUDEL 
ON THE THEORY AND METHOUS OF STATISTICAL INFERENCE. 


N67-22039 124 $05 LL HCS 3.00 MFS 0.65 
SPACE STATION MISSION SIMULATIUN MATHEMATICAL MODEL SUMMARY 
REPORT. 

N67-22159 224 $05 1l HCS 3.00 MFS 0.65 


SPACE STATION MISSION SIMULATION MATHEMATICAL MODEL. 
N67-22160 22A SOS 11 HC$ 3.00 MFS 0.65 


ESTIMATING THERMAL CONDUCTIVITY OF CERMET FUEL MATERIALS FOR 
NUCLEAR REACTORK APPLICATIUN. 
N67-22866 18J SO5 Ll HC$ 3.00 MFS 0.65 


A MODEL FOR ELESTIC SCATTERING AT HIGH ENERGY AND LARGE 
MOMENTUM TRANSFER. 
N67-23003 20H SOS LL HC$S 3.00 MFS$ 0.65 


A QUARK MODEL FOR PARITY VIOLATING NON LEPTUNIC DECAYS. 
N67-23067 20H SOS LL HC$S 3.00 MFS 0.65 


THE SYNTHESIS OF 15 MU INFRAKED HURIZON RADIANCE PROFILES 
FROM METEOROLOGICAL DATA INPUTS. 
N67-23304 4A SO5 1L HCS 3.00 MEFS 0.65 


FINITE ELEMENT MODELING UF A CIRCULAR RING USING HALF AND 
QUARTER SYMMETRY. 
N67-23317 13M SO5 Ll HCS 3.00 MFS 0.65 


MATHEMATICAL MODELS, LOGISTICS 
MODIFICATIONS TO PHILO LOGISTICS MUDEL. VOLUME I. PROBLEM 
STATEMENT, 
AD-650 854 15 U67 12 HCS 3.00 MFS 0.65 


MATHEMATICAL MODELS, PSYCHUMETRICS 
ACCURACY AND CONSISTENCY IN THE REVISION UF SUBJECTIVE 
PROBABILITIES, 
A0-650 6381 5J U67 12 


MATHEMATICAL MODELS» SPECIFICATIONS 
SNARG-1D A ONE-DIMENSIONAL, OISCRETE-THEORY PROGRAM FOR THE 
COC-3600, 
ANL-7221 20H N21 09 HC$S 3.00 MFS$ 0.65 


MATHEMATICAL PREDICTION, SEQUENCES 
LOWER ORDER LINEAR FILTERING AND PREDICTION OF NONSTATIONARY 
RANDOM SEQUENCES. 
AD-650 641 12A U67 12 HC$ 3.00 MFS 0.65 


MATHEMATICAL PROGRAMMING, MANAGEMENT PLANNING 
SOME NETWORK CHARACTERIZATIONS FOR MATHEMATICAL PROGRAMMING 
AND ACCOUNTING APPROACHES TO PLANNING AND CONTROL, 
AD-650 613 5A U6T 12 


MATRIX ALGEBRA 
THE UNITARY REPRESENTATIONS OF THE SIMILITUDE GROUP OF SPACE 


TIME. 
N67-22481 20H SO5 11 HCS 3.00 MFS 0.65 


TABULATED DATA ON MATRIX RELATIONSHIPS IN ELECTRONIC TwO- 
PORT NETWORKS. 
N67-22487 9E SO5 LL HC$ 3.00 MFS 0.65 


A MATRIX FORMULATION FOR THE TIME RESPONSE OF TIME-INVARIANT 
LINEAR SYSTEMS TO DISCRETE INPUTS. 
N67-22703 12A SO5 11 HCS 3.00 MFS 0.65 


MATRIX ELEMENTS FOR IRREOUCIBLE REPRESENTATIONS OF THE 

U/6,6/ ALGEBRA IN HARMONIC FUNCTION SPACE. 

N@7—23382 20H SOS 11 HCS 3.00 MFS 0.65 
MEASURE THEORY, TEACHING METHODS 

CYBERNETIC TESTING. 

AD-650 668 51 U67 12 HCS 3.00 MFS 0.65 


MEASUREMENT, ELECTROMAGNETIC PROPERTIES 
ELECTROMAGNETIC MEASUREMENTS OF ACCELERATION. 
AD-651 161 20N U67 12 HCS 3.00 MFS 0.65 


MEASURING APPARATUS 
A METER TO MEASURE FREQUENCIES BELOW 1 KC/S. 
N67-23098 8C $05 11 HC$ 3.00 MFS$ 0.65 


MECHANICAL FASTENERS, CORROSION RESISTANCE 
CORROSION RESISTANCE AND DURABILITY OF FASTENERS IN AIRCRAFT 
STRUCTURES. 
AD-651 189 13E U67 12 HC$ 3.00 MFS 0.65 
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MECHANICAL PROPERTIES, ALUMINUM ALLOYS 
EVALUATION OF ALUMINUM ALLOY 7001-175. 
AD-650 948 1lF U6T 12 MFS 0.65 


MECHANICAL PROPERTY 
TEMPERATURE LIMITATIONS OF POLYMERIC MATERIALS. PART 8 - 
CELLULAR PLASTICS. 


N67-22701 1lt SOS 11 HCS 3.00 MFS 0.65 
TEMPERATURE LIMITATIONS OF POLYMERIC MATERIALS PART 6 - 
ELASTOMERS. 

N67-22711 LlJ SOS LT HCS 3.00 MFS 0.65 


TEMPERATURE LIMITATIONS OF POLYMERIC MATERIALS. PART I - 
GENERAL REVIEW. 
N67-22716 LLE SOS "L HCS 3.00 MFS 0.65 


MEDICAL PERSONNEL, BEHAVIOR 
ETHICS OR ECONOMICS. A VIEW OF PROFESSIONAL ETHICS. 
AD-650 972 6E€ U67 12 


MEDICAL RESEARCH, REPORTS 
1966 RESEARCH CLERKSHIP REPORTS. 
AD-650 884 6E U67 12 HCS 3.00 MFS 0.65 


SUMMARIES OF RESEARCH REPORTED ON DURING 1966. 
AD-650 911 6E U67T 12 HCS 3.00 MFS 0.65 


ANNUAL REPORT (NO. 12) OF THE USAF MEDICAL SERVICE, L JULY 
1964-30 JUNE 1965. 
A0-651 213 6€ U67T 12 HCS 3.00 MFS 0.65 


MEMBRANES, PERMEABILITY 
STUDY OF SOLUTION DEOXYGENATION AND SPECIMEN PRETREATMENT 
TECHNIQUES FOR USE IN THE HYDROGEN PERMEATION APPARATUS, 
AD-651 211 11F U67 12 HCS 3.00 MFS 0.65 


MEMBRANES, TANTALUM 
RESEARCH STUDIES ON SOLID HYDROGEN PURIFICATION MEMBRANES. 
AD-650 986 7A U6T 12 HCS 3.00 MFS 0.65 


MEMORY 
NEUROSCIENCES RESEARCH PROGRAM BULLETIN, VOLUME 4 
(SUPPLEMENT. 
N67-22581 6P SOS 11 HCS 3.00 MFS 0.65 


MEMORY STORAGE UNIT 
DESIGN, DEVELOP ANO FABRICATE A FEASIBILITY MODEL OF A 
FERRIMAGNETIC MEMORY USING AN OPTICAL ACCESSION SYSTEM FOR 
READ WRITE FUNCTIONS FINAL REPORT. 
N67-23266 98 $05 11 HCS 3.00 MFS 0.65 


MEMORY, REAL TIME 
ANNA I MEMORY, 
AD-650 992 228 U6T 12 HCS 3.00 MFS 0.65 


MEMORY, SYMBOLS 
KEEPING TRACK OF SEQUENTIAL EVENTS EFFECTS OF STIMULUS ON- 
TIME AND INTERSTEIMULUS OFF-TIME. 
AD-650 938 5J U67 12 


MERCHANT VESSELS, SYSTEMS ENGINEERING 
SHIPBOARD SYSTEMS COSTS A FUNCTIONAL ANALYSIS OF WORK 
ABOARD SHIP. THE SS SHELDON LYKES A ORY CARGO SHIP IN THE 
SOUTH ATLANTIC SERVICE. 
AD-650 625 13J U67 12 HCS 3.00 MFS 0.65 


SHIPBOARD SYSTEMS COSTS A FUNCTIONAL ANALYSIS OF WORK 
ABOARD SHIP. SS CITIES SERVICE BALTIMORE A TANKER IN THE 
ATLANTIC COASTAL SERVICE. 

AD-650 843 135 U67 12 HCS 3.00 MFS 0.65 


MERCURY ALLOY 
AEROJET— GENERAL NUCLEONICS MERCURY CORROSION LOOP PUMP. 
N67-228642 13K SO5 11 HCS 3.00 MFS 0.65 


MERCURY PROJECT 
MINIMAL ENERGY BALLISTIC TRAJECTORIES FOR MANNED AND 
UNMANNED MISSIONS TO MERCURY. 
N67~-23291 22C SOS 11 HCS 3.00 MFS 0.65 


MERCURY VAPOR 
ACCELERATED EROSION TESTING OF CANDIDATE SNAP-8 TURBINE 
ROTOR ANDO NOZZLE MATERIALS. 


N67-22855 18) SOS 11 HCS 3.00 MFS 0.65 

A STUDY OF CONDENSER INVENTORY CONTROL FOR THE SNAP-8 

na?-22058 18N SOS 11 HCS 3.00 MFS 0.65 
MESON 


LOW-ENERGY BEHAVIORS OF THE T EQUALS O- S-WAVE, PI - PI 
SCATTERING PHASE SHIFT AND A POSSIBLE SCALAR MESON NONET. 
N67-22951 20H SO5 11 HCS 3.00 MFS 0.65 


TWO NUCLEONS EMISSION PROCESS IN CHI-MESONS ABSORPTION. 
N67-22952 20H SOS 11 HCS 3.00 MFS 0.65 


MESOSPHERE, ALASKA 
WIND MEASUREMENTS IN THE SUBPOLAR MESOPAUSE REGION, 
AD-650 813 48 U67 12 HCS 3.00 MFS 0.65 


METABOLISM 
THE ROLE OF NUCLEOTIDE METABOLISM IN THE REPAIR OF RADIATION 
INJURY SEMIANNUAL PROGRESS REPORT, 1 OCT. 1966 — 1 APR. 
1967. 

N67-23267 6R SOS 11 HCS 3.00 MFS 0.65 


METAL 
WEAR RATES OF METALS ANDO OXIDES IN 80 DEG AND 160 DEG F HIGH 
PURITY WATER. 
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MET—MIC 


N67-22476 i8sJ SO5 LL HCS 3.00 MFS 0.65 
METAL COATING 
MATERIALS EVALUATION OF TRANSITION JOINTS FOR TRANSFORMER 
REACTOK ASSEMBLY. 
N67-22894 16N SO5 LL HCS 3.00 MFS 0.65 
METAL COMPOUND 
INVESTIGATION OF THE PROOUCTIUN AND THERMAL STABILITY OF 
METAL CARBAMATES. 
N67-22127 76 SO5 LL HCS 3.00 MFS 0.65 
METAL CURROSION 
CORROSION OF STAINLESS STEELS IN HIGH TEMPERATURE WATER AND 
STEAM. 
N67-22906 1lf S$O5 LL HCS 3.00 MFS 0.65 


PROBLEMS OF A SODIUM-LUOP DESIGNED TO OPERATE AT 
TEMPERATURES UP TO 800 VEG C. 


N67-22979 18J SO5 11 HCS 3.00 MFS 0.65 
STUDIES OF STEEL CORROSION IN HIGH TEMPERATURE WATER AND 
STEAM. 

N67-23166 LIF SO5 11 HCS 3.00 MFS 0.65 


METAL FATIGUE 
APPLICATION OF A DOUBLE LINEAR DAMAGE RULE TO CUMULATIVE 
FATIGUE. 


N67-23284 20K SOS LL HC$ 3.00 MFS 0.65 
AN EMPIRICAL EQUATION RELATING FATIGUE LIMIT AND MEAN 
STRESS. 

N67-23266 LlF SOS LL HCS 3.00 MFS 0.65 


METAL JOINT 
EVALUATION OF COLOWELVED BUTT JUINT TRANSITION PIECE. 
N67-22851 lif SOS LL HCS 3.00 MFS 0.65 


METAL PLATE 
THE PILOT PRODUCTION AND EVALUATIUN OF CHROMIUM ALLOY SHEET 
AND PLATE FINAL REPORT. 
N67-22175 1LF SOS 11 HCS 3.00 MFS 0.65 


METAL SURFACE 
ATOMIZING OF SOLID BUDIES BY LUN BOMBARDMENT. 
N67-22901 20. SO5 11 HCS 3.00 MES 0.65 


METALLOGRAPHY 
ALUMINUM-TO-COPPEK COLUWELDED JUINTS FUR SNAP-8 ELECTRICAL 
TERMINAL APPLICATIONS. 
N67-22856 Lif S05 11 HCS 3.00 MFS 0.65 


METALS, ADHESIUN 
INVESTIGATION OF ADHESION AND COHESION OF METALS IN 
ULTRAHIGH VACUUM. 
N6@2- 10571 L'F U67T 12 HCS 3.00 MEFS 0.65 


METALS» HEAT OF SOLUTION 
ON THE OLLUTE SULUTLONS OF SILVER, GOLU AND PLATINUM IN 
LIQUID LEAD. 
AD-650 961 L1F U67 12 
METALS» MAGNETISM 
FUNDAMENTALS OF MAGNETISM IN METALS. CHAPTER 10, 
AO-651 120 20L U67 12 


METALS» PASSENGER VEHICLES 
THE REMOVAL AND UTILIZATION OF JUNKED AUTOMOBILES IN EASTERN 
KENTUCKY. 
PB-174 464 13F U67T 12 HCS 3.00 MFS 0.65 


METAL-METAL BONDING 
EVALUATION OF KOLOWELDED BUTT JOINT TRANSITION PIECE. 
N67-22689 Lif $05 LL HCS 3.00 MFS 0.65 


PRELIMINARY EXAMINATION UF PROTOTYPE REFRACTORY BIMETALLIC 
TUBING FROM NUCLEAR METALS, INCORPORATED. 
N67-22891 13H S05 LL HCS 3.00 MFS 0.65 


METEOR AIRCRAFT 
MEASUREMENTS OF **AQUAPLANING HEIGHT** ON A METEOR AIRCRAFT, 
AND PHOTOS OF FLOW PATTERN UNDER A MODEL TYRE. 
N67-22791 1B SO5 Ll HCS 3.00 MFS 0.65 


METEORITES, IRON 
COSMIC RAY EXPOSURE AGES OF IRON METEORITES BY THE NE2Z1/AL26 


AD-650 655 3A U6T 12 


METEGRITIC COMPOSITION 
FEASIBILLTY STUDY OF A METEOKOIU COMPOSITION ANALYZER 
SPEC BROGRAPHIC SYSTEM FINAL REPORT. 
N67~-23325 20F SOS Li “CS 3.00 MFS 0.65 


METEOROLOGICAL BALLOONS, INSTRUMENTATION 
BALLOON-BORNE GRATING SPECTROMETER, 
AD-650 968 20F UéeT 12 


METEOROLOGICAL CHARTS, AIR MASS ANALYSIS 
DIAGNOSTIC STUDIES OF WEATHER SYSTEMS OF LOW AND HIGH 
LATIBUDES (ROSSBY NUMBER 1). 
AD-650 573 46 U67T 12 HCS 3.00 MFS 0.65 
METEQROLOGLCAL CHARTS, ASIA 
LOW LEVEL PERSISTENCY ANALYSIS FOR SOUTHEAST ASIA (2000 A/0 
3). 
AD-650 903 46 U67 12 HCS 3.00 MFS 0.65 
METEOROLOGICAL CHARTS, NORTHERN HEMISPHERE 
MONTHLY MEAN 100-5 50-, 30-, AND 1O-MILLIBAR CHARTS JANUARY 
1964 THROUGH DECEMBER 1965 OF THE IQSY PERIOD. 
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AO-651 101 4A U67T 12 HCS 3.00 MFS 0.65 
METEOROLOGICAL INSTRUMENT 
INSTRUMENTS AND METHODS FOR METEOROLOGICAL OBSERVATIONS. 
N67-21984 468 SOS 11 HCS 3.00 MFS 0.65 


METEOROLOGICAL INSTRUMENTS, AIR CONTROL CENTERS 
MISSILE GEOPHYSICS RESEARCH TOWER. 
A0-210 021 46 U67 12 HOS 3.00 


METEOROLOGICAL PARAMETERS, 6161 LOGRAPHIES 
AN ANNOTATED BIBLIOGRAPHY OF METEOROLOGICAL TOWER AND MAST 
STUDIES - W6/6S-5, 
AD-650 781 46 U67 12 HCS 3.00 MFS 0.65 
METEOROLOGICAL PARAMETERS, GEOPHYSICS 
MISSILE GEOPHYSICS RESEARCH TOWER. 
A0-210 021 468 U67 12 HCS 3.00 


METEOROLOGICAL PARAMETERS, MEASUREMENT 
METEOROLOGICAL MEASUREMENT SYSTEM. 
AD-650 790 48 U67 12 HCS 3.00 MFS 0.65 


METEOROLOGICAL PROBE 
ORBITAL AND HIGH ALTITUDE PROBING POTENTIAL OF GUN LAUNCHED 
ROCKETS. 
N67T-22465 4A SOS LL HCS 3.00 MFS 0.65 
THE STRUCTURE OF AN ATMOSPHERE FROM ON-BOARD MEASUREMENTS OF 
PRESSURE, TEMPERATURE, ANDO ACCELERATION. 
N67-23302 38 $05 11 HCS 3.00 MFS 0.65 


METEGROLOGICAL RADAR, AIR TRAFFIC CONTROL SYSTEMS 
LOW-COST WEATHER-CONTOURING DEVICE. 
AD-650 615 171 U67T 12 HCS 3.00 MFS 0.65 


METEOROLOGICAL RADAR, ATMOSPHERIC PRECIPITATION 
OROGRAPHIC EFFECTS ON PRECIPITATION PROCESSES. 
AD-650 572 46 U67 12 HCS 3.00 MFS 0.65 


METEOROLOGICAL RADAR, RADAR CLUTTER 
EVALUATION OF AIR TRAFFIC CONTROL RADAR WEATHER DATA. 
AD-650 658 171 U67T 12 HCS 3.00 MFS 0.65 


METEOROLOGICAL SATELLITE 
PRACTICAL UTILIZATION OF DATA OF METEOROLOGICAL SATELLITES. 
N67-22437 46 SOS 11 HCS 3.00 MFS 0.65 


METEOROLOGICAL SATELLITES, MAPS 
TIROS CLOUD FREE ATLAS WORTH AMERICA CENTRAL UNITED STATES 
SPRING SEASON, 
PB-174 610 48 U6T 12 HCS 3.00 MFS 0.65 
TEROS CLOUD FREE ATLAS NORTH AMERICA EASTERN UNITED STATES 
SPRING SEASON, 
PB-174 611 46 U67 12 HCS 3.00 MFS 0.65 


TIROS CLOUD FREE ATLAS 
SPRING SEASON, 
PB-174 612 


WORTH AMERICA WESTERN UNITED STATES 
46 U6T 12 HCS 3.00 MFS 0.65 


METEOROLOGICAL SATELLITES, REPORTS 
PUBLICATIONS BY STAFF MEMBERS, NATIONAL ENVIRONMENTAL 
SATELLITE CENTER AND FINAL REPORTS ON CONTRACTS AND GRANTS 
SPONSORED BY THE NATIONAL ENVIRONMENTAL SATELLITE CENTER 
1958-1966. 
PB-174 606 228 U67 12 HCS 3.00 MFS 0.65 
METHANE 
RESEARCH AND DEVELOPMENT STUDY RELATED TO SYNTHESIS OF 
FORMALDEHYDE FROM CO2 AND H2 QUARTERLY PROGRESS REPORT, NOV. 
1966 - JAN. 1967. 
NO7-22174 7C $05 LL HCS 3.00 MFS 0.65 
PERCHLORIC ACIO FLAMES. PART IV - METHANE-RICH FLAMES. 
N67-22706 216 S05 11 HCS 3.00 MFS 0.65 


LIQUEFIED NATURAL GAS AS A FUEL FOR SUPERSONIC AIRCRAFT. 
NO7T-23315 210 S05 11 HCS 3.00 MFS 0.65 


METHANOLS, POISONING 
METHYL ALCOHOL POISONING, 
AD0-650 764 6E U67 12 

MICA 
MEASUREMENT OF NEUTRON FLUENCE BY FISSION FRAGMENT DAMAGE 
TRACK DETECTION. 
N6O7T-22478 180 SOS LL HCS 3.00 MFS 0.65 

MICE, LABORATORY EQUIPMENT 
THE FAULTLESS MOUSE HOLDER, 
AD-651 O15 ot U67 12 

MICROFILM, DIGITAL COMPUTERS 
S-C 4020 MICROFILM RECORDER PROGRAMMING MANUAL 2. 

A0-650 691 98 U67T 12 HCS 3.00 HFS 0.65 


MICROMETEOROIO 
FEASIBILITY STUDY OF A METEOROID COMPOSITION ANALYZER 
SPECTROGRAPHIC SYSTEM FINAL REPORT. 
N67~23325 20F S05 11 HCS 3.00 MFS 0.65 


MICROMINEATURIZATION( ELECTRONICS), DIGITAL COMPUTERS 
FABRICATION OF A THIN FILM FULL ADDER, 
aD-650 960 9 U6T 12 HCS 3.00 MFS 0.65 


MICROMINJATURIZATION( ELECTRONICS), FILMS 
MEASUREMENT OF THE THICKNESS OF THIN FILMS BY MULTIPLE BEAR 
INTERFEROMETRY, 


AD-650 987 9E U6T 12 HCS 3.00 HFS 0.65 
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THIN FILM ELECTRONIC AMPLIFIERS, 


a0-650 994 Yt U6T 12 HCS 3.00 MFS 0.65 


MICROMINIATURIZATIONC ELECTRONICS), LOGIC CIRCUITS 
R AND D OF THE TECHNOLOGIES REQUIKED TU DESIGN AND FABRICATE 
ULTRAHIGH-SPEEO CUMPUTER SYSTEMS. 
AD-650 628 98 U6T 12 HCS 3.00 MFS 0.65 


MICROTRON ; 
THE MICROTRON - THEORY AND PRINCIPAL ELEMENTS OF THE 
PROJECT. 
N67-23016 206 S05 11 HC$ 3.00 MFS 0.65 

MICROWAVE CIRCUIT 
MICROWAVE RECEIVER SYSTEM wl TH VEGENERATE PARAMETRIC 
PREAMPLIFIER. 
N67-23006 % SOS LL HCS 3.00 MFS 0.65 

MICROWAVE EQUIPMENT, SENSORS 
REMOTE SENSING BY INFRAREU ANU MICKOWAVE RAOLOMETRY. I. 
BASIC PRENCIPLES. If. A TECHNIQUE FUR THE CORRECTION OF 
AIRBORNE MEASUREMENTS UF APPAKENT SURFACE TEMPERATURE OF 
NATUKAL WATER BODIES. LIT. POTENTIAL APPLICATIONS OF 
INFRAKED AND MICROWAVE KADIOMETRY. 

AD-651 188 146 U6T 12 HCS 3.00 MFS 0.65 


MICROWAVE OSCILLATORS, MILLIMETER WAVES 
3e2 MILLIMETER WAVE USCILLATOK. 
Aab-650 768 9E UOT 12 HCS 3.00 MFS 0.65 

MICROWAVE PLASMA PROBE 
PLASMA PHYSICS AND CONIRKULLE') THEKMUNUCLEAR FUSION. 
N67-21881 201 S05 Ll HCS 3.00 MFS 0.65 


MICROWAVES, RADIO TRANSMISSIUN 
PROPAGATLON AND REFLECTION UF MICKOWAVES. 
Av-651 202 176 U6? 12 HCS 3.00 MFS 0.65 


MICROWAVES, SCIENTIFIC KESEARLH 
MICROWAVE RESEARCH. 
AD-650 971 20t U67T 12 HCS 3.00 MFS 0.65 
MIE SCATTERING FUNCTION 
OPTICAL RADAR MEASUREMENTS UF THE ATMOSPHERE. 
NOT- 21962 44 S05 LL HCS 3.00 MFS 0.05 


MILITARY MEDICINE, AIR FOKLE KESEARCH 
ANNUAL REPORT (NO. 12) UF THE USAF MEDICAL SERVICE, 1 JULY 
1964-30 JUNE 1965. 
AD-651 213 o€ U6T 12 HCS 3.00 MFS 0.65 
MILITARY ORGANIZATIONS» USSK 
THE DEVELOPMENT OF THE SUVIET ARMED FORCES, 1917-1966. 
AQ-650 975 15G U67 12 HCS 3.00 MFS 0.65 


MILITARY RATIONS, EGGS 
REQUIREMENTS FOR INSTANT PREPARED, READY-TO-EAT, FREEZE- 
URIED SCRAMBLED EGG. 
A0-650 637 6H UOT 12 HCS 3.00 MFS 0.65 
MILITARY STRATEGY, DECISIUN MAKING 
ON RELATING NON-TECHNICAL ELEMENTS TO SYSTEM STUDIES, 
AD-650 846 15G U6? 12 HC$ 3.00 MFS 0.65 


MILLIMETER WAVES, ATTENUATIUN 
ATTENUATION OF MILLIMETER WAVELENGTH RADIATION BY GASEOUS 
WATER, 
40-650 612 20N U67T 12 HCS 3.00 MFS 0.65 
MINERALS, SEOIMENTATION 
THE CONTRIBUTION OF UNRECUGNIZED MINERAL PRECIPITATES OF 
MARINE ORGANISMS TO MARINE SEDIMENTS. 
P8174 381 8G U67T 12 HCS 3.00 MFS 0.65 


MINERALS, THERMODYNAMICS 
THE THERMODYNAMIC PROPERTIES UF THE ALUMINUM SILICATES. 
A0-650 749 8G U67 12 


MINESWEEPEKS, INSTRUMENTATION 
INSTRUMENTATION SYSTEM FUK EVALUATION OF AUTOMATIC 
DEGAUSSING CONTROL SYSTEMS. 
Av-650 595 13J U67 12 HCS 3.00 MFS 0.65 
MINING 
PROBLEMS AND TECHNIQUES UF LUNAR SURFACE MINING. 
N67-22172 22A S$O5 LL HCS 3.00 MFS 0.65 


MISSILE 
WATER-LANDING CHARACTERISTICS OF A 1/10-SCALE MODEL OF A 
WINGED MISSILE. 
N67- 23282 160 $05 Ll HCS 3.00 MFS 0.65 
MISSILE RANGE 
CENTURY CODED TIMING FURMAT. 
NO7-22781 16A S05 LL HCS 3.00 MFS 0.65 
MISSILE TRAJECTORY 
SPREAD OF DECOYS FROM A BALLISTIC MISSILE. 
N67-22708 168 S05 LL HCS 3.00 MFS 0.65 


SOME CONVENIENT FORMULAE FOR THE TRAJECTORY OF A SPACE PROBE 
APPLIED TO LUNIK I. 
N67-22715 22 $05 lL HCS 3.00 MFS 0.65 
GRAVITATIONAL PERTURBATIUNS OF BALLISTIC MISSILE 
TRAJECTORIES. V. TIME UF FLIGHT OVER A SPHEROIDAL EARTH. 
NO7-22719 1668 SO5 LL HCS 3.00 MFS 0.65 


MISSION PLANNING 
— MISSION SIMULATION MATHEMATICAL MODEL SUMMARY 
. 





MIC-MON 


N67-22159 22A SO5 11 HCS 3.00 MFS 0.65 
LAUNCH WINDOW CHARACTERISTICS OF THE 1972 AND 1973 JUPITER 
OPPORTUNITIES. a 
N67-23314 224 SOS 11 HCS 3.00 MFS 0.65 
MIXTURES, SEPARATION 

SEPARATION OF GAS MIXTURES IN FREE JETS. 

A0-650 877 200 U67 12 


MODE SHAPE 
FINITE ELEMENT MODELING OF A CIRCULAR RING USING HALF AND 
QUARTER SYMMETRY. 
N67-23317 134 SOS 11 HCS 3.00 MFS 0.65 
MODEL BASINS, TEST METHODS 
THE DETERMINATION OF DIRECTIONAL WAVE SPECTRA IN THE TMB 
MANEUVER ING-SEAKEEPING BASIN. 
AD-650 604 148 U67 12 HCS 3.00 MFS 0.65 


MODULATORS» SYMPOSIA 
PROCEEDINGS OF THE SYMPOSIUM ON HYDROGEN THYRATRONS AND 
MODULATORS (5TH) HELD AT FORT MONMOUTH, Ne Jee 20-22 MAY 
1958. 
AD-650 899 9A U6T 12 HCS 3.00 MFS 0.65 
MOLECULAR BEAM 
EXPERIMENTS ON THE ACCOMMODATION OF NORMAL MOMENTUM. 
N67-23240 1A SOS LL HCS 3.00 MFS 0.65 


MOLECULAR DISSOCIATION 
VIBRATIONAL DISSOCIATION AND CASCADE DISSOCIATION OF H2¢ 
IONS 6Y COLLISION WITH MOLECULES OF A GAS. 
N67-22135 70 S$O5 11 HCS 3.00 MFS 0.65 


MOLECULAR ENERGY LEVELS, CYCLOBUTENES 
ON THE NATURE OF THE GROUND STATE OF CYCLOBUTADIENE, 
AD-650 782 7C U67 12 


MOLECULAR FLOW 
DENSITY DISTRIBUTION OF A MOLECULAR FLUX FROM A SHORT 
CYLINDRICAL TUBE. 
N67-23001 1A SO5 11 HCS 3.00 MFS 0.65 
MOLECULAR INTERACTION 
ON THE THEORY OF VIBRATIONAL RELAXATION IN GASES. 
N67-22794 70 SO5 11 HCS 3.00 MFS 0.65 


MOLECULAR PROPERTIES, DIFFUSION 
COMPARISON BETWEEN MOLECULAR AND TURBULENT DIFFUSION 
PROCESSES, 
A0-650 698 200 U67 12 

MOLECULAR ROTATION 
THE DISPERSION CURVE FOR ROTATION VIBRATION OF A TETRAHEDRAL 
MOLECULE IN A FACE-CENTERED GRID WITH TETRAGONAL MOLECULAR 
ORIENTATION. 
N67-23027 70 SOS 11 HCS 3.00 MFS 0.65 


RELICT RADIATION OF THE UNIVERSE AND POPULATION OF ROTATION 
LEVELS OF INTERSTELLAR MOLECULES. 
N67-23258 38 SOS 11 HCS 3.00 MFS 0.65 


MOLECULAR STRUCTURE 
STUDIES IN RING EXPANSION FINAL SCIENTIFIC REPORT, 1 JAN. 
1963 - 31 DEC. 1966. 
N67-23238 7C SOS 11 HCS 3.00 MFS 0.65 
MOLECULAR STRUCTURE, MODELS{(SIMULATIONG) 
A STUDY OF RANDOM NETWORK MODELS. CHARACTERIZATION OF A 300 
UNIT TETRAHEDRAL NETWORK AND COMPARISON WITH VITREOUS SILICA 
AND LIQUID WATER. 
AD-650 754 70 U67 12 HCS 3.00 MFS 0.65 
MOLECULAR WEIGHT, DETERMINATION 
DETERMINATION OF MOLECULAR WEIGHT BY USING AN ANALYTICAL 
ULTRACENTRIFUGE, 
A0-651 169 70 U67 12 HCS 3.00 MFS 0.65 
MOLTEN-SALT REACTOR (MSRE) 
ENERGY TRANSFER USING THE MOSEL REACTOR. 
N67-22928 181 S05 11 HCS 3.00 MFS 0.65 


PHYSICAL PROPERTIES OF FLUORIDE MOLTEN SALTS, WITH SPECIAL 
APPLICATION TO THE MOSEL REACTOR CONCEPT. 
N67-23030 16J SOS LL HCS 3.00 MFS 0.65 


MOLYBDENUM ALLOY 
WELDED TRANSITION JOINTS OF 9 CR-1 MO ALLOV STEEL/316SS FOR 
SHORT LIFE (100 HOURS MAXIMUM) APPLICATION. 
N67-228641 13H SOS 1A HCS 3.00 MFS 0.65 


RESULTS OF SHORT-TIME TENSILE TESTS OF 9 CR-1 MO ALLOY BAR. 
N67-22848 LLF SOS LL HCS 3.00 MFS 0.65 


EVALUATION OF METHOOS TO REMOVE DECOMPOSED MIX-4 P3 E FROM 9 
CR-1 MO STEEL. 
N67-22680 16N SOS 11 HCS 3.00 MFS 0.65 
GENERATION OF LONG TIME CREEP DATA ON REFRACTORY ALLOYS AT 
ELEVATED TEMPERATURES QUARTERLY REPORT, 26 OCT. - 26 DEC. 
1966. 
N67-23323 L1F SOS 11 HCS 3.00 MFS 0.65 
MOMENTUM TRANSFER 

EXPERIMENTS ON THE ACCOMMODATION OF NORMAL MOMENTUM. 

N67-23240 1A SOS 11 HCS 3.00 MFS 0.65 


MONKEYS, ACCELERATION TOLERANCE 
CENTRIFUGATION OF THE WHEITE-FRONTED CAPUCHIN MONKEY, CEBUS 
ALBIFRONS (HUMBOLDT). 








MON-NEU 


AD-651 067 6S U6T 12 HCS 3.00 MFS 0.65 
MONTE CARLO METHOD 
SOME RESULTS OF THE MONTE CARLU CALCULATION OF THE (E, EFTP) 
REACTION FOR INCIUENT ENERGIES BETWEEN 300 AND 600 ME V. 
N67-23084 20H SOS 11 HCS 3.00 MFS 0.65 


MORTALITY RATES, RADIATION EFFECTS 
THE ACUTE MURTALITY RESPONSE OF MUNKEYS (MACACA MULATTA) TO 
MIXED GAMMA-NEUTRON RAUIATIUNS AND 250 KVP X RAYS, 
AD-651 055 OR U6T 12 HCS 3.00 MFS 0.65 


MOSSBAVEK EFFECT, CHEMICAL KEACTIONS 
MOSSBAUVER EFFECT STUDIES UF SURFACE REACTIUNS. 
AD-651 129 7E U6T 12 HES 3.00 MFS 0.65 


MOTION EQUATION 
NUMERICAL TREATMENT OF NUw-IDEAL MGD BASIC EQUATIONS. 
N67-22449 201 S05 1L HC$ 3.00 MFS 0.65 


APPLICATION UF CUMPUTEKS TO THE FORMULATION OF PROBLEMS IN 
CURVILINEAR COORDINATE SYSTEMS. 
N67—23303 986 S05 LL HCS 3.00 MFS 0.65 
MOUNTAINS, STRUCTURAL GEOLOGY 

TECTONICS OF THE PAMIRS AND TIEN SHAN. 

AD-650 765 8G U67 12 HCS 3.00 MFS 0.65 


MULTILAYER STRUCTURE 
FLAT CONDUCTOR TECHNOLUGY EXEMPLIFIED. 
N67-23333 94 $05 LL HCS 3.00 MFS 0.65 


MYCOBACTEKLUM TUBERCULUSIS, VACCINES 
AN EXPERIMENTAL STUVY OF SIMULTANEOUS VACCINATION AGAINST 
TULAREMIA AND TUBERCULOSIS, 
AD-650 894 6C U67 12 HC$S 3.00 MFS 0.65 
MYCOPLASMA, CELL STRUCTURE 
LARGE BODIES OF MYCOPLASMA ANU L—-FURM URKGANISMS,» 


AD-650 714 6M U6T 12 
NAVAL PEKSONNEL, IMMUNITY 
SMALLPUX IMMUNITY IN SAILUKS, 
AD-651 171 6t U6T 12 HCS 3.00 MFS 0.65 


NAVAL PERSONNEL, PEKFURMANCE LT HUMAN) 
QUANTIFICATION OF PERSONNEL PERFOKMANCE FOR COST 
EFFECTIVENESS DECISLUNS I. AN ANNOTATED SIBLTUGRAPHY. 
AD-650 933 51 U67 12 HCS 3.00 MFS 0.65 


NAVAL RESEARCH LABORATOKIES, REPORTS 
REPORT OF NRL PRUGKESS. 
PB-174 485 148 U6T 12 HC$S 3.00 MFS 0.65 

NAVAL RESEARCH, INFORMATION RETRIEVAL 
THE NAVY AUTOMATED RESEARLH AND DEVELOPMENT INFORMATIUN 
SYSTEM (NARDIS). 
AD-650 570 5b U67 12 HCS 3.00 MFS 0.65 

NAVAL VESSELS( COMBATANT), OLEAN WAVES 
EVALUATING THE SEAKEEPING PERFORMANCE OF OESTROYVER-TYPE 
SHIPS» 
A0-650 750 13J U67 12 HC$ 3.00 MFS 0.65 

NAVAL VESSELS(SUPPORT), MAKINE PROPULSION 
POWERING CHARACTERISTICS AND FLOW STUJVIES FOR AN AMPHIBIOUS 
ASSAULT SHIP, MODELS 4662 ANU 4704. 

AD-650 602 14J U67T 12 HCS 3.00 MFS 0.65 


POWERING PREDICTIONS FORK AN AMPHIBIOUS ASSAULT SHIP WITH 
DESIGN PROPELLER MUDEL 4/04. 
AD-650 609 135 U67 12 HC$ 3.00 MFS 0.65 
NAVY» OPERATIONS RESEARCH 
MAGNETIC TAPE PROGRAMS ANU USAGE FUR THE OPERATIONS CONTROL 
CENTEK PRUJECT, 
AD-650 596 96 U67T 12 HCS 3.00 MFS 0.65 
NEBULAE, EXTRATERRESTRIAL RAVIU WAVES 
FURTHER OBSERVATIONS OF PLANETAKY NEBULAE AT 10 CM 
WAVELENGTH, INCLUDING THE PECULIAK NEBULA NGC 6302, 


AD-651 O14 36 UST 12 
NEODYMIUM 

DECAY PRUPERTIES UF 14/ NO. 

N67-23396 18H SOS LL HCS 3.00 MFS 0.65 
NEON 


NEON - ITS PHYSICAL AND PHYSICAL-CHEMICAL PROPERTIES — A 
BIBLIOGRAPHY. 
N67-22940 76 S$O5 11 HCS 3.00 MFS 0.65 
NERVE CELLS, LOCAL ANESTHETICS 

TONS, ORUGS AND THE AXON MEMGRANE>s 

AD-650 936 60 U67 12 


NERVOUS SYSTEM, INFORMATIUN THEORY 
APPLICATION OF INFORMATIUN THEORY TO THE NERVOUS SYSTEM. 
AD-651 123 6P U6T 12 HCS 3.00 MFS 0.65 


NETWORK ANALYSIS 
NETWORK PLANNING-SCANS/CPM/PERKT/RAMPS. BIBLIOGRAPHY. 
N67-22969 126 $05 LL HCS 3.00 MFS 0.65 


NETWORK SYNTHESIS 
TABULATED DATA ON MATRIX RELATIONSHIPS IN ELECTRONIC TwO- 
PORT NETWORKS. 
N67-22¢87 9€ $05 LL HCS 3.00 MFS 0.65 


NEUROMUSCULAR TRANSMISSION, PHARMACOLOGY 
* L®ACTION DES CATIONS ALCALINU-TERKENX SUR LES TRANSMISSIONS 
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NEUROMUSCULAIRE ET SYNAPTIQUES (EFFECT OF ALKALINE EARTH 
CATIONS ON NEUROMUSCULAR AND SYNAPTIC TRANSMISSIONS), 
AD-650 728 60 U67 1 


NEUROPHYSIOLOGY 
COMPARATIVE NEUROPHYSIOLOGY OF VISION FINAL SCIENTIFIC 
REPORT, SEP. 155 1965 - SEP. 14, 1966. 
N67-23050 6P SOS 11 HCS 3.00 MFS 0.65 


NEUROSCIENCE 
NEUROSCIENCES RESEARCH PROGRAM BULLETIN, VOLUME 4 
(SUPPLEMENT. 


N67-22581 6P SOS 1L HCS 3.00 MFS 0.65 
NEUTRON 

ON THE QUASISPIN FORMALISM. 

N67-22480 20H SOS 11 HCS 3.00 MFS 0.65 


FINAL STATE LAMBDA-NEUTRON INTERACTIONS IN GAMMA PLUS D 
YIELOS K PLUS PLUS LAMBDA PLUS Ne 
N67-23069 20H SOS 11 HCS 3.00 MFS 0.65 


NEUTRON ACTIVATION, INSTRUMENTATION 
MESURE ABSOLUE D*UN FLUX ETALON DE NEUTRONS THERMIQUES PAR 
ACTIVATION DE DETECTEURS D*OR (ABSOLUTE MEASUREMENT OF A 
STANDARD THERMAL-NEUTRON FLUX USING GOLO-DETECTOR 
ACTIVATION), 
PB-174 572 18D U67 12 HCS 3.00 MFS 0.65 
NEUTRON BEAM 
NEUTRON CONDUCTORS - A REPORT ON THE CURRENT STATE OF 
DEVELOPMENT. 
N67-22934 206 $05 11 HCS 3.00 MFS 0.65 
NEUTRON BOMBARDMENT 
HIGH TEMPERATURE TENSILE PROPERTIES OF UNIRRADIATED AND 
NEUTRON IRRADIATED 20 CR- 35 NI AUSTENITIC STEEL. 
N67-22957 LLF SOS 11 HCS 3.00 MFS 0.65 


THERMOCOUPLE COMPOSITION CHANGES DUE TO NEUTRON IRRADIATION, 
N67-23093 18J SOS 11 HCS 3.00 MFS 0.65 


NEUTRON CAPTURE, THERMAL NEUTRONS 
EFFECTIVE TWO-GROUP GAMMA-RAY SPECTRA FOR THERMAL NEUTRON 
CAPTURE AND PROMPT FISSION, 
La-3619 16F N2L 09 HCS 3.00 MFS 0.65 


NEUTRON CROSS SECTION 
PILE NEUTRON CAPTURE CROSS SECTIONS OF RARE EARTH ISOTOPES. 
N67-22978 16K SOS LL HCS 3.00 MFS 0.65 


NEUTRON DETECTORS, LAMINATES 
MESURE DE FLUX DE NEUTRONS EN RALENTISSEMENT AU MOYEN DE 
DETECTEURS EN SANOWICHES AU-LA-CO-MN (MEASUREMENT OF 
MODERATED NEUTRON FLUXES USING AU-LA-CO-MN SANDWICH 
DETECTORS), 
PB-174 567 1860 U67 12 HCS 3.00 MFS 0.65 
NEUTRON DETECTORS, OPERATION 
MESURE ABSOLUE D*UN FLUX ETALON DE NEUTRONS THERMIQUES PAR 
ACTIVATION DE DETECTEURS D*OR (ABSOLUTE MEASUREMENT OF A 
STANDARD THERMAL—NEUTRON FLUX USING GOLO-DETECTOR 
ACTIVATION), 
PB-174 572 18D U67 12 HCS 3.00 MFS 0.65 
NEUTRON EMISSION 
SPHERE TECHNIQUES FOR MEASURING FLUX DENSITIES AND DOSE 
RATES OF THERMAL, INTERMEDIATE AND FAST NEUTRONS. 
N67-23075 160 SOS LL HCS 3.00 MFS 0.65 


NEUTRON FLUX 
MEASUREMENT OF NEUTRON FLUENCE BY FISSION FRAGMENT DAMAGE 
TRACK DETECTION. 
N67-22478 180 SOS LL HCS 3.00 MFS 0.65 
COSMIC RAY NM-64 NEUTRON MONITOR DATA- V MONTHLY GRAPHS, 
JAN. - DEC. 1966. 
N67-22900 4A $05 11 HCS 3.00 MFS 0.65 
NEUTRON FLUX» MEASUREMENT 
MESURE DE FLUX DE NEUTRONS EN RALENTISSEMENT AU MOYEN DE 
OETECTEURS EN SANDWICHES AU-LA-CO-MN (MEASUREMENT OF 
MODERATED NEUTRON FLUXES USING AU-LA-CO-MN SANDWICH 
OETECTORS), 
PB-174 567 160 U67 12 HCS 3.00 MFS 0.65 
MESURE ABSOLUE D*UN FLUX ETALON DE NEUTRONS THERMIQUES PAR 
ACTIVATION DE DETECTEURS D*OR (ABSOLUTE MEASUREMENT OF A 
STANDARD THERMAL-NEUTRON FLUX USING GOLD-OETECTOR 
ACTIVATION}, 
PB-174 572 180 U67 12 HCS 3.00 MFS 0.65 
NEUTRON REACTIONS, POWER REACTORS 
EXPERIENCES DE PULSATIONS NEUTRONIQUES SUR LE REACTEUR A 
GRAPHITE KOF 3 (PULSED NEUTRON EXPERIMENTS ON THE GRAPHITE 
POWER REACTOR EDF 3), 
PB-174 562 16L U67 12 HCS 3.00 MFS 0.65 
NEUTRON SCATTERING 
A HIGH DISSIPATION SPECTROMETER FOR VERY SLOW NEUTRONS FOR 
THE APPLICATION TO THE COLO SOURCE OF A MAXIMUM FLUX 
REACTOR. 
N67-23034 180 SOS 1 HCS 3.00 MFS 0.65 
NEUTRON SPECTROMETRY 
CONTEMPORARY PROCESSES OF SPECTROSCOPY OF FAST NEUTRONS 
USING THRESHOLD VALUE PROBES. 
N67-23091 18D SOS LL HCS 3.00 MFS 0.65 
NEUTRONS,» NUCLEAR SPECTROSCOPY 
NEUTRON SPECTRA FROM MONOENERGETIC PHOTONS ON BISMUTH. 
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ab-651 ill 20H UL6T 12 ACS 3.00 MFS 0.65 
NEWCASTLE UVISEASE VIKUS» MAMMALS 

ADAPTATION UF NEWCASTLE vIKUS TO MAMMALS, 

AD-O51 174 oC u6l 12 AC& 3.00 MFS 0.65 
NICKEL 

EVALUATIUN UF KOLUWELVEU BUTT JUINT TRANSITION PIECE. 

N67-220809 llr 305 Ll HUS 3.200 MFS 0.65 


NICKEL ALLOYS,» GAS TURBINES 
SMALL GAS TURBINE ENGINE COMPUNENT TECHNUOLUGY, HIGH- 
TEMPERATURE TURGINE MATERIALS KeSeAKCH. 
ad-651 103 2lt U67 12 HCS 3.00 MFS 0.65 


NICKEL-CADMIUM BATTERY 
CUNTINUUUS CHARGE-OISCHARGE CYCLING STUDIES UN HERMETICALLY 
SEALED NICKEL-CAUMIUM CELLS UPEKATING AT A LO PERCENT DEPTH 
UF DISCHARGE. 

NOT-22712 ce MOA BL GA Sc ee Oxan 


NICKEL, BAND THEORY UF SULivS 
DE HAAS-VAN ALPHEN EFFecT IN FekRUMAGNETIC NICKEL, 


AD-650 715 2UL U6/ 12 
NICKEL, REINFURCING MafEKlALS 
INVESTIGATION UF BONUING IN JXIVE-FIKER (wil SKER) RETNFORCED 
METALS. 
AO-651 190 Liv U6l 12 HLS 3.00 MEFS 0.65 
NIGHT SKY 
INTENSITY. VARIATIONS UF 4 ALPHA ANU N II 6 583 A LINES IN 
THE NIGHT SKY SPECTRUM. 
N6O7-22287 44 $05 LL HCS 3.00 MFS 0.65 


NIKE-TUMAHAWK RUCKET 
AN EVALUATION UF AN UPERATIUNAL SUUNDING KUCKET FO FULFILL A 
NEW LOO KILUMETER REQUIREMENT. 
N67-22075 22u $05 Lk ALS 3.00 MEFS 0.65 


NUSE SELECTION ANU VEHICLE MUTIUN UVYNAMICS FOR THE SECOND 
STAGE OF A TWO-STAGE SUUNUIWG ROCKET SYSTEM. 
No7-22077 226 $05 Ll HCS 3.00 MFS 0.65 


NIOBIUM 
A NEW EFFECT IN THE LOW 4AGNETIC Fletu ULTRASONIC 
ATTENUATIUN UF IMPUKE SUPLRCUNUUCTING NIOBIUM. 
NO7-22473 20L S05 LL HCS 3.00 MFS 0.65 


NIUBIUM, CORRUSION INHIBITIUN 
EVALUATION OF SILICIUE CUATINGS UN CUOLUMdIUM AND TANTALUM 
AND A MEANS FUR IMPROVING THEIK UXIDATIUN KESISTANCE, 
A0-650 675 LiL U67 12 


NITRATES, SEA WATER 
OISTRIBUTION OF NITRATES ANU NEITRITES IN THE WATER OF NORTH 
INDIAN UCEAN, 
AD-651 200 dJ U67 12 HCS 3.00 MFS 0.65 
NITRIC ACLU 
LABORATORY VEVELUPMENT UF THE GKIND-LEACH PROCESS FORK THE 
HeTeGeCoRe FUEL CYCLE. PART 2. DISSOLUTION UF BERYLLIA IN 
NITRIC ACID SULUTIONS. 
N67-23206 7A SO5 LL HCS 3.00 MFS 0.65 
NITRILES, SYNTHESIS(CHEMISIRY) 
SYNTHESIS OF ALKYL 2-CYANUPKUPIUNATES ANU MEASUREMENT OF 
THEIR SPREADING COEFFICIENTS ON 1 AQUEOUS CASEIN AND ON 
WATER. 
ad-651 209 LlA U6T 12 HCS 3.00 MFS 0.65 
NITRITES, SEA WATER 
OISTRIBUTION UF NITRATES AND NITRITES IN THE WATER OF NORTH 
INDIAN UCEAN, 
Aad-o51 200 BJ U6T 12 HCS 3.00 MFS 0.65 
NITROGEN 
EXPERIMENTS UN THE ACCOMMODATIUN UF NORMAL MOMENTUM, 
NO7T-23240 1A SOS 11 HC$S 3.00 MF*% 0.65 


NITROGEN COMPOUNDS, REVIEWS 
HYDRAZOIC ACID AND THE METAL AZIDES (A LITERATURE SURVEY)» 
AU-268 586 To U6T 12 HCS 3.00 


NITROGEN OXIDES, INFRAREV SPECTROSCOPY 
ABSOLUTE INFRARED INTENSITY MEASUREMENTS UN THE FUNDAMENTAL 
OF NU, 
AD-650 659 70 U67 12 
NITROGEN OXIDES, LONOSPHERE 
DETERMINATION OF A D-REGION NITRIC OXIDE DENSITY PROFILE BY 
VLF RADIO PROPAGATION, 
AD-650 873 4A U6T 12 HCS 3.00 MFS 0.65 
NITROGEN OXIDES, SEMICONDUCTORS 
THE INTERACTION OF NITROUS OXIDE WITH GERMANIUM SURFACES, 
AD-650 706 70 U67 12 


NITROGEN 15 
INTERPRETATION OF (Dy ALPHA) REACTIONS ON FLUORINE 19 ANO 
NITROGEN 15. 
N67-22861 20H SO5 Ll HCS 3.00 MFS 0.65 
NITROGEN, ULTRAVIOLET SPECTROSCOPY 
ABSORPTION SPECTRUM OF ACTIVATED NITROGEN IN THE 600 - 1100- 
A REGION. 


AD-650 704 70 U67 12 


NOISE PROPAGATION 
INVESTIGATION TO DEFINE THE PROPAGATION CHARACTERISTICS OF A 
FINITE AMPLITUDE ACOUSTIC PRESSURE WAVE. 


SUBJECT INDEX 





NEU~NUC 


N67-21981 20A SOS Ll HCS 3.00 MFS 0.65 
NOISE REOUCTION 
CONTRIBUTION OF DOWNSTREAM STATOR TO THE INTERACTION NOISE 
OF A SINGLE-STAGE AXIAL-FLOW COMPRESSOR. 
N67-23288 1A SOS Ll HCS 3.00 MFS 0.65 


NOISE TOLERANCE 
SOUNDPRESSURE MEASUREMENTS ONBOARD WARSHIPS, I. 
N67-23074 6S SOS 11 HCS 3.00 MFS 0.65 


NOLSE(RADIO), DATA 

QUARTERLY RADIO NOISE DATA SEPTEMBER, OCTOBER, NOVEMBER 

1965. 

P6-174 530 20N U67 12 HCS 3.00 MFS 0.65 
NOISE, OCEANS 

FINAL TECHNICAL REPORT. 

40-650 966 L7A U67 12 HCS 3.00 MFS 0.65 
NONDESTRUCTIVE TESTING 

DEVELOPMENT OF NONDESTRUCTIVE, AUTOMATIC TECHNIQUE FOR 

MONITORING AND RECORDING OF FATIGUE CRACK GROWTH FINAL 

REPORT. 

N67-22070 20K SOS 11 HCS 3.00 MFS 0.65 
HIGH RELIABILITY SCREENING OF SEMICONDUCTOR AND INTEGRATED 
CIRCULT DEVICES. 
N67-23322 9a SOS 11 HCS 3.00 MFS 0.65 
NONE QUILIBRIUM FLOW 

ELUO FUTURE PROGRAM PRELIMINARY STUDY NO. 3-1. PART 2 

NUMERICAL COMPUTATIONS FOR NONEQUILIBRIUM H2- O02 ROCKET 

NOZZLE FLOW. 

N67-22902 21H SO5 LL HCS 3.00 MFS 0.65 
NONFLAMMABLE MATERIAL 

QUALITATIVE EFFECTS ON SAFETY AND CONSTRUCTION MATERIALS OF 

1300 DEG F SOOTUM-POTASSIUM SPRAY IN AIR AND NITROGEN. 

N67-23334 20M SOS 11 HCS 3.00 MFS 0.65 


NON-DESTRUCTIVE TESTING, EXPLODING WIRES 
A LOW-FREQUENCY THERMAL FOLLOW BRIDGE FOR MEASURING THE 
ELECTRO-THERMAL PARAMETERS OF BRIDGEWIRES, 
A0-650 963 194 U67T 12 HCS 3.00 MFS 0.65 


NON-VESTRUCTIVE TESTING, SOLID ROCKET PROPELLANT BINDERS 
BOND INSPECTION BY SCANNING IMAGES IN SCINTILLATING 
CRYSTALS» 
AD-650 876 148 U67 12 HCS 3.00 MFS 0.65 

NON-DESTRUCTIVE TESTING, ULTRASONIC RADIATION 
OLFFERENTIAL ULTRASONIC SPECTROSCOPY FOR DEFECT AND 
MICROSTRUCTURE IDENTIFICATION. 
AD-650 787 148 U6T 12 HCS 3.00 MFS 0.65 

NOSE CAP 
AUTOMATED NOSE FAIRING DESIGN RING, SKIN AND STRINGER 
CONSTRUCTION TECHNICAL REPORT, JUL. - NOV. 1965. 

N67-22258 228 SOS 1l HCS 3.00 MFS 0.65 


NOSE CONE 
AUTOMATED NOSE FAIRING DESIGN -- RING AND SKIN CONSTRUCTION. 
N67-22180 28 SOS 11 HCS 3.00 MFS 0.65 


NOVA SCOTIA, ALGAE 
INVESTIGATIONS OF THE MARINE ALGAE OF NOVA SCOTIA. II. 
SPECIES OF RHODOPHYCEAE NEW OR RARE TO NOVA SCOTIA, 
AD-650 795 6A .U6T 12 


INVESTIGATIONS OF THE MARINE ALGAE OF NOVA SCOTIA. III. 
SPECIES OF PHAEOPHYCEAE NEW OR RARE TO NOVA SCOTIA, 
AD-650 796 8A U6T 12 


INVESTIGATIONS OF THE MARINE ALGAE OF NOVA SCOTIA. IV. 
SPECIES OF CHLOROPHYCEAE NEW OR RARE TO NOVA SCOTIA, 
AD-650 616 8A U6T 12 


NOZZLE FLOW 
THE HYPERSONIC LOW DENSITY WIND TUNNEL OF THE AERODYNAMISCHE 
VERSUCHSANSTALT GOETTINGEN - OPERATIONAL BEHAVIOUR AND FIRST 
RESULTS ON REAL GAS EFFECTS IN NOZZLE FLOWS. 
N67-22134 1A SOS LL HCS 3.00 MFS 0.65 


ELDO FUTURE PROGRAM PRELIMINARY STUDY NO. 3-1. PART 2 - 
NUMERICAL COMPUTATIONS FOR NONEQUILIBRIUM H2- O02 ROCKET 
NOZZLE FLOW. 
N67-22902 21H SOS 11 HCS 3.00 MFS 0.65 
NOZZLE GAS FLOW, JET PUMPS 
PUMPING AND ORAG CHARACTERISTICS OF AN AIRCRAFT EJECTOR A 
SUBSONIC AND SUPERSONIC SPEEDS. 
NACA-RM-E54D06 : 


= 


21E U6T 12 HCS 3.00 MFS 0.65 


NUCLEAR EMULSION 
RADIATION MONITORING WITH NUCLEAR EMULSIONS ON PROJECT 
GEMINI. [1. RESULTS ON THE 14-DAY MISSION GEMINI VII. 
N67-23270 6R SOS 11 HCS 3.00 MFS 0.65 


NUCLEAR ENERGY 
ELECTROCHEMICAL NUCLEAR ENERGY CONVERTER. 
N67-22468 10A SOS 11 HCS 3.00 MFS 0.65 


NUCLEAR ENERGY LEVELS, CARBON 
REALISATION D*UN EMSEMBLE D*ANALYSE BIPARAMETRIQUE. 
APPLICATION A L*ETUDE DE LA DESINTEGRATION DU NIVEAU DE 16, 
Ll MEV OU 12C (CONSTRUCTION OF A BIPARAMETRIC ANALYSIS 
SYSTEM. APPLICATION TO THE STUDY OF THE BREAK-UP OF THE 16. 
Ll MEV ENERGY LEVEL OF 12C). 


PB-174 578 180 U67 12 HCS 3.00 MFS 0.65 


“1 
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NUCLEAR ENERGY LEVELS, PRUTUNS | 
SHEC3HE,TI3P AT 44 MEV, NUCLEAR SCATTERING 
A0-650 970 20H U67 12 HCS 3.00 MFS 0.65 RELATION BETWEEN PROTON-NUCLEUS AND PROTON— NUCLEON 

INTERACTION AT 20 GE V. u6 

NUCLEAR EXPLOSIONS, CRATEKING N67-22489 20H SOS 11 HCS 3.00 MFS 0.65 
SITE-SELECTION INVESTIGATIUNS. PKOJECT PRE-GONDOLA, ' 
PNE-1101 18C N2i 09 HC$ 3.00 MFS 0.65 NUCLEAR SCATTERING, MATHEMATICAL MODELS ! 

A REGGE-QUARK MODEL OF HADRON SCATTERING, 

NUCLEAR EXPLOSIONS, RKUCK(GEOLUGY) A0-651 038 20H U67 12 HCS 3.00 MFS 0.65 uc! 
MACRODEFORMATION RESULTING FROM THE HANUCAR EVENT, | 
UCRL-50149 6G N21 09 HC$S 3.00 MFS 0.65 NUCLEAR SPECTROSCOPY, ALPHA DECAY ! 

REALISATION O*UN EMSEMBLE D* ANALYSE BIPARAMETRIQUE. 
A MEASUREMENT OF THE VOLUME UF VUIU IN THE SHUAL CHIMNEY, APPLICATION A L*ETUDE DE LA DESINTEGRATION OU NIVEAU DE 16, oct 
UCRL-50150 18C N21 09 HCS 3.00 MFS 0.65 LL MEV DU 12C {CONSTRUCTION OF A BIPARAMETRIC ANALYSIS \ 
SYSTEM. APPLICATION TO THE STUDY OF THE BREAK-UP OF THE 16. $ 

NUCLEAR FUEL Ll MEV ENERGY LEVEL OF 12C). ; 
ESTIMATING THERMAL CONDUCTIVITY OF CERMET FUEL MATERIALS FOR PB-174 578 180 U67 12 HCS 3.00 MFS 0.65 : 
NUCLEAR REACTOR APPLICATION. . 
N67-22866 18J $05 LL HCS 3.00 MFS 0.65 NUCLEAR SPECTROSCOPY, NEUTRONS 

NEUTRON SPECTRA FROM MONOENERGETIC PHOTONS ON BISMUTH. Oce 
PULSED KEACTOR - REFERENCES. A0-651 LLL 20H U67 12 HCS 3.00 MFS 0.65 ; 
No7-23028 141 SOS LL HCS 3.00 MFS 0.65 
NUCLEAR STRUCTURE 
PHYSICAL PROPERTIES OF FLUURIDE MOLTEN SALTS, wiTH SPECIAL EXPERIMENTAL RESULTS OF THE STUDY OF NUCLEAR STRUCTURE BY Oce 
APPLICATION TO THE MUSEL REACTOR CONCEPT. MEANS OF PIONS. y 
N67-23030 18J SOS LL HCS 3.00 MFS 0.65 N67-23025 206 SOS 11 HCS 3.00 MFS 0.65 a 
A PHYSICO-CHEMICAL ANALYTIC METHUD FOK THE TESTING OF NUCLEI (BIOLOGY), OESOXYRIBONUCLEIC ACIOS Oce 
REACTOR MATERIALS AND NUCLEAR FUEL. COMPARATIVE CYTOFLUOROMETRIC STUDY OF THE ONA CONTENT IN ° 
N67-23031 lJ SOS LL HCS 3.00 MFS 0.65 HIGH POLYPLOIDY CELL NUCLEI STAINED WITH ACRIDINE ORANGE AND é 
FLUORESCENT SCHIFF-TYPE REAGENT, a 
AN EVALUATION OF THORIUM FUEL CIKCULATION, AD-651 175 6M U67T 12 HCS 3.00 MFS 0.65 OCE 
N67— 23032 i6L SO’ Ll HCS 3.00 MFS 0.65 A 
NUCLEON : 

NUCLEAR INDUSTRIAL APPLICATIONS, CHEMICAL ENGINEERING ON THE QUASISPIN FORMALISM. : 
BASIC STUDIES IN RAVIATION TCCHNULOGY. N67-22480 20H SOS 11 HCS 3.00 MFS 0.65 
JLI-2901-75 166 N2l 09 HCS 3.00 MFS 0.65 

RELATION BETWEEN PROTON-NUCLEUS AND PROTON- NUCLEON = 

NUCLEAR INTERACTION INTERACTION AT 20 GE Ve + 
HYPERON-NUCLEON INTEKACTIUNS AND ASSOCIATE PRODUCTION ON THE N67-22489 20H SOS 11 HC$ 3.00 MFS 0.65 a 
DEUTERON. 

N67—22990 20H SO5 11 HC$ 3.00 MFS 0.65 TWO NUCLEONS EMISSION PROCESS IN CHI-MESONS ABSORPTION. 

N67-22952 20H SOS 11 HCS 3.00 MFS 0.65 = 
INTERPRETATION OF ETA YIELD 3 PI AND K YIELO 2 PI BY THE r* 
MESO-STRUONG INTEKACTIONS. NUCLEON POTENTIAL n 
N67-22995 20H SOS LL HCS 3.00 MFS 0.65 SEPARABLE NON-LOCAL TWO-NUCLEON POTENTIAL FOR ODO-PARITY 

SPIN TRIPLET STATES. oce: 
FINAL STATE LAMBUA-NEUTKUN INTERACTIONS IN GAMMA PLUS D N67-22484 20H SOS 11 HCS 3.00 MFS 0.65 . 
VIELOS K PLUS PLUS LAMBDA PLUS N. si 
N67-23069 20H $05 11 HCS 3-00 MFS 0.65 NUCLEOTIDE st 

THE ROLE OF NUCLEOTIDE METABOLISM IN THE REPAIR OF RADIATION b> 
CALCULATION OF CEKTAIN CHARACTERISTICS OF EXTENDED AIR INJURY SEMIANNUAL PROGRESS REPORT, 1 OCT. 1966 - 1 APR. a 
SHOWERS LN THE LOWER PAKT OF THe ATMUSPHEKE FOR LARGE 1967. = 
FLUCTUATIONS UF THE ELEMCNTARY ACT. N67-23267 6R SOS 11 HCS 3.00 MFS 0.65 uh 
N67-23256 20H $05 Li HCS 3.00 MFS 0.65 SU 

NUMBER THEORY St 

NUCLEAR MAGNETIC RESUNANCE THE OLFFERENTIAL-DIFFERENCE EQUATION ALPHA XF*/X/ PLUS F/x- 1 
ANALYTICAL DEVELOPMENT #ORKK ON BIS- (PHENOXYPHENYL) ETHERS, 1/ EQUALS 0. Ac 
MIX @ P3 E. N67-22953 12A $05 11 HCS 3.00 MFS 0.65 
N67-22652 7L $05 11 HCS 3.00 MFS 0.65 UN 

NUMERICAL ANALYSIS su 

NUCLEAR PHYSICS NON-STATIONARY HEAT AND MASS TRANSFER. SE 
LOW-ENERGY BEHAVIORS OF THE T EQUALS O, S-WAVE, PI - PI N67-22041 20M SOS 11 HCS 3.00 MFS 0.65 oF 
SCATTERING PHASE SHIFT AND A PUSSIBLE SCALAR MESON NONET. a 
N67-22951 20H SO5 11 HC$ 3400 MFS 0.65 NUMERICAL TREATMENT OF NON-IDEAL MGO BASIC EQUATIONS. 

N67-22449 201 SO5 11 HC$ 3.00 MFS 0.65 uc 
TWO NUCLEONS EMISSION PRUCESS IN CHI-MESONS ABSORPTION. r 
N67-22952 20H SO5 LL HCS 3.00 MFS 0.65 ELDO FUTURE PROGRAM PRELIMINARY STUDY NO. 3-1. “PART 2 - AD 
NUMERICAL COMPUTATIONS FOR NONEQUILIBRIUM H2- O02 ROCKET 
ON THE FUNDAMENTAL CONCEPTS IN THt THEORY OF ELEMENTARY NOZZLE FLOW. OCEA 
PARTICLES. I - HISTORY OF THE TUMUNAGA THEURY OF FIELOS. N67-22902 21H SOS 11 HC$ 3.00 MFS 0.65 co 
N67-22954 20J S05 LL HCS 3.00 MFS 0.65 OF 
NUMERICAL ANALYSIS, ACCURACY AD 
ON THE FUNDAMENTAL CONCEPTS IN THE THEURY OF ELEMENTARY VARYING LENGTH FLOATING POINT ARITHMETIC A NECESSARY TOOL 
PARTICLES. If — PRESENT PKUGLEMS. FOR THE NUMERICAL ANALYST. ocea 
N67-22956 20H $05 11 HC$ 3.00 MF$ 0.65 AD-650 620 12A U67 12 HCS 3.00 MFS 0.65 Nai 

NUCLEAR POWERED VESSELS, MUVEL TESTS NUMERICAL INTEGRATION ” 
WAKE SURVEY FUR A PASSENGER-CAKGU VESSEL, NS SAVANNAH, INTEGRATION OF CONTROL EQUATIONS AND THE PROBLEM OF SMALL Ocea 
REPRESENTED BY MUDEL 4671. TIME CONSTANTS. SE: 
AD-650 597 135 U67 12 HCS 3.00 MFS 0.65 N67-21960 12A SO5 11 HCS 3.00 MFS 0.65 PHA 

NUCLEAR RADIATION SPECTRUMETERS, CRITICAL ASSEMBLIES A NEW LIE SERIES METHOD FOR THE NUMERICAL INTEGRATION OF oz 
DEVELOPMENT OF NEUTRON SPECTROMETRY FUR CRITICAL ASSEMBLIES. ORDINARY DIFFERENTIAL EQUATIONS, WITH AN APPLICATION TO THE 
LITRI-578P 31-1 180 N21 09 HC$ 3.00 MF$ 0.65 RESTRICTED PROBLEM OF THREE BODIES. oceat 

N67-23285 12A SOS Ll HC$ 3.00 MFS 0.65 ry 

NUCLEAR RADIATION SPECTRUMETERS, DESIGN SEs 
LINEAR-MOTIUN BENT-CRYSTAL GAMMA-RAY SPECTROMETER, NUMERICAL METHODS AND PROCEDURES, BOUNDARY VALUE PROBLEMS AD. 
IN-1025 180 N2L 09 HC$ 3.00 MFS 0.65 AN EXTENSION OF THE KANTOROVICH METHOD, 

AD-651 206 12A U67 12 HCS 3.00 MFS 0.65 OCEAN 

NUCLEAR REACTION nal 
INTERPRETATION OF (0, ALPHA) REACTIUNS ON FLUORINE 19 AND NUMERICAL METHODS AND PROCEDURES, LEAST SQUARES METHOD Pb- 
NITROGEN 15. ON THE NEWTON-RAPHSON METHOD. 

NO7-22861 20H SO5 1L HCS 3.00 MFS 0.65 PB-174 505 12A U67 12 HCS 3.00 MFS 0.65 OCEAN 
AN ANALYSIS OF QUASI-FREE ELECTRUN SCATTERING ON NUCLEI AND NYLON aa 
CALCULATLON OF THE ENERGY SPECTRA AND ANGLUAR CORRELATIONS EFFECT OF COMPOSITION, DENSITY» AND ENVIRONMENT ON THE 
OF THE C12/E,E*P/ BAL REACTION USING THE DISTORTED- WAVE ABLATIVE PERFORMANCE OF PHENOLIC NYLON. OCEAN 
IMPULSE APPROXIMATION. N67-23294 111 S05 11 HCS 3.00 MFS 0.65 CON 
N67-22927 20H SO5 LL HCS 3.00 MFS 0.65 OFF 
NYLON, PLASTICITY AD- 
ULTRAVIOLET CORRECTIONS FUR THE PROCESS E PLUS PLUS E MINUS PLASTIC FLOW RATES IN NYLON INTERPRETED IN TERMS OF 
YIELDS MU PLUS PLUS MU MINUS PLUS GAMMA ANDO THE VALIOITY DISLOCATION MOTION, OCEAN 
LIMIT OF THE BLOCH- NORDSIECK METHOD. AD-650 578 sll U67 12 HC$ 3.00 MFS 0.65 Nar 
N67—23022 20H $05 LL HCS 3.00 MFS 0.65 Pa- 
NYLON, TEXTILES 

NUCLEAR RESEARCH COMPARISON OF OLIVE GREEN AND CAMOUFLAGE PRINTED NOMEX NYLON OCEAN 
IMPROVING ECONOMY WITH THE USE OF STANDARDIZED, MOVABLE, IN- COVERALL CLOTH. DEE 
CELL BOXES, AND THE DECONTAMINATION OF THEIR EQUIPMENT AT AD-651 214 1LE U67 12 HCS 3.00 MFS 0.65 AD- 
THE CENTRAL DECONTAMINATION FACILITY. 

N67-22440 18F SOS LL HCS 3.00 MFS 0.65 N-HETEROCYCLIC COMPOUNDS, POLYMERS 
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LADVER PULYQUINOXAL INES, 
ao-650 707 


7D U6T 12 


UBLATENESS ; 
GRAVITATIONAL PERTURBATIONS UF BALLISTIC MISSILE 
TRAJECTORIES. Ve TIME OF FLIGHT OVER A SPHEROIVAL EARTH. 
No7-22719 166 $05 LL HCS 3.00 MFS 0.65 


OCEAN BOTTOM TOPOGRAPHY, PALIFIC ULEAN 
EXTENSIUN OF NORTHEASTERN-PACIFIC FRACTURE ZUNES, 
AD-650 660 6J U67 12 


OCEAN BUTTOM, ATLANTIC OCEAN 
UNITEO STATES NAVAL OCEANUGKAPHIC OFFICE MARINE GEOPHYSICAL 
SURVEY PROGRAM 1965-1967 NUKTH ATLANTIC OCEAN, NORWEGIAN 
SEA ANU MEDITERRANEAN StA, aktA 5 — VOLUME 6, OCEANOGRAPHIC 
STATIONS ANU VELUCITY PKUFILES. 
AD-650 861 oJ U67T 12 HCS 3.00 MFS 0.65 
OCEAN BOTTOM, CLAY MINERALS 
DEEP-SEA AUTHIGENIC CALLITE AND UULOMITE, 
AD-650 696 3G U67 1L2 


OCEAN BUTTUM, MANGANESE 
THE ORIGIN OF MANGANESE NUDULES UN THE OCEAN FLOOR, 
AD-650 647 8O U6T 12 


OCEAN BOTTOM, SEDIMENTARY RUCK 
PALAGONITE TUFFS (HYALOCLASTITES) AND THE PROOUCTS UF POST- 
ERUPTIVE PROCESSES, 
A0-650 648 8J U6T 12 


UCEAN CURRENTS,» MEASUKEMENT 
A COMPILATION OF MOURED CURKENT MLTEXR JoSERVATIONS. VOLUME 
il. 
AD-651 112 6 UOT 12 HCS 3.00 MFS 0.65 
UCEAN CURRENTS, OCEAN BUTTUM TUPUGKAPHY 
THE INFLUENCE OF VARIAULE VEPTH UN STEADY ZONAL BAROTROPIC 
FLOW, 
AD-650 646 eC U67? 12 
OCEAN WAVES» NAVAL VESSELS(COMGATANT) 
EVALUATING THE SEAKEEPING PLRFOKMANLE UF DE STKUYER-TYPE 
SHIPS, 
AD-650 750 13J Ue? 12 HCS 3.00 MFS 0.65 
OCEANOGRAPHIC DATA, ATLANTIC ULEAN 
UNITED STATES NAVAL OCEANJUGRAPHIC UFFICE MARINE GEOPHYSICAL 
SURVEY PRUGRAM, 1965-LY¥o7 NURTH ATLANTIC OCEAN, NORWEGIAN 
SEA AND MEDITERRANEAN SEAy AKtA 5 — VOLUME 5, GEOLOGY AND 
GEOPHYSICS. 
A0-650 460 6J U67 12 HCS 3.00 MFS 0.65 


UNITED STATES NAVAL OCEANUGRAPHIC UFFILE MARINE GEOPHYSICAL 
SURVEY PRUGRAM 1965-1967 NUKTH ATLANTIC UCEAN, NORWEGIAN 
SEA AND MEUVITERRANEAN SEA, ARCA 5 = VULUME Gy UCEANOGRAPHIC 
STATIONS ANU VELULITY PRUFILES. 

A0-650 461 oJ UOT 12 HCS 3.00 MFS 0.65 


UNITED STATES NAVAL OCEANUGRAPHIC UFFICE MARINE GEOPHYSICAL 
SURVEY PROGRAM, 1965-67 NUKTH ATLANTIC OCEAN, NORWEGIAN 
SEA AND MEDITERRANEAN SEAy AREA 5 ~ VOLUME Jy FIELO 
OPERATIONS. 
AD-650 4662 6J U67 12 HCS 3.90 MEFS 0.65 
UCEANOGKAPHIC ATLAS OF THt NORTH ATLANTIC OCEAN. SECTION VI. 
SOUND VELOCITY. 
AD-650 880 8J U6T 12 
OCEANOGRAPHIC VATA, BARIUM 
CONCENTRATIUN PROFILES UF BARIUM AND LEAD IN ATLANTIC WATERS 
OFF BERMUDA, 
A0-650 6063 8J U6T7 12 
OCEANOGRAPHIC DATA, HYORULJGY 
NATIONAL SCIENCE FOUNOATIUN SHIP SUPPUKT FOR 1964-65. 
Pb-174 523 BH U67 12 HCS 3.00 MFS 0.65 


QCEANOGRAPHIC DATA, SEA WATER 
SEA-WATER ENVIRUNMENT FUR THE MEL OLEAN PRESSURE LABORATORY, 
PHASE Il. SEA-WATER ACQUISITION, PRUCESSINGs ANUJ CONTROL OF 
PARAMETERS. 
AV-651 195 68J U6? 12 HCS 3.00 MFS 0.65 
OCEANOGRAPHIC EQUIPMENT, TEKRESTRIAL MAGNETISM 
A SYSTEM FOR THE MEASUKEMENT UF MAGNETIC MICROPULSATIONS AT 
SEA, 
Av-650 739 8N U6T 12 
OCEANOGRAPHIC VESSELS, OGLEANOLUGY 
NATIONAL SCIENCE FOUNDATION SHIP SUPPURT FUR 1964-65. 
PB-174 523 6H U67T 12 HCS 3.00 MFS 0.65 


OCEANGGRAPHY 
A METER TO MEASURE FREQUENCIES BELOW 1 KC/S. 
N67-23098 6C S05 1l HCS 3.00 MFS 0.65 


OCEANOLOGY, ATLANTIC OCEAN 
CONCENTRATION PRUFILES OF BAKIUM ANDO LEAD IN ATLANTIC WATERS 
OFF BERMUDA, 
AD-650 663 8J U67 12 

OCEANOLOGY, OCEANOGRAPHIC VESSELS 
NATIONAL SCIENCE FOUNDATIUN SHIP SUPPOKT FUR 1964-65. 
PB-174 523 6H U67T 12 HES 3.00 MFS 0.65 


OCEANOLOGY, PACIFIC OCEAN 
DEEP-SEA IRON DEPOSIT FRUM THE SOUTH PACIFIC, 
8G U67 12 


40-650 695 


SUBJECT INDEX 





OCEANOLOGY, REPORTS 
COMPILATION OF REPRINTS. 
A0-650 725 


8D U6T 12 


OCEANOLOGY, SAMPLERS 
INSTRUMENTS AND METHODS A LARGE WATER SAMPLER, RUPTURE- 
OISC TRIGGERED, FOR STUDIES OF DISSOLVED ORGANIC COMPOUNDS. 
A0-650 713 83 U6T 12 


OCEANS, CARBONATES 
CARBONATE CYCLE AND THE BUFFER MECHANISM OF RECENT OCEANS, 


AD-650 662 8) U6T 12 
OGO-A 
OGO-A MAGNETIC FIELD OBSERVATIONS. 
N67-22078 6N SOS 11 HCS 3.00 MFS 0.65 


HIGH ALTITUDE LIMITATION STUDY ADVANCED HORIZON SENSOR FOR 
OGO FINAL REPORT, 4 APR. - 15 JUL. 1966. 
N67-22257 17H SOS LL HCS 3.00 MFS 0.65 


OMNIDIRECTIONAL ANTENNAS, RADAR BEACONS 
EVALUATION OF ATCB6I-3 TRANSMITTER MODIFICATIONS AND OMNI 
ANTENNA, 
AD-650 834 171 U67 12 HCS 3.00 MFS 0.65 
ONE-DIMENSIONAL FLOW 
ON ONE-DIMENSIONAL FRICTIONLESS COMPRESSIBLE GAS FLOW WITH 
HEAT ADDITION AND AREA CHANGE UNDER PARTICULAR CONSIDERATION 
OF TRANSONIC REGIME. 
N67-22966 1A $05 11 HCS 3.00 MFS 0.65 
OPERATIONS RESEARCH, QUEUEING THEORY 
MAINTENANCE POLICIES AND DISCIPLINES IN MULTI-CHANNEL 
SYSTEMS AND MARKOVIAN MULTI-SERVICE TYPE SYSTEMS. 
AD-650 792 128 U67 12 HCS 3.00 MFS 0.65 


OPERATOR PERFORMANCE 
SOME CHARACTERISTICS OF THE HUMAN OPERATOR AND HIS 
MATHEMATICAL REPRESENTATION IN THE TRACKING R& 
N67-22718 SE $05 11 HCS 4.00 MFS 0.65 


OPERATORSIMATHEMATICS), HILBERT SPACE 
COMPUTATIONAL METHOOS FOR DETERMINING LOWER BOUNDS FOR 
EIGENVALUES OF OPERATORS IN HILBERT SPACE, 
AD-650 716 12A U6T 12 


OPERATORS(PERSONNEL), PERFORMANCE (HUMAN) 
RESPONSE TIMES IN DECISION-MAKING TASKS. 
40-650 908 SJ U67T 12 HCS 3.00 MFS 0.65 


OPTICAL EQUIPMENT, LASERS 
LASER DAMAGE A SELECTED LITERATURE SURVEY. 
AD-651 210 20E U67T 12 HCS 3.00 MFS 0.65 


OPTICAL INSTRUMENT 
HANDHELD SPACE SEXTANT OPERATING MANUAL. 
N67-22065 220 SOS 11 HCS 3.00 MFS 0.65 


OPTICAL MATERIALS, MAGNESIUM OXIDES 
DEVELOPMENT AND EVALUATION OF TRANSPARENT MAGNESIUM OXIDE. 
AD-650 621 118 U67 12 HCS 3.00 MFS 0.65 


OPTICAL RADAR 
OPTICAL RADAR MEASUREMENTS OF THE ATMOSPHERE. 
N67-219862 4A SO5 11 HCS 3.00 MFS 0.65 


OPTIMAL CONTROL 

STUDY OF OPTIMAL AND ADAPTIVE CONTROL THEORY FINAL REPORT, 

MAY 1964 — JUN. 1966. 

N67-22213 9C SOS 1 HCS 3.00 MFS 0.65 
NECESSARY CONDITIONS FOR OPTIMAL LUNAR TRAJECTORIES WITH 
DISCONTINUOUS STATE VARIABLES AND INTERMEDIATE POINT 
CONSTRAINTS. 
N67- 23335 22C SO5 11 HCS 3.00 MFS 0.65 
OPTIMIZATION 

THE THERMIONIC OIOODE AS DIRECT CONVERTERS OF HEAT INTO 

ELECTRICAL ENERGY. 

N67-23024 10A S$O5 11 HCS 3.00 MFS 0.65 
SYSTEM OPTIMIZATION FOR A LARGE INFORMATION COLLECTION 
SYSTEM SCIENTIFIC REPORT. 
N67-23273 90 SOS 11 HCS 3.00 MFS 0.65 
OPTIMIZATION, FUNCTIONS 

ON THE ASYMPTOTIC DIRECTIONS OF THE S-DIMENSIONAL OPTIMUM 

GRADIENT METHOD. 

A0-650 619 12A U6T 12 HCS 3.00 MFS 0.65 
ORBIT 

AN APPROACH TO THE PROBLEM OF OPTIMIZING ORBITAL MANEUVERS. 

N67-23271 22C SOS 11 HCS 3.00 MFS 0.65 


ORBIT EQUATION 
GEOMETRIC THEORY OF OPTIMUM DISORBIT PROBLEMS. 
N67-22778 22C SOS 11 HCS 3.00 MFS 0.65 


ORBIT PERTURBATION 
PERTURBATIONS OF AES ORBITS FROM TESSERAL HARMONICS OF 
GRAVITATIONAL POTENTIAL EXPANSION. 
N67-22299 22C SOS 11 HCS 3.00 MFS 0.65 


ORBITAL TRAJECTORIES, COMMUNICATION SATELLITES(ACTIVE) 
AN EXAMPLE OF THE ANALYSIS OF SATELLITE BUNCHING 
CHARACTERISTICS, 
AD-650 905 22C U67 12 HCS 3.00 MFS 0.65 


ORGANIC CHEMISTRY 
SOLVOLVYTIC REACTIONS IN THE STEROID FIELD. 








ORG-PAR 


N67-22997 7 $05 11 HCS 3.00 MFS 0.65 
ORGANIC MATERIALS» FILMS 
EFFECT UF AUSURBED WATEK UPUN THE SPREAVING OF GRGANIC 
LIQUIDS ON SOUA-LIME GLADSD. 
AD-651 056 Tu U6T 12 HCH 3.00 MFS 0.65 
ORGANIC NITROGEN CUMPOUNDS, FLUORIWATIUON 
LUW-TEMPERATURKE FLUOKINATIUN UF SCHIFF BASES,» 
AD-650 777 1C U67 12 


URGANIC OXYGEN COMPOUNUS, CHEMICAL KEACTIUNS 
THE REACTIUN OF CHLURU-T-—8UTYL HYLKUPERUXIDE WITH BASE, 
aQd-050 709 7c U6T 12 


ORGANIC PHUSPHURUS COMPOUNUS, SOLVENT EXTRACTIUN 
ETUDE DU SOLVANT PHUSPHATE TRIBUTYL IQUE 30 -DUDECANE (STUDY 
UF THE TRIBUTYL PHOSPHATE - 30 UOVECANE SULVENT, 
Pb-174 565 16J UoT 12 HCS 3.00 MFS 0.65 


ORGANIZATIONS, SOCIAL SLIEWES 
SYSTEM LINKAGES AMUNG AUMEN'S URGANIZATIUNS AN EXPLOKATORY 
STUDY UF MEMBERSHIP ANU LEAVERSHIP LINKAGES AMONG WOMEN'S 
FORMAL URGANIZATIONS IN «A LUCAL CUMMUNITY. 
AD-651 049 5K U67T 12 HCS 3.00 MFS 0.65 


OSCILLATING CYLINVEK 
GENERALISED AIRFUKLES UN A CYLINDRICAL SHELL OSCILLATING 
HARMONICALLY IN A UNIFUKM FLOW, 

NO7-22748 2UK $05 LL HCS 3.00 MFS 0.65 


USCILLATING WING 
A NOTE ON THE ESTIMATIUN UF THE EFFECT UF WIND TUNNEL WALLS 
UN THE FORCES OF SLUWLY USLILLATING SLENDER WINGS. 
N67T-22797 1A $05 Ll HCS 3.00 MFS 0.65 


OXIDE 
WEAR RATES UF METALS ANUD UXLUES IN 6O Dew AND 160 DEG F HIGH 
PURITY WATER. 
N67-22416 loJ $05 LL HCS 3.00 MFS 0.65 
OXLVIZER 
RLLOA-3-3 RUCKET ENGINE JXIDIZER PUMP DEVELOPMENT PROGRAM, 
AUGUST 1965 - JUNE 1960. 
N67-23274 Zi $05 11 HCS 3.400 MFS 0.65 


UXLUOREVUCTASES, RESPIRATORY SYSTEM 
EFFECT UF HYPEKBAKIC UAYSENATIUN IN VITRO UN MAMMALIAN 
RESPIRATURY CHAIN-LINKEU ULAYURUGENASES, 
Av-650 785 6A UsT 12 


UXIMES, CHEMICAL PRUPERTIES 
ARYLGLYUXYLONITKILe OXIME P-TOLUENC SULFONATES AND RELATED N- 
HALIMINES.» PKEPAKATIUN AND KEARKANGEMENT, 
AVv-650 7/76 7c U67 12 


OXYGEN BREATHING 
THE INFLUENCE OF ALTITUVLE UN THE ANAERUDIC AND AEROBIC 
CAPACITIES UF MEN IN WORK FINAL SCIENTIFIC REPORT. 
N67-23252 6S $05 LL HCS 3.00 MFS 0.65 


UXYGEN, CUMBUSTION PROUULT»> 
THERMODYNAMIC AND CUOMPUSITIUN VATA FUK CUNSTANT-VOLUME 
COMBUSTIUN UF STOICHIUMETKIC MIXIUKES UF HYOROGEN-OXYGEN 
VILUTED WITH HELIUM UK HYUKUGLN, 
AD-455 747 Zlp UOT 12 HCS 3.00 MFS 0.65 


UXYGEN, ELECTRON BOMBARDMENT 
MOMENTUM TKANSFERK ANU INELASTIC COLLISION CROSS SECTIUNS FOR 
ELECTRUNS IN Uds CO AND LU2. 
Av-650 751 “LU U6T 12 

UXYGENs NONEQUILIBRIUM FLUW 
AN EXPERIMENTAL INVESTIGATIUN UF NUNEQUILI6RIUM CORNER 
EXPANSIUN FLOWS UF DISSOLIATED UXYGEN,s 
AU-651 141 200 UVoT 12 HCS 3.00 MFS 0.65 


OXYGEN, OLEANULUGY 
DEUTERIUM ANU OXYGEN Lo VAKIATIUNS IN THE OCEAN AND THE 
MARINE ATMUSPHERE, 
AU-650 965 BL U6T 12 

OXYGEN, TOXICITY 
EFFECT UF HYPERBARIC UXYotENATIUN IN VITRU UN MAMMALIAN 
RESPIRATORY CHAIN-LINKEU VEHYURUGENASES, 
A0-650 785 6A Vol 12 


PACIFIC GLEAN, CALCIVE 
DEEP-SEA AUTHIGENIC CALCITe ANU UULUMITE, 


AD-650 696 86 U6T 12 

CALC ITt RATES UF UISSULUTIUN IN A VERTICAL PROFILE IN THE 
CENTRAL PACIFIC, 

AU-65uU 964 sJ U67 12 


PACIFIC OCEAN, UCEAN BUTTUM TUPUGRAPHY 
EXTENSION UF NORTHEASTERN-PALIFIC FRACTURE ZONES, 
AD-650 660 by U6T 12 


PACKAGING 
PACKAGING DISASSEMBLED FUEL ELEMENTS AND RAUVIUACTIVE WASTE 
iN THE HOT CELLS AT THE KEKNFURKSCHUNGSANLAUE, JUELICH. 


N67-23006 1866 $05 11 HCS 3.00 MFS 0.65 
PAINT 

TEMPERATUKE LIMITATIONS OF POLYMEKIC MATERIALS» PART 5 - 

FILMS. 

NO7-22717 Lic $05 11 HCS 3.00 MFS 0.65 


PAINT REMOVERS, HYOKUGEN EMGKITTLEMENT 
STULY OF SOLUTION DEOXYGENATIUN AND SPECIMEN PRETREATMENT 


“4 





SUBJECT INDEX 


TECHNIQUES FOR USE IN THE HYDROGEN PERMEATION APPARATUS, 
AD-651 211 LLF U67 12 HCS 3.00 MFS 0.65 


PAINTS, AEROSOLS 
IDENTIFICATION OF AEROSOL PROPELLANTS IN PAINT PRODUCTS BY 
GAS-LIQUID CHROMATOGRAPHY. 
AD-650 642 11C U67 L2 HCS 3.00 MFS 0.65 


PAIR PRODUCTION a 
BARYON-ANTIBARYON PAIR PROOWCTION IN A QUARK MODEL. 
N67-22938 20H SO5 11 HCS 3.00 MFS 0.65 
PANELS(STRUCTURAL), DESIGN 
MINIMUM WEIGHT DESIGN OF STRUCTURES. 
A0-651 139 13M U67T 12 HCS 3.00 MFS 0.65 


PANELS(STRUCTURAL), TEST METHODS 
MEASURING SURFACE IRREGULARITIES IN PANEL PROOUCTS. 
AD-651 125 LiL U67 12 HCS 3.00 MFS 0.65 


PAPER INDUSTRY, INDUSTRIAL EQUIPMENT 
EQUIPMENT FOR THE PULP AND PAPER INDUSTRY IN SWEDEN. 
PB-174 546 5C U67 12 HCS 3.00 MFS 0.65 


PAPER INDUSTRY, WEST GERMANY 

MACHINERY,» COMPONENTS AND ACCESSORIES FOR PULP AND PAPER 

PRODUCTION AND PAPER CONVERTING IN THE FEDERAL REPUBLIC OF 

WEST GERMANY. 

P6-174 550 5C U67 12 HC$S 3.00 MFS 0.65 
PAPER, OPTICAL PROPERTIES 

DETERMINING SCATTERING AND ABSORPTION COEFFICIENTS BY 

OLFFUSE ILLUMINATION. 

AO-651 127 LLL U67 12 HCS 3.00 MFS 0.65 
PARACHUTES, SYMPOSIA 

SYMPOSIUM ON PARACHUTE TECHNOLOGY AND EVALUATION, 

PROCEEDINGS. VOLUME I. 

A0-452 430 1c U67 12 HCS 3.00 
SYMPOSIUM ON PARACHUTE TECHNOLOGY AND EVALUATION, 
PROCEEDINGS. VOLUME II. 
AD-452 431 ic U67 12 HCS 3.00 
PARAMAGNETIC RESONANCE, SPECTROMETERS 

A SIMPLE EPR SPECTROMETER, 

AD-651 0863 7D U67 12 HCS 3.00 MFS 0.65 
PARITY 

ISOTOPIC SPIN ANALYSIS OF POSSIBLE CP VIOLATING EFFECTS IN K 

VIELO 3 PI. 

N67~22464 20H SOS 11 HCS 3.00 MFS 0.65 
SEPARABLE NON-LOCAL TWO-NUCLEON POTENTIAL FOR OOD-PARITY 
SPIN TRIPLET STATES. 
N67-22484 20H SOS 11 HCS 3.00 MFS 0.65 
THE USE OF A PARITY BIT IN A TELEMETRY SYSTEM. 
N67-228677 9F SOS 11 HCS 3.00 MFS 0.65 


PARTIAL PRESSURE 
SYNTHESIS UF HIGHER ORDER HYDROCARBONS ON HOT TUNGSTEN 
FILAMENTS. 
N67-22869 70 SOS 11 HCS 3.00 MFS 0.65 
PARTICLE ACCELERATOR 
THE MICROTRON - THEORY AND PRINCIPAL ELEMENTS OF THE 
PROJECT. 
N67-23016 20G SO5 11 HCS$ 3.00 MFS 0.65 
PARTICLE ACCELERATORS, MAGNETS 
ENERGY-ANALYZING SYSTEM FOR THE ARGONNE 60-INCH CYCLOTRON, 
ANL~-7251 206 N21 09 HCS 3.00 MFS 0.65 


PARTICLE CHARGING 

INVESTIGATION OF KILOVOLT ION SPUTTERING QUARTERLY PROGRESS 

REPORT, NOV. 1966 - JAN. 1967. 

N67-22064 20H SO5 11 HCS 3.00 MFS 0.65 
PARTICLE DECAY 

ISOTOPIC SPIN ANALYSIS OF POSSIBLE CP VIOLATING EFFECTS IN K 

VIELO 3 Pl. 

N671-22464 20H SOS 11 HCS 3.00 MFS 0.65 
ON NONLEPTONIC DECAYS — INTERRELATION AMONG VARIOUS TYPES OF 
EFFECTIVE WEAK INTERACTIONS. 
N67-22475 18H SO5 11 HCS 3.00 MFS 0.65 
INTERPRETATION OF ETA YIELO 3 PI ANO K VIELO 2 PI BY THE 
MESO-STRONG INTERACTIONS. 
N67-22995 20H SO5 11 HCS 3.00 MFS 0.65 
A QUARK MODEL FOR PARITY VIOLATING NON LEPTONIC DECAYS. 
N67~-23067 20H SOS 11 HCS 3.00 MFS 0.65 


NUCLEAR MATRIX ELEMENTS OF FIRST FORBIDDEN BETA TRANSITIONS 
IN THE NILSSON MODEL. 
N67-233886 20H SO5 11 HCS 3.00 MFS 0.45 
PARTICLE MOTION 

FEASIBILITY STUDY OF A METEOROIO COMPOSITION ANALYZER 

SPECTROGRAPHIC SYSTEM FINAL REPORT. 

N67-23325 20F SO5 11 HCS 3.00 MFS 0.65 


PARTICLE PRODUCTION 
PROOUCTION OF ETA AND THE DEPHASING ANALYSIS OF THE PI- 
NUCLEON DIFFUSION. 
N67-22939 20H SOS 11 HCS 3.00 MFS 0.65 
HYPERON-NUCLEON INTERACTIONS AND ASSOCIATE PRODUCTION ON THE 
OEUTERON. 
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SUBJECT 


20H $05 11 HCS 3.00 MFS 0.65 


N67-22990 


PARTICLE THEORY 
STRESS TENSOR ANU THE 2PLUS MESONS. 
N67-23386 20H SO5 Ll HCS 3.00 MFS 0.65 


PASSENGER VEHICLES, DESIGN 
PHASE V - FIELO TESTING ANU TKUCK CONTRACT Z 401. 
PB-174 538 13F UoT 12 HC$ 3.00 MFS 0.65 


TESTS CONDUCTED ON THE WABCU TRANSIT TRUCK. 
PB-174 539 13F U6T 12 HCS 3.00 MFS 0.65 


PASSENGER VEHICLES, TRAFFIC 
THE RELATIONSHIP BETWEEN THE DENSITY AND OCCUPANCY CONCEPTS, 
PB-1L74 461 L3F U67T 12 HCS 3.00 MFS 0.65 


PASTEURELLA PESTIS» ANTIGEN-ANTIBUUY KEACTIONS 
SERULOGICAL INTERRELATIUNSHIPS BETWEEN THE PLAGUE MICROBE 
ANO BACTERIA GF THE INTESTINAL GROUP, 
AD-651 197 6M U67 12 HC$ 3.00 MFS 0.65 


PASTEURELLA PESTIS, DISEASE VECTURKS 
OBSERVATIONS ON THE ROLE OF THE KEACTIVITY OF GREAT GERBILS 
TO Pe PESTIS DURING THE JEVELUPMENT OF THE EPIZOOTOLOGICAL 
PROCESS. IV. EXPERIENCE IN USING THE PASSIVE 
HEMAGGLUTINATION REACTIUN IN A STUDY UF THE NATURAL PLAGUE 
FOCUS IN THE MUYUN KUM, 
AD-650 891 6C U6T 12 HC$ 3.00 MFS 0.65 

PASTEURELLA PESTIS, GROWTH 
CONTRIBUTIONS TO A STUDY UF THE RELATIONS 9F SOME TYPES OF 
P. PESTIS IN MIXED CULTURES, 
A0-650 893 6M U67T 12 HC$ 3.00 MFS 0.65 

PASTEURELLA PESTIS, RESISTANCE (BIULUGICAL) 

HEREDITARY TRANSMISSIUN UF PLAGUE RESISTANCE IN PALLASIOMYS 
MERLOANUS» 
A0-650 689 6C U6T 12 HC$ 3.00 MFS 0.65 

PASTEURELLA PESTIS» VACCINES 
THE USE OF HIGUCHI-SMITH MEVIUM FUR IMPROVING THE 
IMMUNOGENIC PROPERTIES OF PLAGUE VACCINE STRAINS» 

AD-651 168 6M U6T 12 HCS 3.00 MFS 0.65 


PASTEURELLA PESTIS, VIABILITY 
METHODICAL BASES FOR THE STUvY UF THe BIOLOGICAL PROPERTIES 
OF THE PLAGUE CAUSATIVE AGENT, 
AD-650 892 6M U67T 12 HCS 3.00 MFS 0.65 
OBSERVATIONS ON THE VARIABILITY UF THE PLAGUE BACILLUS IN 
THE FLEAS. II. PASSAGE OF THE AVIRULENT SUSCULTURE 610-A 
THROUGH FLEAS AND PREGNANT GUINEA PIGSs 
AD-651 196 6M U67T 12 HCS 3.00 MFS 0.65 


PASTEURELLA PSEUDOTUGERCULOSIS, BACTERIUPHAGES 
MATERIALS CONCERNING THE BIOLOGY UF THE PSEUDOTUBERCULOSIS 
BACTERIOPHAGE, 
AD-651 198 6M U67T 12 HCS 3.00 MFS 0.65 
PASTEURELLA TULARENSIS, VACCINES 
AN EXPERIMENTAL STUDY UF SIMULTANEOUS VACCINATION AGAINST 
TULAREMIA AND TUGERCULUSIS, 
AD-650 894 6E U67 12 HCS 3.00 MFS 0.65 
PASTEURELLA TULARENSIS, VIABILITY 
CONTRIBUTIONS TO THE STUUY OF F. TULAKENSIS STRAINS ISOLATED 
IN SQUTHEKN EUROPE, 
AD-651 1386 6M U67T 12 HCS 3.00 MFS 0.65 
PASTEURELLA» VACCINES 
CONCERNING THE VARIABILITY UF THE PLAGUE VACCINE STRAIN EV, 
AD-651 135 6M U67 12 HCS 3.00 MFS 0.65 


PATTERN RECOGNITION, COMPUTER STORAGE DEVICES 
PATTERN RECOGNITION BY USING AN ASSOCIATIVE MEMORY. 
A0-650 967 6D U67 12 


PAVEMENTS, HEATING 
DEVELOPMENT OF A PAVEMENT HEATING SYSTEM TO REMOVE SNOW FROM 
AIRPORT RUNWAY INSET LIGHTS. 
AD-650 907 1E U67 12 HC$ 3.00 MFS 0.65 
PAVEMENTS, ICE FORMATION INDICATORS 
PAVEMENT ICING WARNING SYSTEMS LABORATORY EVALUATION OF 
ECONOLITE ANDO NELSON PROTOTYPE UEVICES, 
PB-174 482 136 U67 12 HCS 3.00 MFS 0.65 


PAYLOAD 
BLACK BRANT ROCKET AAI 1-11 LAUNCHED AT CHURCHILL RESEARCH 
RANGE 21 APRIL 1965. 
N67-22944 164 SOS LL HC$S 3.00 MFS 0.65 
PENETRATION ’ 
PENETRATLON OF DROPS INTO HIGH-VELOCITY AIRSTREAMS. ° 
No7-22839 200 S05 LL HCS 3.00 MFS 0.65 


PERCMLORIC ACID 
PERCHLORLC ACID FLAMES. PART IV - METHANE-RICH FLAMES. 
N67~22706 218 SOS LL HCS 3.00 MFS 0.65 


PERCHLORLC ACID FLAMES. PART V — ETHYLENE- RICH FLAMES. 
N67-23126 218 SOS LL HCS 3.00 MFS 0.65 


PERFECT GAS 
WON-IDEAL DETONATION WITH CONSTANT LATERAL EXPANSION. 
N67~23072 216 SOS Ll HCS 3.00 MFS 0.65 


PERFORMANCE CHARACTERISTICS 
A COMPARLSON OF FLULD DIODES. 


N67-23071 13G SO5 LL HCS 3.00 MFS 0.65 





INOEX PAR-PHO 


PERFORMANCE PREDICTION 
CUT-OFF CHARACTERISTICS OF A CYLINORICAL MAGNETRON. 
N67-23088 9A SOS 11 HCS 3.00 MFS 0.65 


PERFORMANCE (HUMAN), ARCTIC REGIONS 
A LITERATURE SURVEY OF HUMAN PERFORMANCE UNDER ARCTIC 
ENVIRONMENT, 
AD-63 045 SE U67 12 HCS 3.00 MFS 0.65 
PERFORMANCE (HUMAN), NAVAL PERSONNEL 
SYMPOSIUM ON HUMAN PERFORMANCE QUANTIFICATION IN SYSTEMS 
EFFECTIVENESS, JANUARY 17-18, 1967, WASHINGTON, D. C. 
(PROCEEDINGS). 
A0-650 791 5J U67 12 HCS 3.00 MFS 0.65 
PERFORMANCE( HUMAN), SCIENTIFIC RESEARCH 
HUMRRO RESEARCH ON HUMAN PERFORMANCE, 
AD-651 045 SI U67 12 HCS 3.00 MFS 0.65 


PERISCOPES. FIBER OPTICS 
STUDY OF DETERMINE DESIGN CRITERIA FOR A STEREO FIBER OPTIC 
PERISCOPE FOR AIRCRAFT APPLICATION. 
AD-651 060 1C U67 12 HCS 3.00 MFS 0.65 


PEROXIDES, CHEMICAL REACTIONS 
THE REACTION OF CHLORO-T-BUTYL HYOROPEROXIDE WITH BASE, 
A0-650 709 7C U6T 12 


PERSONNEL MANAGEMENT, DEPARTMENT OF DEFENSE 
AN APPROACH TO ESTIMATING THE COST OF THE PROPOSAL TO RAISE 
ALLOWANCES OF HIGH-GRADE POSITIONS FOR DOD LABORATORIES. 
AD-650 666 SI U67 12 HCS 3.00 MFS 0.65 


PERSONNEL MANAGEMENT, OPTIMIZATION 
THEORETICAL ANALYSIS OF IMPACT ON OPERATIONAL EFFECTIVENESS 
BY CONTROL OF HIGH GRADES, AVERAGE SALARY AND MANPOWER 
SPACES. 
AD-650 667 SI U67 12 HCS 3.00 MFS 0.65 
PERSONNEL MANAGEMENT, PROFESSIONAL PERSONNEL 
RELATION OF THE IDEA FLOW STUDY TO OTHER RESEARCH ON R AND D 
ORGANIZATION, 
PB-174 522 SI U67 12 HCS 3.00 MFS 0.65 
PERT PROJECT 
NETWORK PLANNING-SCANS/CPM/PERT/RAMPS. BIBLIOGRAPHY. 
N67-22969 128 SOS 11 HCS 3.00 MFS 0.65 


PERTURBATION 
A METHOD OF ASYMPTOTIC EXPANSIONS FOR SINGULAR PERTURBATION 
PROBLEMS WITH APPLICATION IN VISCOUS FLOW. 
N67-22867 200 SOS 11 HCS 3.00 MFS 0.65 


PERTURBATION THEORY 
ANALYTICAL PERTURBATION THEORY IN RELATION TO THE THREE 
BODIES PROBLEM APPLYING THE REGULATING VARIABLES. 
N67-22100 38 SOS 11 HCS 3.00 MFS 0.65 


THE INTERACTION BETWEEN CONTROL ROOS AS ESTIMATED BY SECOND- 
ORDER ONE-GROUP PERTURBATION THEORY. 


N67-22904 181 SOS 11 HCS 3.00 MFS 0.65 

PERTURBATION OF RESONANCE STATES ANDO ENERGY SHIFT IN MIRROR 

NUCLEI. 

N67-23389 20H SOS LL HCS 3.00 MFS 0.65 
PETROLOGY 

ANTARCTICA COMMISSION REPORTS 1963. . 

N67-22341 8G $05 11 HCS 3.00 MFS 0.65 
PHASE LOCK 

SOME REMARKS ON THE PHASE-LOCK LOOP. 

N67-22495 9€ SOS 11 HCS 3.00 MFS 0.65 


PHASE SHIFT 
LOW-ENERGY BEHAVIORS OF THE T EQUALS Oy S-WAVE, PI - PI 
SCATTERING PHASE SHIFT AND A POSSIBLE SCALAR MESON NONET. 
N67~-22951 OH SOS 11 HCS 3.00 MFS 0.65 


PHASE SHIFT, SYNCHROS 
THE DESIGN ANDO TESTING OF A UHF PHASE SHIFT RESOLVER. 
AD-651 006 9C U6T 12 HCS 3.00 MFS 0.65 


PHENOL RESIN 
EFFECT OF COMPOSITION, DENSITY, AND ENVIRONMENT ON THE 
ABLATIVE PERFORMANCE OF PHENOLIC NYLON. 
N67-23294 1LI SOS 11 HCS 3.00 MFS 0.65 


PHONONS, ALUMINUM 
PHONON AND ELECTRON DRAG COEFFICIENTS IN SINGLE-CRYSTAL 
ALUMINUM. 
AD-650 612 20A U6T 12 

PHOSPHOLIPIDS, SURFACE-ACTIVE SUBSTANCES 
SURFACE BEHAVIOR OF INDIVIDUAL LIPIDS SIMILAR TO 
CONSTITUENTS OF PULMONARY SURFACTANT. 
A0-651 001 6A U6T 12 HCS 3.00 MFS 0.65 


PHOSPHORESCENCE, QUENCHING( INHIBITION) 
OXYGEN QUENCHING OF ACRIFLAVINE PHOSPHORESCENCE. 
AD-650 688 TE U67 12 


THE PHOTO-REACTIVITY OF AROMATIC SUBSTANCES WITH OXYGEN, 
A0-650 689 TE U67 12 


PHOTOCHEMISTRY, POLYCYCLIC COMPOUNDS 
REVERSIBLE PHOTOCHEMICAL DIMERIZATION OF ACENAPHTHYLENe. t- 
THE REACTION IN LIQUID SOLUTIONS, 
A0-650 759 7E UST 12 
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REVERSITGLE PHOTOCHEMICAL DIMEKIZATIUN OF ALENAPHTHYLENE. 
THE REACTIUN IN THE MULTEN AND CRYSTALLINE PHASE, 
AD-650 760 7E U67 12 


PHOTOGRAPHIC RECORDING 
AIRBORNE ANDO MISSILE BORNE CAMERAS VEVELOPEU BY WEAPONS 
RESEARCH ESTABLISHMENT. 
N67-22936 14E SO5 LL HCS 3.00 MFS 0.65 
PHOTOGRAPHIC RECORUING SYSTEMS, AIRPORT RADAR SYSTEMS 
EVALUATION OF THE ASR VIVEO PHOTOGRAPHIC KECORDING 
TECHNIQUE. 
AD-650 637 A71 U6? 12 HC$S 3.00 MFS 0.65 
PHOTON BEAM 
RADIANT INTENSITY DETERMINATION OF PULSED PHOTON BEAMS BY 
PULSE-HELGHT MEASUKEMENTS. 
N67T-22973 20H S$O5 Li HCS 3.00 MFS 0.65 
PHOTON BOMBARDMENT, ATTENUATION 
GAMMA-RAY TRANSMISSION THRUUGH FINITE SLABS, 
AD-8200 isf U67 12 HCH 3.00 


PHOTONS, TRANSPORT PRUPERTIES 
SYMPOSIUM ON INTERDISCIPLINARY ASPECTS OF RADIATIVE ENERGY 
TRANSFER. 
AD-651 048 20F U67T 12 HCS 3.00 MFS 0.65 
PHOTONUCLEAR REACTIONS, 61SMUTH 
NEUTRON SPECTRA FRUM MUNOENERGETIC PHOTONS ON BISMUTH. 
AD-651 ili 20H U6T 12 HCS 3.00 MFS 0.65 


PHOTOPROOUCT ION 
SUPERCONVERGENCE IN PIUN PHUTOPRKOUUCTION. 
N67-23381 20H SOS LL HCS 3.00 MFS 0.65 
PHYSICAL CHEMISTRY 
ACIOLTY OF CYCLOHEXANECAKBUXYLIC ACIOS» CYCLOHEXYLAMINES AND 
RELATED COMPOUNDS. 
N67-23014 7C $05 11 HCS 3.00 MFS 0.65 
A PHYSICO-CHEMICAL ANALYTIC METHOD FOR THE TESTING OF 
REACTOR MATERIALS AND NUCLEAR FUEL. 
N67-23031 16J $05 11 HCS 3.00 MFS 0.65 
PHYSICAL CHEMISTRY, ADSORPTION 
DETERMINATION OF THE SURFACE AREAS OF SELECTED SOLIDS. 
AD-651 102 70 U67 12 HCS 3.00 MFS 0.65 


PHYSICAL PROPERTY 

NEON - ITS PHYSICAL ANU PHYSICAL-CHEMICAL PROPERTIES - A 

BIBLIOGRAPHY. 

N67-22940 76 $05 11 HCS 3.00 MFS 0.65 
PHYSICS 

RESEARCH LABORATORY OF ELECTRUNICS QUAKTERLY PROGRESS REPORT 

NO. 84. 

N67-22641 201 $05 Li HCS 3.00 MFS 0.65 
FIFTY YEARS OF QUANTUM THEORY. 
N67-23062 20) $05 LL HCS 3.00 MFS 0.65 
PHYSIOLOGICAL ACCELERATIUN 

KINEMATICS NOMENCLATURE FUR PHYSIOLOGICAL ACCELERATIONS WITH 

SPECIAL REFERENCE TO VESTIBULAR APPLICATIONS. 

N67~- 23331 6S S$O5 11 HCS 3.00 MFS 0.65 
PHYSIOLOGICAL FACTOR 

SOME CHARACTERISTICS OF THE HUMAN OPERATOR AND HIS 

MATHEMATICAL REPKESENTATIUN IN THE TRACKING ROLE. 

No7-22718 5— SO5 LL HCS 3.00 MFS 0.65 


SPACE-CABIN ATMOSPHERES. PART LILI - PHYSIOLOGICAL FACTORS OF 
INERT GASES. 
N67-22878 6K $05 11 HCS 3.00 MFS 0.65 
PHYSIOLOGICAL RESPONSE 

BIO-THERMAL RESPONSES [O VARIED WORK PROGRAMS IN MEN KEPT 

THERMALLY NEUTRAL BY WATER COOLED CLOTHING. 

NO7-22151 6S S05 1L HCS 3.00 MFS 0.65 
PH, SEA WATER 

COMP ILATLON OF REPRINTS. 

AD-650 725 6D U67 12 
PIEZOELECTRIC CRYSTALS, IMPACT SHOCK 

IMPACT SHOCK ON PIEZOELECTRIC CERAMICS. 

AD-651 100 116 U6? 12 HCS 3.00 MFS 0.65 
PILOT PERFORMANCE 

RECENT RESEARCH DIRECTED TOWARD THE PREDICTION OF LATERAL- 

DIRECTIONAL HANDLING QUALITIES. 

NO7-23242 10 S05 11 HC$ 3.00 MFS 0.65 
PILOTS, PSYCHOMOTOR TESTS 

MONITORING PSYCHOMOTOR KESPONSE TO STRESS 68Y EVOKED AUDITORY 

RESPONSES, 

a0-471 660 5J U6T 12 HCS 3.00 MFS 0.65 
PION 

LOW-ENERGY BEHAVIORS OF THE T EQUALS O» S-WAVE, PI - PI 

SCATTERING PHASE SHIFT AND A POSSIBLE SCALAR MESON NONET. 

N67-22951 20H S$O5 LL HCS 3.00 MFS 0.65 


TWO NUCLEONS EMISSION PROCESS IN CHI-MESONS ABSORPTION. 
N67-22952 20H S$O5 11 HCS 3.00 MFS 0.65 


IT EQUALS J EQUALS O DIPION STATE WITH A COD POLE. 
N67-23005 20H SOS 11 HCS 3.00 MFS 0.65 


EXPERIMENTAL RESULTS OF THE STUDY OF NUCLEAR STRUCTURE BY 


SUBJECT INDEX 


















MEANS OF PIONS. 


N67~-23025 206 SOS 11 HCS 3.00 MFS 0.65 
SUPERCONVERGENCE IN PION PHOTOPRODUCTION. 
N67-23381 20H SOS 11 HCS 3.00 MFS 0.65 
PIPES, RUPTURE 
INVESTIGATION OF THE INITIATION AND EXTENT OF DUCTILE PIPE 
RUPTURE. 
6MI-1793 161 N21 09 HCS 3.00 MFS 0.65 
PITCH CONTROL 
FLIGHT EXPERIENCE OF RATE DEMAND CONTROL USING ELECTRIC 
SIGNALLING IN THE AVRO 707 C AIRCRAFT. 
N67-23246 10 SOS 11 HCS 3.00 MFS 0.65 


PITCHING MOMENT 
THE FORCES ON A COMPRESSION SURFACE BASED ON AN 
AXISYMMETRICAL CONICAL FLOW FIELD. 
N67-22709 1A SOS 11 HCS 3.00 MFS 0.65 
PLAN POSITION INDICATORS, AIR TRAFFIC CONTROL SYSTEMS 
ALPHA NUMERIC SYMBOL GENERATION EQUIPMENT. 
AD-650 665 17G U67 12 HCS 3.00 MFS 0.65 


HUMAN FACTORS EVALUATION OF A LARGE SCREEN RADAR DISPLAY. 
AD-651 033 17G U67 12 HCS 3.00 MFS 0.65 


PLANETARY ATMOSPHERE 
THE STRUCTURE OF AN ATMOSPHERE FROM ON-BOARD MEASUREMENTS OF 
PRESSURE, TEMPERATURE, AND ACCELERATION. 
N67-23302 36 SOS 11 HCS 3.00 MFS 0.65 
PLANETARY ENTRY 
LONGITUDINAL AERODYNAMIC CHARACTERISTICS OF SEVERAL HIGH- 
DRAG BODIES AT MACH NUMBERS FROM 1.50 TO 4.63. 
N67-23295 1A SOS 11 HCS 3.00 MFS 0.65 
PLANKTON, ANTIBIOTICS 
INTERRELATION OF PHYTOPLANKTON AND SAPROPHYTE BACTERIA IN A 
RESERVOIR, 
A0-650 605 8H U6T 12 HCS 3.00 MFS 0.65 
PLANKTON, DECOMPOSITION 
NUTRIENT REGENERATION FROM PHYTOPLANKTON DECOMPOSING IN SEA 
WATER. 
40-650 649 8) U6T 12 
PLANKTON, PACIFIC OCEAN 
NET ZOOPLANKTON DATA FROM THE NORTHEAST PACIFIC OCEAN 
COLUMBIA RIVER EFFLUENT AREA, 1961, 1962. 
A0-651 O75 6A W6T 12 HCS 3.00 MFS 0.65 
PLANTS(BOTANY), RADIOBIOLOGY 
SOLUBILIZATION METHOD FOR CENTI-GRAM TQ KILO-GRAM PLANT 
SAMPLES, 
UCLA-12-613 6R N21 09 HCS 3.00 MFS 0.65 
PLASMA 
NINETEEN-SIXTY~SIX SESSION OF THE GODDARD SUMMER WORKSHOP 
FINAL REPORT. 
N6T-22741 4A SO5 11 HCS 3.00 MFS 0.65 
PLASMA ARC 
RADIOMETRY RESEARCH. 
N67-22141 148 SOS Li HCS 3.00 MFS 0.65 
PLASMA DECAY 
SEPARATION OF MATTER AND ANTIMATTER. 
N67-22498 36 SOS 11 HCS 3.00 MFS 0.65 
PLASMA DIFFUSION 
MEASUREMENTS OF THE DIFFUSION RATE OF A WEAKLY IONIZED 
PLASMA TRANSVERSE TO A MAGNETIC FIELD. 
N67-23078 201 SOS LL HCS 3.00 MFS 0.65 


PLASMA DYNAMICS 
RESEARCH LABORATORY OF ELECTRONICS QUARTERLY PROGRESS REPORT 
NO. 64. 
N67-22641 201 SOS 11 HCS 3.00 MFS 0.65 
PLASMA ENGINES, SYMPOSIA 
AFOSR CONTRACTORS* MEETING ON ION AND PLASMA PROPULSION 
RESEARCH (1OTH), APRIL 3-5, 1967, SAN DIEGO, CALIFORNIA. 
A0-651 149 21C U67 12 HCS 3.00 MFS 0.65 


PLASMA FLOW 
GASDYNAMIC METHOOS IN MAGNETOHYDROOYNAMICS FINAL REPORT, 1 
JAN. 1963 - 31 DEC. 1966. 
N67~23120 201 SOS 11 HCS 3.00 MFS 0.65 
PLASMA GENERATORS, ENERGY CONVERSION 
L* ELECTROHYDRODYNAM I QUE UN PROGEDE DE CONVERSION DIRECTE 
O* ENERGIE A HAUTE TENSION (ELECTROHYDROOYNAMICS A HIGH- 
TENSION DIRECT ENERGY CONVERSION PROCESS). 
P6-174 575 10A U67 12 HCS 3.00 MFS 0.65 


PLASMA INSTABILITY 
VELOCITY SPACE INSTABILITIES IN A TOROIOAL GEOMETRY. 
N67-22905 201 SOS LL HCS 3.00 MFS 0.05 


PARTICLE ASPECT ANALYSES OF ELECTROMAGNETIC AND 
ELECTROSTATIC INSTABILITIES DOVE TO ANISOTROPIC VELOCITY 
OISTRIBUTIONS. 
N67~22964 201 SOS 11 HCS 3.00 MFS 0.65 
PLASMA MEDIUM, BREMSSTRAHLUNG 
CALCULATIONS USEFUL IN THE DETERMINATION OF ELECTRON 
TEMPERATURE FROM X-RAY CONTINUUM RADIATION EMITTED FROM HIGH 
TEMPERATURE PLASMAS, 


A0-651 050 201 U67 12 HCS 3.00 HFS 0.65 
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PLASMA MEDIUM, CONFINEMENT 
CONFINEMENT OF PLASMA IN A TRAP WITH A COMBINED MAGNETIC 
FIELO, 


AD-651 089 201 U67 12 HCS 


3.00 MFS 0.65 
PLASMA MEDIUM, DISTRIBUTION FUNCTIONS 

DISTRIBUTION DES ENERGIES ELECTKONIQUES DANS UN PLASMA 

FAIBLEMENT IONISE (ELECTRONIC ENERGY DISTRIBUTION IN A 

WEAKLY IONISED PLASMA). 

Pb-174 574 201 U6? 12 HCS 3.00 MFS 0.65 
PLASMA MEDIUM, ELECTRONS 

ELECTRON LOSS PROCESSES IN IONIZED GASES. 

A0-650 772 201 U6T 12 


PLASMA MEDLUM, PROBES( ELECTROMAGNETIC) 
KINETIC THEORY OF A SPHEKICAL ELECTROSTATIC PROBE IN A 
STATIONARY PLASMA, 
Ad-650 590 201 U6T 12 
PLASMA MEDIUM, RECOMBINATION REACTIUNS 
LABORATORY MEASUREMENTS UF ELECTKON-IUN RECOMBINATION 
COEFFICIENTS. 
Aav-650 773 201 U6T 12 
PLASMA MEDIUM, RESONANCE 
CALCUL DU GLISSEMENT DE LA FREQUENCE VE RESONANCE D*UNE 
CAVITE CHARGEE PAR UN PLASMA EN PRESENCE OU NON O*UN CHAMP 
MAGNETIQUE STATIQUE (CALCULATION OF THE RESONANCE FREQUENCY 
CHANGE FOR A CAVITY CHARGED BY A PLASMA WITH OR WITHOUT A 
STATIC MAGNETIC FIELD), 
Pe-174 571 201 U67 12 HCS 3.00 MFS 0.65 
PLASMA MEDIUM, SOLIDS 
INTERACTION OF MAGNETO-PLASMA WAVES IN A TwO COMPONENT SOLID 
STATE PLASMA, 
A0-650 708 201 U67 12 
PLASMA OSCILLATION 
THE PROPAGATOR FOR DISTURBANCES IN A PLASMA, 
N67-22490 201 SOS Ll HCS 3.00 MFS 0.65 
PLASMA OSCILLATIONS, MATHEMATICAL MODELS 
SMALL HYDROMAGNETIC OSCILLATIONS UF A TWO-UIMENSITONAL 
CAVITY, 
AD-650 618 201 U67 12 HCS 3.00 MFS 0.65 
PLASMA OSCILLATIONS, TURBULENCE 
MODE SYNCHRUNIZATION PHENOMENA IN UNIVEKSAL PLASMA 
INSTABILITIES. 
AD-651 092 201 U67 12 HCS 3.00 MFS 0.65 
PLASMA PHYSICS 
RESEARCH IN THE CONVERSION OF VAKIUUS FURMS OF ENERGY BY 
UNCONVENTIONAL TECHNIQUES STATUS REPORT. 
NO7-22161 10A SU5 1L HCS 3.00 MFS 0.65 
WORK REPORT, 1965. 
N67-22920 201 SOS LL HCS 3.00 MFS 0.65 
COMPUTER EXPERIMENTS WITH CHARGED PARTICLES, CHARGED FLUIDS 
AND PLASMAS — A CLASSIFICATION AND BIBLIOGRAPHY. 
NO7-22943 98 SO5 Ll HCS 3.00 MFS 0.65 


PLASMA COMPUTER EXPERIMENTS IN THREE OL MENSIONS - 
DEVELOPMENT OF A COVE FORK GUIUVING CENTER FLUIOS. 
N67-22983 201 $05 11 HCS 3.00 MFS 0.65 


PLASMA PHYSICS, INSTRUMENTATION 
INSTRUMENTATION DEVELOPMENT PROGRAM. 
AD-650 857 21C U67 12 HCS 3.00 MFS 0.65 


PLASMA PHYSICS, MAGNE TOHYUROUYNAMICS 
DEVELOPMENT AND POSSIBLE APPLICATIONS OF PLASMA AND RELATED 
HIGH-TEMPERATURE GENERATING DEVICES. 
A0-242 334 201 U67 12 HCH 3.00 


PLASMA PHYSICS, TURBULENCE 
WEAK TURBULENCE IN A HOMUGENEOUS PLASMA, 
MATT-496 16A N21 O09 HCS 3.00 MFS 0.65 


PLASMA PROBE 
PLASMA PHYSICS AND CONTRULLEU THERMUNUCLEAR FUSION. 
NO7-218681 201 SOS Ll HCS 3.00 MFS 0.65 


PLASMA STABILITY 
PLASMA STABILITY ANO THE BUHK- VAN LEEUWEN THEOREM. 
NO7-228663 201 S05 1h HCS 3.00 MFS 0.65 


PLASMA~ELECTROMAGNETIC INTERACTION 
PLASMA PHYSICS AND CUNTRULLEU THEKMONUCLEAR FUSION. 


NO7-21881 201 S05 Ll HES 3.00 MFS 0.65 
PLASMOID 

PLASMA PHYSICS AND CONTRULLEOD THEKMONUCLEAR FUSION. 

N67-21881 201 SOS LL HC$ 3.00 MFS 0.65 


PLASTIC FILM 
TECHNIQUES FOR THE OBSERVATION UF MICROMETEORITE CRATERS IN 
METAL SUBSTRATES UTILIZING ELECTRON MICROGRAPHIC REPLICA 
WETHOOS. 
N67-23307 20K $05 LL HCS 3.00 MEFS 0.65 
PLASTIC MATERIAL 
TEMPERATURE LIMITATIONS UF POLYMERIC MATERIALS. PART 8 - 
CELLULAR PLASTICS. 
NO7-22701 111i S05 LL HCS 3.00 MFS 0.65 
STUDY OF BONDING BETWEEN GLASS ANU PLASTIC IN GLASS- 
REINFORCED PLASTICS — EXTENVED WORK QUARTERLY PROGRESS 





PLA-POL 


REPORT, OCT. 1 ~ DEC. 31,y 1966. 
N67-228675 111 SOS 11 HCS 3.00 MFS 0.65 
PACKAGING DISASSEMBLED FUEL ELEMENTS ANO RADIOACTIVE WASTE 
IN THE HOT CELLS AT THE KERNFORSCHUNGSANLAGE, JUELICH. 


N67-23066 16G $05 11 HCS 3.00 MFS 0.65 
CONTINUATION OF SWELLING TESTS OF CABLE SLEEVES IN 4 TYPES 
F OIL. 

N67-23090 1lJ SOS 11 HCS 3.00 MFS 0.65 


PLASTIC PROPELLANT 
THE USE OF CATALYTIC SURFACTANTS IN PLASTIC PROPELLANTS. 
N67-22785 194 SOS 1h HCS 3.00 MFS 0.65 


PLASTICITY, CONTINUUM MECHANICS 

A CLASS OF VISCOELASTIC-PLASTIC MEDIA, 

AD-651 185 20K U67T 12 HCS 3.00 MFS 0.65 
PLASTICITY, SOLIOS 

THE PLASTIC RESPONSE OF SOLIDS, 

AD-651 153 20K U67 12 HCS 3.00 MFS 0.65 
PLATINUM ALLOY 

THERMOCOUPLE COMPOSITION CHANGES DUE TO NEUTRON IRRADIATION. 

N67-23093 18J SOS 11 HCS 3.00 MFS 0.65 


PLUTONIUM COMPOUNDS, CHEMICAL PRECIPITATION 
PROCEDE CONTINU DE PRECIPITATION DES SELS DE PLUTONIUM 
(CONTINUOUS PRECIPITATION PROCESS OF PLUTONIUM SALTS), 
PB-174 576 TE U67 12 HCS 3.00 MFS 0.65 


PLUTONIUM COMPOUNDS, PHASE STUDIES 
ETUDES DE COMPOSES U-PU-C-TI (STUDIES OF U-PU-C-TI 
COMPOUNDS), 
PB-174 569 163 U67 12 HCS 3.00 MFS 0.65 
PLUTONIUM, ABSTRACTS 
PLUTONIUM ABSTRACTS. 
BNWL-113-23 


VOLUME 6, NUMBER 11. 
D N21 09 HCS 3.00 MFS 0.65 


PLUTONIUM, SOLVENT EXTRACTION 
ETUDE DES FACTEURS PHYSICO-CHIMIQUES INTERVENANT DANS 
L*EXTRACTION DE L*URANIUM ET DU PLUTONIUM PAR LE PHOSPHATE 
DE TRIBUTYLE EN MILIEU NITRIQUE (STUDY OF THE PHYSICO- 
CHEMICAL AGENTS INFLUENCING URANIUM AND PLUTONIUM EXTRACTION 
BY TREIBUTYLPHOSPHATE IN NITRIC MEDIA), 
PB-174 570 TE U67 12 HCS 3.00 MFS 0.65 
PNEUMATIC CONTROL 
HYDRAULIC AXISYMMETRIC FOCUSEO-JET DIVERTERS WITH PNEUMATIC 
CONTROL. 
N67-23332 13G SOS 11 HCS 3.00 MFS 0.65 
POLIOMYELITIS VIRUS, SEWAGE 
EFFECT OF SEWAGE TREATMENT ON RECOVERY OF POLIOVIRUS 
FOLLOWING MASS ORAL IMMUNIZATION, 
AD-650 937 6E U67 12 


POLYCYCLIC COMPOUNDS, CRYSTALS 
OLFFUSION IN ORGANIC CRYSTALS. 
AD-650 740 20L U67 12 HCS 3.00 MFS 0.65 

POLYCYCLIC COMPOUNDS, PHOTOCHEMISTRY 
REVERSIBLE PHOTOCHEMICAL DIMERIZATION OF ACENAPHTHYLENE. I. 
THE REACTION IN LIQUID SOLUTIONS, 

AD-650 759 TE U67 12 


REVERSIBLE PHOTOCHEMICAL DIMERIZATION OF ACENAPHTHYLENE. Ii. 
THE REACTION IN THE MOLTEN ANO CRYSTALLINE PHASE, 
AD-650 760 TE U67 12 


POLYCYCLIC COMPOUNDS, POLYMERS 
LADDER POL YQUINOXAL INES,» 
AD-650 707 7D U67 12 

POLYETHYLENE PLASTICS, TEST METHODS 
THE CHARACTERIZATION OF ETHYLENE-PROPYLENE VULCANISATES. 
AD-650 942 1lJ U67 12 HCS 3.00 MFS 0.65 


POLYMER 

TEMPERATURE LIMITATIONS OF POLYMERIC MATERIALS. PART 8 - 

CELLULAR PLASTICS. 

N67-22701 ALE SOS 11 HCS 3.00 MFS 0.65 
TEMPERATURE LIMITATIONS OF POLYMERIC MATERIALS. PART 2 - 
STRUCTURAL REINFORCED PLASTICS. 
N67-22702 11t SOS 11 MCS 3.00 HFS 0.65 
TEMPERATURE LIMITATIONS OF POLYMERIC MATERIALS. PART I - 
GENERAL REVIEW. 


N67-22716 1lI SOS 11 HCS 3.00 MFS 0.65 
TEMPERATURE LIMITATIONS OF POLYMERIC MATERIALS, PART 5 - 
FILMS. 

N67-22717 LIC SOS 11 HCS 3.00 MFS 0.65 


TEMPERATURE LIMITATIONS OF POLYMERIC MATERIALS. PART 7 - 
TRANSPARENCIES. 
N67-22782 1c $05 11 HCS 3.00 MFS 0.65 
DETERMINATION OF KINETIC PARAMETERS OF SIX ABLATION POLYMERS 
BY THERMOGRAVIMETRIC ANALYSIS. 
N67-23298 A111 SOS 11 HCS 3.00 MFS 0.65 
POLYMER CHEMISTRY 

ANION UNIPOLYMERIZATION OF CYCLOHEXADIENE-1,3. 

N67-22099 $05 11 HCS 3.00 MFS 0.65 
POLYMERS, N-HETEROCYCLIC COMPOUNDS 

LADDER POLYQUINOXALINES, 
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POL-PRO 
ad-650 707 70 U6T 12 


POPULATION( MATHEMATICS)», STATISTICAL UEISTKIBUTIONS 


REVISION UF CONTINUUUS SUBJECTIVE PRUBABSILITY OLSTRIBUTIONS, 


AD-650 684 5J U6T 12 


POSITION ERROR 


THE GEOMETRIC FIELUS AUSULUTELY VETERMINED 6Y THE BETA-GAMMA 


COINCIDENCE METHOD. 
N67-22136 


POSITION INDICATOR 
A FLUIDIC DIGITAL DISPLALEMENT INDICATOR. 
N67-23060 


POSITRON 
INTERNATLONAL SYMPOSIUM UF ELECTRUN AND PUSITRON STORAGE 
RINGS, PART I. 
N67-22898 


POSTFLIGHT 
CENTAUR AC-8 PUSTFLIGHT GUIDANCE ANALYSIS. 


N67-23262 176 $05 Ll HC& 3.00 MFS 0.65 


POSTURE, EQUILIBRIUM 
AN ATAXIA TEST BATTERY NUT REQUIKING THE USE OF RAILS. 
AD-651 057 


POTASSIUM 
SNAP—8 THIRD LOOP UPTIMIZATIUN. 
N67-22845 


QUALITATIVE EFFECTS ON SAFETY ANU CONSTRUCTION MATERIALS OF 
1300 DEG F SODIUM-POTASSIUM SPRAY IN AIR ANU NITROGEN. 
N67-23334 


POWER GENERATOR 
RELIABILITIES OF KEVUNJANT ELECTRICAL GENERATOR SYSTEMS. 
N67~-22854 


FEASIBILITY STUDY UF KUTATING BUILEK FOR HIGH-PERFORMANCE 
RANKINE CYCLE POWER GENEKATION SYSTEMS. 


N67-23313 106 SOS LL HCS 3.00 MFS 0.65 


POWER KEACTOR 
REACTOR PRESSURE VESSELS MAUVE UUT UF PRESTRKESSED CONCRETE - 
SHORT OUTLINE OF DEVELUPMENT TO DATE. 

N67-23097 


POWER REACTORS, NEUTRUN REACTIONS 
EXPERIENCES DE PULSATIUNS NEUTKONIQUES SUK LE REACTEUR A 
GRAPHITE KOF 3 (PULSED NEUTKON EXPERIMENTS UN THE GRAPHITE 
POWER REACTOR EDF 3), 
PB-174 562 


POWER SERIES, ALGORITHMS 
GRAEFFE*S METHOD FUK EIGENVALUES. 
AD-650 627 12A U67 12 HCS 3.00 MFS 0.65 


POWER SPECTRA, MATHEMATICAL MODELS 
THE COMPUTATION OF POWEK SPECTRAL DENSITY, 
aD-650 995 12A U6T 12 HLS 3.00 MFS 0.65 


POWER SUPPLIES, OSCILLATURS 
A THREE-PHASE POWER SOURCE FUR PAKAMETRONSs» 
AD-650 401 96 U6T 12 HCS 3.00 MFS 0.65 


POWER SUPPLY 
HYDRODYNAMIC JOURNAL BEARING PRKOGKAM QUARTERLY PROGRESS 
REPORT, 29 APR. - 29 JUL. 1966. 
N67-23330 131 $05 LL HC$S 3.00 MFS 0.65 


PREAMPLIFIEK 
MICROWAVE RECEIVER SYSTEM WITH DEGENERATE PARAMETRIC 
PREAMPLIFIER. 
N67-23006 9— SOS LL HCS 3.00 MFS 0.65 


PREMIXED FLAME 
PERCHLORIC ACID FLAMES. PART V —- ETHYLENE- RICH FLAMES. 
N67-23126 216 SOS Ll HCS 3.00 MFS 0.65 


PRESERVATION, WOOD 
COMPARISUN OF WOOD PRESERVATIVLS IN MISSISSIPPI POST STUDY. 
AD-651 126 LiL U67T 12 HC$ 3.00 MFS 0.65 


PRESSURE VISTRIBUTIUN 
SUPERSONIC WIND TUNNEL MEASUREMENTS OF THE LOADS AND 
INTERNAL PRESSURE DISTRIGBUTIUNS UN UUSTS AT INCIDENCE. 
No7-22790 1A S05 Ll HCS 3.00 MFS 0.65 


THE PRESSURE DISTRIBUTION AT ZERO-LIFT ON SUME SLENDER DELTA 
WINGS AT SUPERSONIC SPEEDS. 
N67-22799 14 $05 LL HCS 3.00 MFS 0.65 
ANALYSIS OF THE DISTRIsbUTION UF THE PRESSURE ON THE BASE OF 
AIR CUSHION VEHICLES IN SMOOTH FLUW. 

N67-22971 ic $05 11 HC$ 3.00 MFS$ 0.65 


PRESSURE EFFECT 
STUDIES UF ROLLING-ELEMENT LUBRICATION AND FATIGUE LIFE IN A 
REDUCED PRESSURE ENVIRUNMENT. 
N67-23311 131 SO5 11 HCS 3.00 MFS 0.65 


PRESSURE GAGES, ACCEPTABILITY 
EVALUATION OF NEW SELF-KECUKUDING AIK GLAST INSTRUMENTATION 
PROJECT 1.38 OPERATION SNUW BALL. 
AD-651 041 190 U67 12 HCS 3.00 MFS 0.65 


PRESSURE GAGES, ACCURACY 
PRESSURE MEASUREMENT IN THE 0.0001 TO 0.0000001 TORR RANGE, 
AD-650 914 146 U6T 12 HCS 3.00 MFS 0.65 
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SUBJECT INDEX 


lot $05 11 HCS 3.00 MFS 0.65 


136 S05 11 HCS 3.00 MFS 0.65 


20G S05 11 HCS 3.00 MFS 0.65 


6P U6T 12 HCS 3.00 MFS 0.65 


16N SOS LL HCS 3.00 MFS 0.65 


20 $05 Ll HCS 3.00 MFS 0.65 


16N SOS 11 HCS 3.00 MFS 0.65 


16L SOS 11 HCS 3.00 MFS 0.65 


16L U67 12 HCS 3.00 MFS 0.65 








PRESSURE GAGES, CALIBRATION 
PORTABLE PRESSURE CALIBRATION SYSTEM MODEL 3460 (KING 
NUTRONICS CORPORATION). 
PB-174 528 146 U67T 12 HCS 3.00 MFS 0.65 
PRESSURE MEASUREMENT 
VACUUM CONDITIONS AND THEIR ATTAINMENT IN THE LABORATORY. 
N67-22503 146 SO5 11 HCS 3.00 MFS 0.65 


THE STRUCTURE OF AN ATMOSPHERE FROM ON-BOARD MEASUREMENTS OF 
PRESSURE, TEMPERATURE, AND ACCELERATION. 
N67-23302 38 SO5 11 HCS 3.00 MFS 0.65 


PRESSURE RELIEF VALVE 
COMPOUND PRESSURE AND VACUUM RELIEF VALVE, 2-INCH. LADEWIG 
VALVE COMPANY PART NUMBER 3302- Fy NASA DRAWING NUMBER 75 
M04406 PRV-3. 
N67-23278 13K SOS 11 HCS 3.00 MFS 0.65 
PRESSURE VESSEL 
REACTOR PRESSURE VESSELS MADE OUT OF PRESTRESSED CONCRETE - 
SHORT OUTLINE OF DEVELOPMENT TO DATE. 
N67-23097 16t SOS 11 HCS 3.00 MFS 0.65 


PRESSURE VESSELS, FOUNDATIONS( STRUCTURES) 
ETUDE EXPERIMENTALE DE PLAQUES MINCES CARREES ET ENCASTREES 
SUR LEURS QUATRE RIVES (PLAFONDOS DE CAISSONS ETANCHES) 
(EXPERIMENTAL STUDY OF THIN SQUARE SLABS, EMBEDDED ON ALL 
FOUR SIDES (PRESSURE VESSEL FLOORS)), 
P6-174 577 161 U67 12 HCS 3.00 MFS 0.65 


PRESSURE WAVE 
INVESTIGATION TO DEFINE THE PROPAGATION CHARACTERISTICS OF a 
FINITE AMPLITUDE ACOUSTIC PRESSURE WAVE. 
N67T~21981 20A SOS LL HCS 3.00 MFS 0.65 


PRESSURIZED SUIT 
LUNAR SAMPLE RECEIVING LABORATORY GLOVE a oo INTERIM 
MONTHLY PROGRESS REPORT, OCT. 1966 - JAN. 196 
N67-23327 68 $05 11 “cs. "3.00 MFS 0.65 


PRIMARY CELLS, ELECTRODES 
DEVELOPMENT OF THE HIGH RATE METAL~AIR DEPOLARIZED 
BATTERIES. 
A0-650 780 10C U67 12 HCS 3.00 MFS 0.65 
PRIMARY COSMIC RADIATION 
OBSERVATIONS OF NUCLEI HEAVIER THAN IRON IN THE PRIMARY 
COSMIC RADIATION. 
N67-228676 20H SOS LL HCS 3.00 MFS 0.65 
SPECTROMETRY OF PRIMARY PROTONS AND OF SOLAR ORIGIN PROTONS 
AT SKOGAR, ICELAND (1 APPROXIMATELY 5,7). 
N67-22918 4A SOS 11 HCS 3.00 MFS 0.65 


MEASUREMENT OF THE ENERGY SPECTRUM OF PRIMARY COSMIC RAYS IN 
THE ENERGY REGION FROM 1010 - 1014 E V WITH THE HELP OF AES 
PROTON-1. 
N67-23257 20H SOS 11 HCS 3.00 MFS 0.65 
PRINTED CIRCUIT 

FLAT CONDUCTOR TECHNOLOGY EXEMPLIFIED. 

N67-23333 9A SOS 11 HCS 3.00 MFS 0.65 


PRINTING, ITALY 
PRINTING AND BINDERY EQUIPMENT IN ITALY. 
PB-174 555 SC U67T 12 HCS 3.00 MFS 0.65 


PROBABILITY, ACCURACY 
ACCURACY AND CONSISTENCY IN THE REVISION OF SUBJECTIVE 
PROBABILITIES, 
AD-650 681 5J U67T 12 

PROBABILITY, SEQUENCES 
REVISION OF CONTINUOUS SUBJECTIVE PROBABILITY DISTRIBUTIONS, 
A0-650 6864 5J U6T 12 


PROBES(ELECTROMAGNETIC), IONOSPHERE 
DIRECT PROBE MEASUREMENTS IN THE AURORAL IONOSPHERE. 
AD-650 644 201 U67 12 HCS 3.00 MFS 0.65 


PROBES( ELECTROMAGNETIC), PLASMA MEDIU! 
KINETIC THEORY OF A SPHERICAL CLEC TROSTATIC PROBE INA 
STATIONARY PLASMA, 
AD-650 590 201 U6T 12 

PROBES( ELECTROMAGNETIC), RADIOFREQUENCY INTERFERENCE 
THE CURRENT PROGE A NEW DEVICE IN THE FIELD OF RADIO 
INTERFERENCE MEASUREMENT. 
AD-249 904 146 U67 12 HCS 3.00 

PROBLEM SOLVING 
STRUCTURAL ANALYSIS AND MATRIX INTERPETIVE SYSTEM (SAMIS) 
PROGRAM REPORT TECHNICAL MEMORANDUM, FEB. 1963 - DEC. 1965. 
N67-22062 98 SOS 11 HCS 3.00 MFS 0.65 


CALCULATION OF FACTORIALS. 
N67-22079 12A S05 11 HCS 3.00 MFS 0.65 
DIGITAL ANALOG SIMULATION TECHNIQUES. 

N67-23279 98 SOS LL HCS 3.00 MFS 0.65 


PROFESSIONAL PERSONNEL, DEPARTMENT OF DEFENSE 
AN APPROACH TO ESTIMATING THE COST OF THE PROPOSAL TO RAISE 
ALLOWANCES OF HIGH-GRADE POSITIONS FOR DOD LABORATORIES. 
AD-650 666 SI U67 12 HCS 3.00 MFS 0.65 


PROFESSIONAL PERSONNEL, LABORATORIES 
COMPARISON OF RANK CORRELATIONS CONCERNING SALARY, SIZE OF 
STAFF AND DEGREE LEVEL. 
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SUBJECT 


51 U67 12 HCS 3.00 MFS 0.65 


A0-650 665 


PROFESSIONAL PERSONNEL» PEAXSONNEL MANAGEMENT 
RELATION OF THE IDEA FluW STUUY TU OTHER RESEARCH ON R AND D 
URGANIZATIONs 
PB-174 522 51 U67 12 HCS 3.00 MFS 0.65 

PROGRAM MANAGEMENT 
FIRST ANNUAL LUGISTICS MANAGEMENT SYMPUSIUM, SEPTEMBER 13 
AND 14, 1966. 


N67-21962 5A SOS LL HCS 3.00 MFS 0.65 


PROGRAMMED INSTRUCTION, COMPUTEK PRUGRKAMS 
CYBERNETIC TESTING. 


AD-650 668 51 U67 12 HCS 3.00 MFS 0.65 


PROGRAMMED INSTRUCTION, UVIGITAL COMPUTEKS 
ON THE USE OF UNIVERSAL ELECTRONIC COMPUTERS FOR PROGRAMMED 
INSTRUCT LON, 


AD-651 035 51 U67 12 HCS 3.00 MFS 0.65 


PROGRAMMED INSTRUCTION, LEARNING 
PROGRAMMED LEARNING PKOLOGUE TO INSTRUCTION, 
AD-651 052 51 U6T 12 


PROGRAMMERS, PROBLEM SOLVING 
VARYING LENGTH FLOATING PUINT ARITHMETIC 
FOR THE NUMERICAL ANALYST. 
Av-650 620 


A NECESSARY TOOL 
12A UOT L2 HC$ 3.00 MFS 0.65 


PROGRAMMING LANGUAGES, COMPILEKS 
DETECTION OF ESSENTIAL URVEKING IMPLICIT IN COMPILER 
LANGUAGE PRUGRAMS. 
AD-650 845 98 U6T 12 HCS 3.00 MFS 0.65 
PRUGRAMMING LANGUAGES, EFFECTIVENESS 
A METHOD FOR THE EVALUATIUN UF SUFTWARE. VOLUME II. 
PROCEDURAL LANGUAGE COMPILERS -- PARTICULARLY COBOL AND 
FORTRAN, 
AD-651 142 96 U67 12 HCS 3.00 MFS 0.65 
PROGRAMMI NGI COMPUTERS), EFFECTIVENESS 
& METHOD FOR THE EVALUATION OF SOFTWARE. VOLUME II. 
PROCEDURAL LANGUAGE COMPILEKS -- PARTICULARLY COBOL AND 
FORTRAN, 
AD-651 142 9B U67 12 HCS 3.00 MFS 0.65 
PROGRAMMING(COMPUTERS), INPUT-OUTPUT DEVICES 
THE CXPQ COMPUTER. A PRELIMINAKY DESCRIPTIUN FOR 
PROGRAMMLNG PURPOSES, 
AD-650 605 96 U67 12 HCS 3.00 MFS 0.65 
PROGRAMMINGICOMPUTERS), INSTRUCTION MANUALS 
TRAINING MANUAL UN PROGRAMMING FOK THE IdM 704. 
AD-650 603 96 U6T 12 HCS 3.00 MFS 0.65 


PROPAGATION MODE 
THE PROPAGATOR FOR DISTURBANCES IN A PLASMA. 
N67-22490 201 $05 Ll HCS 3.00 MFS 0.65 


PROPELLANT CHEMISTRY 
ELDO TECHNICAL REVIEW, VOLUME Iy NO. 3. 
NO7-22491 220 $05 11 HCS 3.00 MFS 0.65 


PROPELLANT COMBUSTION 
THE COMBUSTION OF AMMONIUM PEKCHLORATE-BASED CUMPOSITE 
PROPELLANTS — A DISCUSSION OF SOME RECENT EXPERIMENTAL 
RESULTS. 
N67-22786 216 SOS LL HC$ 3.00 MFS 0.65 
PROPELLANTS, GAS CHROMATOGRAPHY 
IDENTIFICATION OF AEROSOL PRUPELLANTS IN PAINT PRODUCTS BY 
GAS-LIQUID CHROMATOGRAPHY. 
AD-650 642 L1C U67 12 HCS 3.00 MFS 0.65 
PROPELLERS( MARINE), CONFIGURATION 
AN EXPERLMENTAL INVESTIGATIUN OF PRUPELLER BLADE THICKNESS 
AND APPENDAGE ASYMMETRY ON PROPELLER-APPENDAGE INTERACTION, 
AD-651 097 133 U67 12 HCS 3.00 MFS 0.65 


PROPELLERS( MARINE), FLUID FLOW 
A STUDY OF THE FLUW THRUUGH A VERTICAL AXIS PROPELLER, 
AD-650 935 13J U67 12 HCS 3.00 MFS 0.65 


PROPELLERS( MARINE), FURCE( MECHANICS) 
THRUST AND TORQUE FLUCTUATIONS FUR APA 249, TMB MODEL 4414, 
AD-650 998 133 U67 12 HCS 3.00 MFS 0.65 


PROPELLERS( MARINE), PHOTOELASTICITY 
A PHOTOELASTIC INVESTIGATION OF STRESSES IN THE HUB OF A 
PROPOSED 20,000-SHP CONTROLLABLE-PITCH PROPELLER, 
AD-650 643 13J U67 12 HCS 3.00 MEFS 0.65 


PROPULSION SYSTEM PERFORMANCE 
EFFECT OF SIMULATED BEARING COOLANT INJECTION ON THE 
PERFORMANCE OF A TWO-STAGE, VELUCITY-COMPOUNUED TURBOPUMP 
ORIVE TURBINE. 
N67-22840 21H SO5 11 HCS 3.00 MFS 0.65 
PROSTHETICS, ARMS 
PROSTHESES FOR A FOREQUARTER AMPUTEE-LABORATORY EVALUATION. 
AD-651 208 6E U67 12 HCS 3.00 MFS 0.65 


PROSTHETICS, THORAX 
PORQUS PLASTIC BODY JACKET AND POROUS CERVICAL COLLAR. 
40-651 212 6E U67 12 HCS 3.00 MFS 0.65 


PROTECTIVE CLOTHING 
BIO-THERMAL RESPONSES TO VARIED WORK PROGRAMS IN MEN KEPT 
THERMALLY NEUTRAL BY WATER COOLED CLOTHING. 
NO7-22151 6S S$O5 1h HCS 3.00 MFS 0.65 





INDEX PRO-PUM 


PROTECTIVE COATING 
RADIOMETRY RESEARCH. 
N67~-22141 148 SOS 11 HCS 3.00 MFS 0.65 

TEMPERATURE LIMITATIONS OF POLYMERIC MATERIALS, PART 5 - 

FILMS. 

N67-22717 llc SOS 11 HCS 3.00 MFS 0.65 

PROTECTIVE TREATMENTS, WOOD 
COMPARISON OF WOOD PRESERVATIVES IN MISSISSIPPI POST STUDY. 


AD-651 126 LLL U67 12 HCS 3.00 MFS 0.65 
PROTON 

ON THE QUASISPIN FORMALISM. 

N67-22480 20H SOS 11 HCS 3.00 MFS 0.65 


PROTON BELT 
PROTON-ELECTRON SPECTROMETER EXPERIMENTS ON GEMINI-4& AND 
GEMINI-7 FINAL REPORT, 27 MAY 1963 - 30 SEP. 1966. 
N67-23326 22A SOS 11 HCS 3.00 MFS 0.65 


PROTON I SATELLITE 
MEASUREMENT OF THE ENERGY SPECTRUM OF PRIMARY COSMIC RAYS IN 
THE ENERGY REGION FROM 1010 - 1014 E V WITH THE HELP OF AES 
PROTON-1. 
N67-23257 20H SOS 11 HCS 3.00 MFS 0.65 
PROTON II SATELLITE 
STUDY OF THE NUCLEAR COMPONENT OF PRIMARY COSMIC RAYS AdOARD 
AES ** PROTON-2°*. 
N67~-22293 20H SOS 11 HCS 3.00 MFS 0.65 
PROTON SCATTERING 
RELATION BETWEEN PROTON-NUCLEUS AND PROTON- NUCLEON 
INTERACTION AT 20 GE V. 
N67-22489 20H SOS Ll HCS 3.00 MFS 0.65 
A MODEL FOR ELESTIC SCATTERING AT HIGH ENERGY AND LARGE 
MOMENTUM TRANSFER. 
N67-23003 20H SOS 11 HCS 3.00 MFS 0.65 
SOME RESULTS OF THE MONTE CARLO CALCULATION OF THE (E, EFTP) 
REACTION FOR INCIDENT ENERGIES BETWEEN 300 AND 600 ME V. 
N67-23084 20H SOS 11 HCS 3.00 MFS 0.65 


PROTONS, NUCLEAR ENERGY LEVELS 
SHE(3HE,T)3P AT 44 MEV, 
AD-650 970 20H U67 12 HCS 3.00 MFS 0.65 

PROTON-PROTON REACTION 
A MODEL FOR ELESTIC SCATTERING AT HIGH ENERGY AND LARGE 
MOMENTUM TRANSFER. 
N67~-23003 20H SOS 11 HCS 3.00 MFS 0.65 

PSEUDOMONA 
CHEMISTRY OF LIVING SYSTEMS SEMIANNUAL REPORT, 1 OCT. 1966 ~ 
31 MAR. 1967. 

N67-22380 6A SOS 1L HCS 3.00 MFS 0.65 


PSYCHOACOUSTICS, AUDITORY PERCEPTION 
STUOLES OF BINAURAL INTERACTION. 
AD-651 145 5J U67 12 HCS 3.00 MFS 0.65 

PSYCHOMETRICS, HUMAN ENGINEERING 
KEEPING TRACK OF SEQUENTIAL EVENTS 
AND PACED REHEARSAL, 
AD-650 997 


IRRELEVANT INFORMATION 
53 UeT 12 


PSYCHOMETRICS, MATHEMATICAL MODELS 
ACCURACY AND CONSISTENCY IN THE REVISION OF SUBJECTIVE 
PROBABILITIES, 
AD-650 6861 5J U67 12 

PSYCHOMETRICS, VISUAL SIGNALS 
KEEPING TRACK OF SEQUENTIAL EVENTS EFFECTS OF STIMULUS ON- 
TIME AND INTERSTIMULUS OFF-TIME. 
AD-650 938 5J U6T 12 

PSYCHOMOTOR TESTS, AVIATION MEDICINE 
MONITORING PSYCHOMOTOR RESPONSE TO STRESS 8Y EVOKED AUDITORY 
RESPONSES, 
A0-471 880 5J U67 12 HCS 3.00 MFS 0.65 

PULMONARY CIRCULATION 
STUDIES OF THE EFFECTS OF ACCELERATION ON CARDIOVASCULAR AND 
RESPIRATORY DYNAMICS SEMIANNUAL STATUS REPORT. 
N67-22356 6S S05 11 HCS 3.00 MFS 0.65 


PULSE CODE MODULATION (PCM) 
THE USE OF A PARITY BIT IN A TELEMETRY SYSTEM. 
NO7T~22877 $05 11 HCS 3.00 MFS 0.65 


PULSE HEIGHT 
RADIANT INTENSITY DETERMINATION OF PULSED PHOTON BEAMS BY 
PULSE-HEIGHT MEASUREMENTS. 
N67-22973 20H SOS 11 HCS 3.00 MFS 0.65 
PULSED LASER 
THE **BLEACHING*® EFFECT IN ZN S/ CO/ CRYSTALS UNDER THE 
INFLUENCE OF EXTREMELY LARGE PULSES OF A RUBY LASER. 
N67-22838 20 SOS 11 HCS 3.00 MFS 0.65 


PULSED RADIATION 
PULSED REACTOR - REFERENCES. 


N67-23028 161 S05 11 HCS 3.00 MFS 0.65 
PUMP 

VACUUM CONDITIONS AND THEIR ATTAINMENT IN THE LABORATORY. 

N67-22503 148 SOS 11 HCS 3.00 MFS 0.65 
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PUM-RAD 


AEROJET— GENERAL NUCLEUONICS MERCUKY CORROSION LOOP PUMP. 
N67-22842 13K $05 11 HC$S 3.00 MFS 0.65 


EVALUATION OF HRL CONDENSING TEMPERATURE CONTROLS. 
N67-22846 20M SOS Ll HCS 3.00 MFS 0.65 


RLIGA-3-3 ROCKET ENGINE OXIDIZER PUMP DEVELOPMENT PROGRAM, 
AUGUST 1965 - JUNE 1966. 


N67-23274 21H SO5 11 HCS 3.00 MFS 0.65 
QUADRUPOLE 

SYNTHESIS OF HIGHER ORDER HYDKUCARBUNS ON HUT TUNGSTEN 

FILAMENTS. 

N67-22869 7D $05 LL HCS 3.00 MFS 0.65 


QUANTUM ELECTRODYNAMICS 
ON THE FUNDAMENTAL CUNCEPTS IN THE THEORY OF ELEMENTARY 
PARTICLES. I - HISTORY OF THE TOMONAGA THEORY OF FIELOS. 
N67-22954 203 $05 LL HCS 3.00 MFS 0.65 


QUANTUM MECHANICS, HYORUGEN 
QUANTUM MECHANICAL CALCULATIUNS OF THE SECOND VIRIAL 
COEFFICIENTS FOR HYORUGEN. 
NBS-TN-412 205 VOT 12 HCS O.415 MFS 0.65 
QUANTUM THEORY 
FIFTY YEARS OF QUANTUM THEURY. 
N67-23082 20/5 SOS LL HCS 3.00 MFS 0.65 
QUARK 
BARYON-ANTIBAKYON PAIR PRODUCTIUN IN A QUARK MODEL. 
N@7-22938 20H SOS 11 HCS 3.00 MFS 0.65 


ON THE FUNDAMENTAL CONCEPTS IN THE THEORY OF ELEMENTARY 
PARTICLES. I1 - PRESENT PROBLEMS. 
N67-22956 20H SOS LL HCS 3.00 MFS 0.65 


A QUARK MODEL FORK PARITY VIOLATING NON LEPTONIC DECAYS. 
N67-23067 20H SO5 LL HCS 3.00 MFS 0.65 


ON RELATLONS BETWEEN TUTAL CRUSS SECTIONS IN HIGH ENERGY. 
N67-23467 20H SOS Ll HCS 3.00 MFS 0.65 


QUARTZ RESONATORS, REVIEWS 
UTC NEWS LETTER, NO. 20, OCTOBER 1960. 
A0-246 378 GA U6T 12 HCS 3.00 


QUEVEING THEORY, OPERATIUNS RESEARCH 
MAINTENANCE POLICIES AND DISCIPLINES IN MULTI-CHANNEL 
SYSTEMS ANO MARKOVIAN MULTI-SERVICE TYPE SYSTEMS. 
a0-650 722 126 U67 12 HCS 3.00 MFS 0.65 


RABIES VIRUS, FLUORESCENT ANTIB00Y TECHNIQUES 
SURVEY OF RAT AND BAT BKAINS FOR THE PRESENCE OF RABIES 
ANTIGEN USING FLUORESCENT ANTIBODY TECHNIQUES. 
AD-650 682 6M U67T 12 HCS 3.00 MFS 0.65 


RADAR ANTENNAS, RADAR BEACONS 

EVALUATION OF ATCGI-3 TRANSMITTER MODIFICATIONS AND OMNI 

ANTENNA. 

AD-650 834 171 U67 12 HCS 3.00 MFS 0.65 
OFFSET MARKER BEACON ANTENNA. 
AD-650 921 9t U67 12 HCS 3.00 MFS 0.65 
RADAR BEACONS, RADAK ANTENNAS 

OFFSET MARKER BEACON ANTENNA. 

AD-650 921 9€ U6T 12 HCS 3.00 MFS 0.65 
RADAR BEACONS, TR/NSMISSIUN LINES 

EVALUATION OF SLATE II MARK I. 

AD-650 635 17G U67 12 HCS 3.00 MFS 0.65 
RADAR CLUTTER, METEOROLOGICAL RADAR 

EVALUATION OF AIR TRAFFIC CONTROL RADAR WEATHER DATA. 

a0-650 658 171 U67 12 HCS 3.00 MFS 0.65 


RADAR CONFUSION REFLECTORS, SENSORS 
WIND MEASUREMENTS IN THE SUBPOLAR MESOPAUSE REGION, 
AD-650 613 48 U67T 12 HCS 3.00 MFS 0.65 


RADAR GUPLEXERS, AIRPORT RADAR SYSTEMS 
EVALUATION OF SFD-315 MAGNETRON AND SOLID STATE OUPLEXER FOR 
ASOE-2. 
AD-650 833 171 U67 12 HCS 3.00 MFS 0.65 
RADAR EQUIPMENT, AIR TRAFFIC CONTROL SYSTEMS 
ATCBL TRANSMITTER SITE IMPROVEMENTS MODEL ATC6I-3. 


AD-650 823 17G U67 12 HCS 3.00 MFS 0.65 
ATCBI INDICATOR SITE IMPROVEMENTS MODELS ATCB6I-2 AND ATCBI- 
3. 

AD-650 624 17G U6T 12 HCS 3.00 MFS 0.65 


RADAR EQUIPMENT, DISPLAY SYSTEMS 
MODIFICATION OF ASR-4 RADAR INDICATOR TO PROVIDE BRIGHT 
DISPLAY GF RADAR, BEACON, ALPHA-NUMERIC AND SYMBOLIC DATA 
$P6-A65. 
AD-650 627 171 U67 12 HCS 3.00 MFS 0.65 
RADAR EQUIPMENT, STORMS 
ARSR WEATHER SURVEILLANCE RADAR KIT. 
AD-650 615 171 U67 12 HCS 3.00 MEFS 0.65 


RADAR INTERFERENCE, REDUCTION 
INTERFERENCE KEOUCTION EQUIPMENT, TRANSMITTER FIXES. 
aD-650 915 1768 U67 12 HCS 3.00 MFS 0.65 


RADAR SIGNALS, ATMOSPHERIC REFRACTION 
RADAR REFRACTIVE INDEX CALCULATIONS. . 
A0-650 601 171i U67 12 HCS 3.00 HFS 0.65 
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RADAR SIGNALS, DETECTION 
FUNDAMENTALS OF THE THEORY OF DETECTION OF RADAR SIGNALS AND 
MEASUREMENT OF THEIR PARAMETERS, 
A0-651 073 171 U67 12 HCS 3.00 MFS 0.65 


RADAR TRACKING, INSECTS 
RADAR OBSERVATIONS OF INSECTS IN FREE FLIGHT. 
A0-650 705 


RADAR TRANSMITTERS, RADAR BEACONS 
EVALUATION OF ATCBI-3 TRANSMITTER MODIFICATIONS AND OMNI 
ANTENNA. 
AD-650 634 171 U67 12 HCS 3.00 MFS 0.65 
RADIATION BELT 
ON THE QUASI-LINEAR LIMIT OF A DRIFT INSTABILITY AND ITS 
RELATION TO AURORAL BOMBARDMENT. 
N67-23394 4A S05 11 HCS 3.00 MFS 0.65 
RADIATION CHEMISTRY, CHEMICAL INDUSTRY 
BASIC STUDIES IN RADIATION TECHNOLOGY. 
JLI-2901-75 166 N21 09 HCS 3.00 MFS 0.65 


RADIATION DETECTOR 
MEASUREMENT OF NEUTRON FLUENCE BY FISSION FRAGMENT DAMAGE 
TRACK DETECTION. 
N67-22478 160 SOS 11 HCS 3.00 MFS 0.65 
RADIATION MONITORING WITH NUCLEAR EMULSIONS ON PROJECT 
GEMINI. IE. RESULTS ON THE 14-DAY MISSION GEMINI VII. 
N67-23270 OR SOS 11 HCS 3.00 MFS 0.65 


RADIATION EFFECT 
NINETEEN-SIXTY-SIX SESSION OF THE GODDARD SUMMER WORKSHOP 
FINAL REPORT. 
N67-22741 4A $05 11 HCS 3.00 MFS 0.65 
THE ROLE OF NUCLEOTIDE METABOLISM IN THE REPAIR OF RADIATION 
INJURY SEMIANNUAL PROGRESS REPORT, 1 OCT. 1966 —- 1 APR. 
1967. 
N67-23267 OR SOS LL HCS 3.00 MFS 0.65 
RADIATION EFFECTS OF SILVER AND ZINC BATTERY ELECTRODES 
FINAL REPORT, APR. 1965 - OCT. 1966. 
N67-23280 10C SOS Li HCS 3.00 MFS 0.65 


TRANSIENT RADIATION EFFECTS ON THERMOCOUPLES. 
N67-23465 160 SOS LL HCS 3.00 MFS 0.65 


RADIATION EFFECTS, INTEGRATED CIACUITS 
RADIATION EFFECTS ON THIN-FILM INTEGRATED CIRCUIT ELEMENTS. 
AD-651 144 16H U67 12 HCS 3.00 HFS 0.65 


RADIATION EFFECTS, MORTALITY RATES 
THE ACUTE MORTALITY RESPONSE OF MONKEYS (MACACA MULATTA) TO 
MIXED GAMMA-NEUTRON RADIATIONS ANDO 250 KVP XK RAYS, 
AD-651 055 6R U6T 12 HCS 3.00 MEE 0.65 


RADIATION EFFECTS, THYROID GLAND 
PATHOLOGICAL EFFECTS OF THYROID IRRADIATION. 
AD-651 161 OR U6T 12 HCS 3.00 MFS 0.65 


RADIATION EFFECTS, TOXICITY 

PACIFIC NORTHWEST LABORATORY ANNUAL REPORT FOR 1965 IN THE 

BIOLOGICAL SCIENCES, 

BNWL-280 6R N21 09 HCS 3.00 MFS 0.65 
RADIATION EMISSION 

PHYSICAL STRUCTURE OF RESONANCE RADIATIONS EMITTED BY AN 

ALKALI ARTIFICIAL CLOUD AND MEASUREMENT OF IONOSPHERE 

TEMPERATURE. 

N67-23399 4A SOS 11 HCS 3.00 MFS 0.65 
RADIATION HAZARD 

MEASUREMENT OF NEUTRON FLUENCE BY FISSION FRAGMENT DAMAGE 

TRACK DETECTION. 

NO7T-22478 160 $05 11 HCS 3.00 MFS 0.65 
RADIATION INTENSITY 

RADIANT INTENSITY DETERMINATION OF PULSED PHOTON BEAMS BY 

PULSE-HEIGHT MEASUREMENTS. 

N6T~22973 20H SOS LL HCS 3.00 MFS 0.65 
RADIATION MEASUREMENT 

THE GEQMETRIC FIELOS ABSOLUTELY DETERMINED BY THE BETA-GAMMA 

COINCIDENCE METHOD. 

N6T~22136 16H SOS 11 HCS 3.00 MFS 0.65 
THE BR2 TESTING REACTOR AND ITS CONNECTED LABORATORIES 
ANNUAL PROGRESS REPORT, 1965. 
N67~229021 166 SOS 18 HCS 3.00 MFS 0.65 
SPHERE TECHNIQUES FOR MEASURING FLUX DENSITIES AND DOSE 
RATES OF THERMAL, INTERMEDIATE ANO FAST NEUTRONS. 
N67-23075 160 SOS 11 HCS 3.00 MFS 0.65 


MEASUREMENT OF THE ENERGY SPECTRUM OF PRIMARY COSMIC RAYS IN 
THE ENERGY REGION FROM 1010 - 1014 E V WITH THE HELP OF AES 
PROTON-1. 
N6@71-23257 20H SOS 11 HCS 3.00 MFS 0.65 
PROTON-ELECTRON SPECTROMETER EXPERIMENTS ON GEMINI-4 AND 
GEMINI-T FINAL REPORT, 27 MAY 1963 — 30 SEP. 1966. 
N67-23326 22A SOS LL HCS 3.00 MFS 0.65 


RADIATION MEASUREMENT SYSTEMS, ATMOSPHERIC SOUNDING 
DIRECT PROSE MEASUREMENTS IN THE AURORAL LONOSPHERE. 
AD-650 644 201 UST 12 HCS 3.00 HFS 0.65 


RADIATION MEASUREMENT SYSTEMS, COSMIC RAYS 
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COSMIC RAY. 
AD-650 687 


1860 U67 12 HCS 3.00 MFS 0.65 


@ADIATION MEASUREMENT SYSTEMS, COUNTING METHODS 
STATIC GAS COUNTERS FOR INIMICAL GASES, 
an.-50028 18D N21 09 HCS 3.00 MFS 0.65 


RADIATION MEASUREMENT SYSTEMS, FILMS 
URANIUM MICROMAPS TECHNIQUE FUR IN SITU MAPPING OF 
DISTRIBUTIONS OF FISSIONABLE IMPURITIES, 
AD-650 678 lsu U67 12 


RADIATION MEASUREMENT SYSTEMS, TABLES 
BUBBLE CHAMBERS, 1964-1906, 
ANL-7265 18D N21 09 HCS 3.00 MFS 0.65 

RADIATION MONITORS, CONTROL 
STANDARDS OF PERFORMANCE FOR FILM BADGE SERVICES, 

PB-17% 452 180 U67 12 HCS 3.00 MFS 0.65 


RADIATION PROTECTION 
ON THE SHIELDING FOK THE QUENCHING SHAFT OF THE FRASCATI 
LINAC. 
N67-23018 206 $05 11 HCS 3.00 MFS 0.65 
RADIATION SOURCE 
POSSIBILELTY OF DETERMINATION OF KELATIVISTIC PROTONS® 
CONTENT LN SOME SOURCES UF SYNCHRKUTRON RADIATIUN, 
N67-23260 20nh SOS 11 HCS 3.00 MFS 0.65 


RADIATION THERAPY 
ISODOSES OF THE CS RADIATION EQUIPMENT OF THE KFA JUELICH 
(PROBLEM OF THE DEEP RAY THE :APY). 
N67-23029 6k SOS LL HCS 3.00 MFS 0.65 


EQUIPMENT FOR LUCAL IKKAUIATIUN UF TRANSPLANTED MOUSE TUMORS 
WITH THERMAL NEUTRONS IN KEACTOR FRJ-1. 
N67-23033 oR SO5 ll HCS 3.00 MFS 0.65 


RADIATOR 
EVALUATION OF HRL CONDENSING TEMPERATUKE CUNTROLS. 
N67-228646 20M SO5 Ll HCS 3.00 MFS 0.65 


CYLINORICAL RADIATOK ANALYSIS WITH INTERIOR INSULATED. 
NO7-22649 16N S05 LL HCS 3,00 MFS 0.65 


WEIGHT-AREA TRADE-OFF STUDY FUK A FLAT SNAP-8 KAOIATOR. 
N67-22850 18N SOS Ll HCS 3.00 MFS 0.65 


CYLINORICAL RADIATOR Witt INTEKNAL HEAT REJECTION. 
N67-22857 16N SO5 LL HCS 3.00 MFS 0.65 


RADIO ASTRONOMY 
ANNUAL REPORT 1965-1966. 


N67-22950 76 SOS LL HCS 3.00 MFS 0.65 


c 


RADIO ASTRUNOMY, RELATIVITY THEORY 
GENERAL RELATIVITY AND ITS EFFECTS UN PLANETARY ORBITS AND 
INTERPLANETARY OBSERVATIONS. 
A0-650 730 38 U67 12 HCS 3.00 MFS 0.65 


RADIO BEACONS, AIR—SEA RESCUE BEACONS 
FEASIBILLTY TEST OF SEAKCH ANU RESCUE RADIU BEACON. 
AD-650 896 17G U6T 12 HCS 3.00 MFS 0.65 


RADIO COMMUNICATION SYSTEMS, MICROWAVES 
PROPAGATION AND REFLECTION UF MICROWAVES. 
AD-651 202 17& U67 12 HCS 3.00 MFS 0.65 


RADIO EMISSION 
MEASUREMENTS OF KILUMETERK CUSMIC RADIOEMISSION IN 
INTERPLANETARY SPACE. 
N67-23250 36 $05 LL HCS 3.00 MFS 0.65 
RADIO EQUIPMENT, DESIGN 
DESIGN OF RADIO ENGINEERING INSTKUMENTS,» 
AD-651 074 B9E U6T 12 HCS 3.00 MFS 0.65 


RADIO EQUIPMENT, RANGE FINDING 
AN ELECTRONIC INSTRUMENT FORK MEASUKING VELOCITY, OLSTANCE 
TRAVERSED AND TIME, 
a0-650 799 146 U67 12 HCS 3.00 MFS 0.65 
RADIO FREQUENCY 
TONGSPHERIC PREDICTIONS FOR MAY 1967. 
N67-22899 20N $05 Ll HCS 3.00 MFS 0.65 


TONGSPHERIC PREDICT AUNS FUR MAKCH 1967. 
N67-22967 l7> SO5 LL HCS 3.00 MFS 0.65 


HONOSPHERIC PREDICTIONS FUR FEBRUARY 1967. 
N67-22968 176 $05 Ll HCS 3.00 MFS 0.65 


RADIO INTERFERENCE, REDUCTION 
INTERFERENCE REDUCTION EQUIPMENT, TRANSMITTER FIXES. 
AD-650 915 176 U67 12 HCS 3.00 MFS 0.65 


RADIO NAVIGATION, BEACON LIGHTS 
VORTAC IDENTIFICATION LIGHT. 
AD-651 040 17G U6? 12 HLS 3.00 MFS 0.65 

RADIO NAVIGATION, FLIGHT TESTING 
AREA CONVERAGE DISPLAYS AND CUUKSE LINE COMPUTERS 
EXPERIMENTATION. 
AD-650 832 17G U6T 12 HCS 3.00 MFS 0.65 

RADIO NAVIGATION, TEST EQUIPMENT 
EVALUATION OF LORAC RAVIULOCATION SYSTEM FOR CONDUCTING 
SPEED AND MANEUVERING TKIALS OF NAVAL VESSELS. 

AD-650 586 13J U67 12 HCS 3.00 MEFS 0.65 





RAD-RAD 


RADIO NOISE 
ON THE THEORY OF LINEAR NOISY SYSTEMS. 
N67-23099 90 SOS 11 HCS 3.00 MFS 0.65 


RADIO OBSERVATION 
GRAPHICALS METHODS FOR ORBIT CALCULATIONS OF SATELLITES. 
N67-22965 22C SOS 11 HCS 3.00 MFS 0.65 


RADIO SOURCE 
LUNAR OCCULTATION OF 3 C 132. 
N67-22673 38 SOS 11 HCS 3.00 MFS 0.65 


RADIO TRANSMISSION, IONOSPHERE 
A THREE-DIMENSIONAL RAY TRACING COMPUTER PROGRAM. 
PB-174 502 20N U67 12 HCS 3.00 MFS 0.65 


RADIO TRANSMISSION, MICROWAVES 
PROPAGATION AND REFLECTION OF MICROWAVES. 
AD-651 202 178 U67 12 HCS 3.00 MEFS 0.65 


RADIO TRANSMITTERS, OOPPLER NAVIGATION 
DEVELOPMENT OF PROTOTYPE DOUBLE SIDEBAND DOPPLER VOR 
TRANSMITTER AND CARRIER MODULATOR. 


AD-651 160 17G U6T 12 HCS 3.00 MFS 0.65 
RADIO WAVE 

ANNUAL REPORT 1965-1966. 

N67-22950 36 SOS 11 HCS 3.00 MFS 0.65 


RADIOACTIVE DECAY 
DECAY PROPERTIES OF 147 ND. 
N67-23396 16H SO5 11 HCS 3.00 MFS 0.05 
DECAY OF THE 16.3 MIN 1862 TA ISOMER. 
N67-23397 18H SOS 11 HCS 3.00 MFS 0.65 


RADIOACTIVE ISOTOPE 
A PROGRAM FOR CALCULATING OPTIMUM DIMENSIONS OF ALPHA 
RADIOISOTOPE CAPSULES EXPOSED TO VARYING STRESS AND 
TEMPERATURE. 
N67-22067 168 SOS 21 HCS 3.00 MFS 0.65 


ISOOOSES OF THE CS RADIATION EQUIPMENT OF THE KFA JUELICH 
(PROBLEM OF THE DEEP RAY THERAPY). 
N67-23029 OR SOS 11 HCS 3.00 MFS 0.65 


RADIOACTIVE ISOTOPES, METABOLISM 
METABOLISME DU L37CESIUM, L37BARYUM CHEZ LE RAT 
THERAPEUTIQUE DE LA CONTAMINATION (METABOLISM OF L3TCESTUM, 
L37BARIUM IN THE RAT. THERAPEUTICS OF THE CONTAMINATION), 
PB-174 563 OR U67T 12 HCS 3.00 MFS 0.65 


RADIOACTIVE ISOTOPES, TRANSPORTATION 
STUDY ON INTERNATIONAL TRAFFIC OF RADIOACTIVE MATERIALS. 
WASH-2608 6R N21 09 HCS 3.00 MPS 0.65 


RADIOACTIVE NUCLIDE 
THE GEOMETRIC FIELDS ABSOLUTELY DETERMINED BY THE BETA-GAMMA 
COINCIDENCE METHOD. 
N67-22136 16H SOS Ll HCS 3.00 MFS 0.65 
RADIOACTIVE PARTICLE 
STAUB, VOLUME 26, NO. &. 
N67-23440 61 SOS 11 HCS 3.00 MFS 0.65 
RADIOACTIVE WASTE 
PACKAGING DISASSEMBLED FUEL ELEMENTS AND RADIOACTIVE WASTE 
IN THE HOT CELLS AT THE KERNFORSCHUNGSANLAGE, JUELICH. 
N67-23066 18G SOS 11 HCS 3.00 MFS 0.65 


SLUDGE CONCENTRATION WITH A CENTRIFUGAL SEPARATOR. 
N67-23092 16G SO5 11 HCS 3.00 MFS 0.65 


RADIOACTIVITY 
SUCCESS OF LUNA-13. THE MOON IS NOT A DEAD HEAVENLY BODY. 
N67-23259 22A SOS 11 HCS 3.00 MFS 0.65 


RADIOBIOLOGY, PLANTS( BOTANY) 

SOLUBILIZATION METHOD FOR CENTI-GRAM TO KILO-GRAM PLANT 

SAMPLES, 

UCLA~12-613 OR N21 09 HCS 3.00 MFS 0.65 
RADIOCHEMISTRY, ORGANIC MATERIALS 

SOLUBILIZATION METHOD FOR CENTI-GRAM TO KILO-GRAM PLANT 

SAMPLES, 

UCLA~12-613 6R N21 09 HCS 3.00 MFS 0.65 
RADIOCHEMISTRY, REACTOR FUELS 

DEMONSTRATION OF THE SALT CYCLE PROCESS IN A HIGH-LEVEL 

RADIOCHEMICAL FACILITY, 

BNWL-355 7E N21 09 HCS 3.00 MES 0.65 
RADIOFREQUENCY INTERFERENCE, DATA 

QUARTERLY RADIO NOISE DATA SEPTEMBER, OCTOBER, NOVEMBER 

1965. 

PB-174 530 20N U67 12 HCS 3.00 MFS 0.65 
RADIOFREQUENCY INTERFERENCE, MEASUREMENT 

ELECTROMAGNETIC INTERFERENCE MEASUREMENT METHODS - SHIELDED 

ENCLOSURE. 

AD-650 830 20N U67 12 HCS 3.00 MFS 0.65 
RADIOGRAPHY 

RADIOGRAPHIC TECHNIQUES FOR RELIABILITY SCREENING OF RELAYS. 

N67-23261 9A SOS LL HCS 3.00 HFS 0.65 


RADLOMETER 
A METHOD TO CORRECT THE CALIBRATION SHIFT OBSERVED IN A 
NIMBUS MEDIUM RESOLUTION INFRARED RADIOMETER ON THE NASA 
CONVAIR 990 AIRCRAFT. 
N67-22874 20F SOS 11 HCS 3.00 MFS 0.65% 


si 











RAD-REC 


RADIOMETERS, OPEKATION 
REMOTE SENSING BY INFRARED ANU MICKUMAVE RADIOMETRY. I. 
BASIC PRINCIPLES. Il. A TECHNIQUE FUR THE CORRECTION OF 
AIRBORNE MEASUREMENTS UF APPAKENT SURFACE TEMPERATURE OF 
NATURAL WATER BODIES. [Ile POTENTIAL APPLICATIONS OF 
INFRARED ANU MICKOWAVE RAVIOMETKY. 
AD-651 1868 14e U67 12 HCS 3.00 MFS 0.65 


RADOMES, LUADINGI MECHANICS) 
A STUDY OF THE HYURODYNAMIC LUADS ON A CYLINDRICAL MAST AND 
RADOME. 
AD-650 610 200 U67 12 HC$ 3.00 MFS 0.65 
RAILROAD CARS, VEHICLE CHASSIS COMPUNENTS 
ROCKWELL TRUCK DEVELOPMENI FUR GAY AREA RAPID TRANSIT 
OISTRICT. 
PB-174 536 13+ UeT 12 HCS 3.00 MFS 0.65 


TEST REPORT ON GENEKAL 7U-E TKULKS APPLIED TO SAN 
FRANCISCO BAY AREA RAPID TRANSIT LABORATORY CAR *C* = SERIES 


I, 
PB-174 537 13r U6T 12 HCS 3.00 MFS$ 0.65 


ROAD TEST OF PULLMAN-STANUAKU TRUCKS UN SFBARTD TEST TRACT, 
PB-1L74 542 13F UoT 12 HCS 3.00 MEFS 0.65 


RAILROAD TRACKS, FLEXIBLE STKUCTURES 
DYNAMICS OF FLEXIBLY SUPPURKRTED TUNNELS ANU OTHER ROADBEDS, 
PB-173 645 13M U67 12 HCS 3.00 MFS 0.65 


RAILROAD TRACKS, VOLTAGE 
DeC. CHUPPER CONTKUL — TRANSIENT GENERATIUN STUDY OF BARTO, 
PB-174 520 13F U67T 12 HCS 3.90 MFS 0.65 


RAILROADS, BRAKES 
ELECTRO-MAGNETIC FRICTION oKAKE SYSTEM. 
PB-174 426 13F U67T 12 HCS 3.00 MFS 0.65 


RAUNDROPS», MARSHALL ISLANDS 
RAINOROP OISTRIBUTIONS AT MAJURU ATULL» MARSHALL ISLANDS. 
AD-650 913 46 U67 12 HCS 3.00 MFS 0.65 


RAINFALL, BACKSCATTERING 
GROGRAPHIC EFFECTS ON PRELIPITATIUN PROCESSES. 
AD-650 572 4b U67T 12 HCS 3.00 MFS 0.65 


RAINe WEATHER FURECASTING 
THE ROLE OF PERSISTENCE, INSTAGILITYs AND MOISTURE IN THE 
INTENSE RAINSTORMS IN EASTEKN CULORADO, JUNE 14-1LT, 1965. 
PB-174 609 46 U6T 12 HCS 3.00 MFS 0.65 


RANDOM NUMER 
LINEAR ELGENVALUE PROBLEMS UF ARBITRARY UKVERS WITH 
DISSUCIATE BOUNDARY CUNUITIUNS. 
N67-22096 12a S05 LL HCS 3.00 MFS 0.65 
RANDOM VARIABLE 
A GEOMETRIC TREATMENT OF THE PRUGLEM OF SOURCE ENCODING A 
GAUSSIAN RANDOM VARIABLE. 
N67-22427 90 $05 LL HCS 3.00 MFS 0.65 
RANGE FINDING, RADIO EQUIPMENT 
AN ELECTRONIC INSTRUMENT FUR MEASURING VELUCITY, DISTANCE 
TRAVERSED AND TIME, 
AU-650 799 146 U6G7T 12 HC$S 3.00 MFS 0.65 
RANKINE CYCLE 
FEASLBILLTY STUDY UF KOTATING BUILER FOR HIGH-PERFORMANCE 
RANKINE CYCLE POWEK GENEKATIUN SYSTEMS. 
N67— 23313 106 $05 Li HCS 3.00 MFS 0.65 


KARE EARTH 
PILE NEUTRON CAPTUKE CKOSS SECTIONS UF K4RE EARTH ISOTOPES. 
N67-22978 16K $05 LL HCS 3.00 MFS 0.65 


RARE GAS 

SPACE-CASIN ATMOSPHERES. PART III - PHYSIULOGICAL FACTORS OF 

INERT GASES. 

N6O7-22878 6K SOS Ll HCS 3.00 MFS 0.65 
ON ONE-DLMENSIONAL FRICTIONLESS COMPRESSIBLE GAS FLOW WITH 
HEAT ADUITIUN ANO AKEA CHANGE UNDEK PARTICULAR CONSIDERATION 
OF TRANSONIC REGIME. 
N67-22966 14 $05 Li HCS 3.00 MFS 0.65 
RAYLEIGH SCATTERING, INTEGKAL TRANSFORMS 

THE COMPLETE RAYLEIGH-SCATTEREU FIELU WITHIN A HOMOGENEOUS 

PLANE-PARALLEL ATMUSPHERE. 

AD-650 652 20F U67 12 


REACTION KINETICS, SHOCK WAVES 
THE EXCITATION OF ELECTKUNIC AND OTHEK DEGREES OF FREEDOM IN 
A HYPERSONIC SHOCK WAVE IN AIK. 
AD-650 950 2UL U67 12 HCS 3.00 MFS 0.65 
REACTION WHEEL 
MINIMUM ENERGY KEACTIUN wHEEL CUNTKOL FOR A SATELLITE 
SCANNING A SMALL CELESTIAL AktaA. 
N67-22870 22a SOS Li HCS 3.00 MFS 0.65 


REACT LON(PSYCHULUGY), DECISIUN MAKING 
RESPONSE TIMES IN DECISIUN-MAKING TASKS. 
a0-650 908 5J U67T L2 HCS 3.00 MFS 0.65 


REACTOR ACCIOENTS, NUCLEAK KEACTIUNS 
AN EVALUATION UF THE APPLICAGILITY OF EXISTING DATA TO THE 
ANALYTICAL DESCRIPTION UF A NUCLEAR-REACTOR ACCIDENT. 
6MI-1790 161 N21 O09 HCS 3.00 MFS 0.65 
“REACTOR CUULANTS, KEACTOK UPERKATION 
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AN EVALUATION OF THE APPLICABILITY OF EXISTING DATA TO THE 
ANALYTICAL DESCRIPTION OF A NUCLEAR-REACTOR ACCIDENT. 


BMI-1790 181 N21 09 HCS 3.00 MFS 0.65 
REACTOR FUEL 
ESTIMATING THERMAL CONDUCTIVITY OF CERMET FUEL MATERIALS FOR 
NUCLEAR REACTOR APPLICATION. 


N67-22866 16) SO5 11 HCS 3.00 MFS 0.65 
THERMIONIC. 
N67-22922 161 SOS 11 HCS 3.00 MFS 0.65 


REACTOR FUEL CLADDING, VANADIUM ALLOYS 
VANADIUM ALLOY SCREENING STUDIES AND FABRICATION OF V-15 ST, 
PERCENT TI-7.5 WI. PERCENT CR TUBING FOR NUCLEAR FUEL 
CLADOING, 
ANL-7206 L1F N21 09 HCS 3.00 MFS 0.65 
REACTOR FUEL ELEMENTS, PLUTONIUM 
FABRICATION COSTS FOR PLUTONIUM FUEL ELEMENTS. PART E. THE 
VARIATION IN FABRICATION COST WITH SOME FUEL DESIGN 
PARAMETERS, 
BNWL~L3LE 161 N21 09 HCS 3.00 MFS 0.65 
REACTOR FUEL PROCESSING, SOLVENT EXTRACTION 
ETUDE DU SOLVANT PHOSPHATE TRIBUTYLIQUE 30 -DODECANE (STUDY 
OF THE TRIBUTYL PHOSPHATE - 30 DODECANE SOLVENT, 
PB-174 565 16J U67 12 HCS 3.00 MFS 0.65 


REACTOR FUELS, PHASE STUDIES 
ETUDES DE COMPOSES U-PU-C-TI (STUDIES OF U-PU-C-TI 
COMPOUNDS), 
PB-174 569 16J U6T 12 HCS 3.00 MFS 0.65 
REACTOR FUELS, RADIOCHEMISTRY 
DEMONSTRATION OF THE SALT CYCLE PROCESS IN A HIGH-LEVEL 
RADIOCHEMICAL FACILITY, 
BNWL-355 TE N21 09 HCS 3.00 MFS 0.65 
REACTOR MATERIAL 
THE INTERACTION BETWEEN CONTROL RODS AS ESTIMATED BY SECOND- 
ORDER ONE-GROUP PERTURBATION THEORY. 
N67~-22904 161 SOS 1 HCS 3.00 MFS 0.65 


A PHYSICO-CHEMICAL ANALYTIC METHOD FOR THE TESTING OF 
REACTOR MATERIALS AND NUCLEAR FUEL. 
N67-23031 16) SOS LL HCS 3.00 MFS 0.65 


REACTOR PRESSURE VESSELS MADE OUT OF PRESTRESSED CONCRETE - 
SHORT OUTLINE OF DEVELOPMENT TO DATE. 
N67-23097 16, SOS 11 HCS 3.00 MFS 0.65 


REACTOR OPERATION, REACTOR COOLANTS 
AN EVALUATION OF THE APPLICABILITY OF EXISTING DATA TO THE 
ANALYTICAL DESCRIPTION OF A NUCLEAR-REACTOR ACCIDENT. 
BMI-1790 161 N21 09 HCS 3.00 MFS 0.65 


REACTOR PHYSICS 
RESEARCH PROGRAM FOR HYDRODYNAMIC AND THERMODYNAMIC 
INVESTIGATIONS IN SINGLE AND TWO-PHASE FLOW. 
N67T-22977 161 SOS 11 HCS 3.00 MFS 0.65 


REACTOR SAFETY SYSTEMS, STANDARDS 
COMPILATION OF UNITED STATES NUCLEAR STANDARDS. 3RD EDITION, 
1966. 
ORNL-NSIC-30 OR N21 09 HCS 3.00 MFS 0.65 
REACTOR SYSTEM COMPONENTS, FOUNDATIONS( STRUCTURES) 
ETUDE EXPERIMENTALE DE PLAQUES MINCES CARREES ET ENCASTREES 
SUR LEURS QUATRE RIVES (PLAFONDS DE CAISSONS ETANCHES) 
(EXPERIMENTAL STUDY OF THIN SQUARE SLABS, EMBEDDED ON ALL 
FOUR SIDES (PRESSURE VESSEL FLOORS))}, 
PB-174 577 161 U67 12 HCS 3.00 MFS 0.65 


REACTOR SYSTEM COMPONENTS, SAFETY DEVICES 

COMPILATION OF UNITED STATES NUCLEAR STANDARDS. 3R0 EDITION, 

1966. 

ORNL-NSIC- 30 6R N21 09 HCS 3.00 MFS 0.65 
REACTOR TECHNOLOGY 

THE BR2 TESTING REACTOR AND ITS CONNECTED LABORATORIES 

ANNUAL PROGRESS REPORT, 1965. 

N67-22921 16M SOS LL HCS 3.00 MFS 0.65 
COSTANZA ~— CYLINDRICAL. A CYLINORICAL ONE- DIMENSIONAL 
OYNAMICS CODE FOR LIQUID-COOLED MULTI-CHANNEL NUCLEAR 
REACTORS. 
N67-22930 161 SOS 11 HCS 3.00 MFS 0.65 
PULSED REACTOR - REFERENCES. 
N67-23028 161 $05 11 HCS 3.00 MFS 0.65 
THERMOCOUPLE COMPOSITION CHANGES DUE TO NEUTRON IRRADIATION. 
N67-23093 1645 SOS LL HCS 3.00 MFS 0.65 


REAL GAS 
THE HYPERSONIC LOW DENSITY WIND TUNNEL OF THE AEROOYNAMISCHE 
VERSUCHSANSTALT GOETTINGEN - OPERATIONAL BEHAVIOUR AND FIRST 
RESULTS ON REAL GAS EFFECTS IN NOZZLE FLOWS. 
N67-22134 1A SOS 11 HCS 3.00 MFS 0.65 


REAL NUMBERS, TOPOLOGY 
ON A CLASS OF CONVEX AND NON-ARCHIMEDEAN SOLUTION CONCEPTS 
FOR N-PERSON GAMES. 
AD-651 037 12A U6T 12 HCS 3.00 MFS 0.65 
RECOMBINATION REACTIONS, PLASMA MEDIUM 
ELECTRON LOSS PROCESSES IN IONIZED GASES. 
AD-650 772 201 U6T 12 


LABORATORY MEASUREMENTS OF ELECTRON-ION RECOMBINATION 
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SUBJECT 


COEFFICIENTS. 
ad-650 773 201 U67 12 


RECORDING LNSTRUMENT 
AUTOMATIC TV AUDIO CUEING/UUKBING SYSTEM, 
N67-23419 14C $05 11 HCS 3.00 MFS 0.65 


RECORDING SYSTEMS, AIRBURST 
EVALUATION OF NEW SELF-KELUKDING AIK BLAST INSTRUMENTATION 
PRUJECT 1.38 OPERATION SNUW BALL. 
AD-651 041 190 U67 12 HCS 3.00 MFS 0.65 


RECORDS, ELECTRONIC EQUIPMENT 
THE ELECTRONIC INSTALLATION KECOKD SYSTEM PROBLEM. 
A0-650 593 96 U67 12 HCS 3.00 MFS 0.65 


RECREATION, MAINE 
TOURIST-RECREATIUN POTENTIAL IN THE KATAHUIN VALLEY AREA, 
MAINE. 
PH-174 472 5C U6? 12 HCS 3.00 MFS 0.65 

RECREATION, SITE SELECTION 
SUCCESSFUL PRIVATE CAMPGROUNDS, 
PB-174 581 5C U67 12 HCS 3.00 MFS 0.65 

RECREATION, TEXAS 
PRELIMINARY PLANNING TOURIST FACILITIES ALABAMA=COUSHATIA 
INDIAN KESERVATIUNs POLK COUNTY, TEXAS. 

P8-174 466 5C U67 12 HCS 4.00 MFS 0.65 


RECREATION, UNITED STATES 
SKIING TRENDS AND OPPOKTUNITIES IN THe WEWSTERN STATES. 
PB-174 473 5C U6? 12 HCS 3.00 MFS 0.65 


REDUCTION 
PROPOSAL FOR A NeW TYPE UF CAVITY KESONATOK. 
N67~-23019 9A SOS LL HCS 3.00 MFS 0.65 


REDUNDANT STRUCTURE 
RELIABILITILES OF KEOUNDANT ELECTRICAL GENERATOR SYSTEMS. 
N67-22854 16N SOS LL HCS 3.00 MFS 0.65 


REENTRY BODY 
LONGITUDINAL AERODYNAMIC CHARACTERISTICS OF SEVERAL HIGH- 
DRAG BODLES AT MACH NUMBERS FRUM 1.50 TO 4.63. 
N67-23295 la S05 Ll HCS 3.00 MFS 0.65 


REENTRY DECOY 
SPREAD OF DECOYS FRUM A BALLISTIC MISSILE. 
N67-22708 168 SO5 Ll HCS 3.00 MFS 0.65 


REENTRY VEHICLES, STABILITY 
HYPERSONLC DYNAMIC STABILITY. PART I. SUMMARY. 
AD-650 724 22t U6l 12 HCS 3.00 MFS 0.65 


HYPERSONIC DYNAMIC STAGILITY. PART II. CUNICAL B00Y 
EXPERIMENTAL PROGRAM. 


AD-650 866 22C U6T 12 HCS 3.00 MFS 0.65 
HYPERSONIC DYNAMIC STABILITY. PART III. UNSTEADY FLOW FIELD 
PROGRAM. 

AD-650 879 22C U67T 12 HCS 3.00 MFS 0.65 


REENTRY VEHICLES, WAKE 
THE HYPERSONIC WAKE PROGRAM I. A FORTRAN PROGRAM FOR THE 
INTEGRAL SOLUTION, 
AD-651 159 200 Ue? 12 HCS 3.00 MFS 0.65 
REFRACTIVE INDEX, GEKMANIUM 
OPTICAL CONSTANTS OF GERMANIUM, 
40-435 O12 20F U67 12 HCS 3.00 
REFRACTORY METAL 
THERMODYNAMIC PROPERTIES OF INTERSTITIAL ELEMENTS IN THE 
REFRACTORY METALS SEMIANNUAL REPORT, 1 JUN. - 1 DEC. 1966. 
N671-22439 1iF SOS Ll HCS 3.00 MFS 0.65 


GENERATIUN OF LONG TIME CKEEP DATA ON REFRACTORY ALLOYS AT 
ELEVATED TEMPERATURES QUAKTERLY REPORT, 26 OCT. - 26 DEC. 
1966. 
N67~-23323 LIF SOS 11 HCS 3.00 MFS 0.65 
REGGE POLE 
ON RELATIONS BETWEEN TUTAL CROSS SECTIONS IN HIGH ENERGY. 
NO7T~23467 20H SOS 11 HCS 3.00 MFS 0.65 


REGULATOR 
POWER ANGLE REGULATION FUR SYNCHRONUUS MACHINES. 
N67~ 230863 9— SOS LL HCS 3.00 MFS 0.65 


REINFORCED MATERIAL 
STUDY OF BONDING BETWEEN GLASS AND PLASTIC IN GLASS- 
REINFORCED PLASTICS - EXTENDED WOKK QUARTERLY PROGRESS 
REPORT, OCT. 1 — DEC. 31, 1966. 
N67-22875 Lil SOS 11 HCS 3.00 MEFS 0.65 
REINFORCED PLASTIC 
TEMPERATURE LIMITATLONS OF POLYMERIC MATERIALS. PART 2 - 
STRUCTURAL REINFORCED PLASTICS. 
N67-22702 111 $05 LL HCS 3.00 MFS 0.65 
COMPRESSLVE BEHAVIOR OF PLATES FABRICATED FROM GLASS 
FILAMENTS AND EPOXY RESIN. 
N67~23297 20K SO5 1L HC$ 3.00 MFS 0.65 
REINFORCED PLASTICS, FLOATING BODIES 
HYDRODYNAMIC DESIGN ANDO EVALUATION OF A SIZE 5 REINFORCED- 
PLASTIC MINESWEEPING FLOAT, 
A0-650 636 1343 U67 12 HCS 3.00 MFS 0.65 


REINFORCED SHELL 





INDEX REC-RHY 


AUTOMATED NOSE FAIRING DESIGN — RING AND SKIN CONSTRUCTION. 
N67-22180 228 SOS 11 HCS 3.00 MFS 0.65 


RELATIVISTIC PARTICLE 
POSSIBILITY OF DETERMINATION OF RELATIVISTIC PROTONS* 
CONTENT IN SOME SOURCES OF SYNCHROTRON RADIATION. 
N67-23260 20H SOS 11 HCS 3.00 MFS 0.65 


RELATIVITY THEORY, EXPERIMENTAL DATA 
GENERAL RELATIVITY ANO ITS EFFECTS ON PLANETARY ORBITS AND 
INTERPLANETARY OBSERVATIONS. 
40-650 730 36 U67T 12 HCS 3.00 MFS 0.65 
RELAXATION METHOD 
PLANE~STRESS» ELASTIC-PLASTIC STATES IN THE VICINITY OF 
CRACK TIPS. 
N67-23308 20K $05 Ll HCS 3.00 MFS 0.65 
RELAXATION OSCILLATORS, CONFIGURATION 
OPERATIONAL LOW-POWER, LOW- TO HIGH-FREQUENCY DIGITAL 
CIRCUIT ELEMENTS REFINEMENTS, CHARACTERISTICS AND 
DEVELOPMENTS,» 
AD-650 779 9€ U6T 12 HCS 3.00 MFS 0.65 
RELAXATION TIME, CRYSTALS 
MAGNETIC RELAXATION IN CRYSTALS. 
AD-651 133 20H U67 12 HCS 3.00 MFS 0.65 


RELAY 
CONTRIBUTION TO THE IMPROVEMENT OF ELEC TROMECHANICAL RELAYS. 
N67-23000 9C SOS 11 HCS 3.00 MFS 0.65 


RADIOGRAPHIC TECHNIQUES FOR RELIABILITY SCREENING OF RELAYS. 
N67-23261 94 SO5 11 HCS 3.00 MFS 0.65 


RELIABILITY 
RELIABILITIES OF REDUNDANT ELECTRICAL GENERATOR SYSTEMS. 
N67-22854 18N SOS Ll HCS 3.00 MFS 0.65 


RELIABILITY(ELECTRONICS), DIGITAL COMPUTERS 
SELF-MONITORING, SELF-CORRECTION AND SELF-REPAIR AS MEANS TO 
IMPROVED RELIABILITY OF COMPLEX DIGITAL SYSTEMS, 
AD-650 804 98 U6T 12 HCS 3.00 MFS 0.65 


REMOTE CONTROL SYSTEMS, MONITORS 
REMOTE SENSING OF ENVIRONMENT. 
4D-650 581 . 228 U67T 12 HCS 3.00 MFS 0.65 

REPORTS, PROCESSING 
MANAGEMENT OF CONTRACTOR DATA AND REPORTS. VOLUME II 
AUTHORIZED DATA LIST. 
PB-172 870-H 58 U67 12 HCS$ 3.00 

RESEARCH AIRCRAFT 
EXPERIMENTAL VEHICLE P¥-1 WITH AIR CUSHIONS. FLIGHT TEST 
(VEHICLE WITHOUT FLAPS). 
N67-22970 1c SOS 11 HC$ 3.00 MFS 0.65 

RESEARCH FACILITY 
IMPROVING ECONOMY WITH THE USE OF STANDARDIZED, MOVABLE, IN- 
CELL BOXES, AND THE DECONTAMINATION OF THEIR EQUIPMENT AT 
THE CENTRAL DECONTAMINATION FACILITY. 

N67-22440 18F SOS 11 HCS 3.00 MFS 0.65 


EQUIPMENT FOR LOCAL IRRADIATION OF TRANSPLANTED MOUSE TUMORS 
WITH THERMAL NEUTRONS IN REACTOR FRJ-1. 
N67-23033 6R SOS 11 HCS 3.00 MFS 0.65 


RESEARCH PROGRAM ADMINISTRATION, GRASSES 
FODOER CONSERVATION RESEARCH IN CSIRO 1954-1964, 
PB-174 458 20 U67T 12 HCS 3.00 AFS 0.65 


RESEARCH PROJECT 
WORK REPORT, 1965. 
N67-22920 201 $05 11 HCS 3.00 MFS 0.65 

RESEARCH REACTORS, CONTROL RODS 
THE POSITIVE PERIOD METHOD OF CALIBRATING CONTROL RODS OF 
THE AFRRI-TRIGA REACTOR USING THE AFRRI DATA ACQUISITION 
SYSTEM, 
AD-651 000 181 U67 12 HCS 3.00 MFS 0.65 

RESONANCE 
UNUSUAL RESONANCE LINES OF HIGHLY IONIZED ATOMS OF THE FIRST 
LONG PERIOD. 
N67-22076 70 SO5 LL HCS 3.00 MFS 0.65 

RESONANCE CHARGE EXCHANGE 
PERTURBATION OF RESONANCE STATES AND ENERGY SHIFT IN MIRROR 
NUCLEI. 
N67-23389 20H SOS 11 HCS 3.00 MFS 0.65 

RHENIUM 
NUCLEAR MATRIX ELEMENTS OF FIRST FORBIDDEN BETA TRANSITIONS 
IN THE NILSSON MODEL. 
N67~233868 20H SOS LL HCS 3.00 MFS 0.65 

RHEOLOGY, LUBRICANTS 
NEWS IN MACHINE LUBRICANTS (CHAPTER IV AND Vi, 

AD-650 806 11H U67 12 HCS 3.00 MFS 0.65 


RHEOLOGY, LUBRICATION 
EFFECTS OF VISCOELASTIC LUBRICANT ON SQUEEZE FILM 
LUBRICATION BETWEEN IMPINGING SPHERES. 
AD-651 155 L1H U67 12 HCS 3.00 MFS 0.65 


RHYTHM( BIOLOGY), CONFINED ENVIRONMENTS 
EFFECT OF ISOLATION IN A CONSTANT ENVIRONMENT ON PERIODICITY 
OF PHYSIOLOGICAL FUNCTIONS AN" PERFORMANCE. 
AD-650 671 6P U6T 12 HCS 3.00 MFS 0.65 








RIB-SAM 


RIBONUCLEIC ACID (RNA) 
CHEMISTRY OF LIVING SYSTEMS SEMIANNUAL REPORT, 1 OCT. 1966 - 
31 MAR. 1967. 
N67-22380 6A S05 11 HCS 3.00 MFS 0.65 
RICKETTSIA PROWAZEKI, LICE 
EXPERIMENTAL MASS INFECTIUN UF LICE AUVAPTEO TO FEEDING ON 
RABBITS WITH RICKETTSIA PROWAZEKI, 
AD-651 173 6C U67 12 HCS 3.00 MFS 0.65 


RICKETTSIA, METABOLISM 
METABOLIC ACTIVITY OF THe TRENCH FEVER RICKETTSIA, 
RICKETTSIA QUINTANA, 
AD-650 940 6M U6T 12 

RIGID BODY 
THE STABLLITY OF A WIND TUNNEL MOvEL ON FLEXIBLE SUPPORTS. 
NO7T-22783 146 S05 LL HCS 3.00 MFS 0.65 


RING 
STUDIES LN RING EXPANSIUN FINAL SCIENTIFIC REPORT, 1 JAN. 
1963 — 31 DEC. 1966. 
N67—23238 7c $05 LL HCS 3.00 MFS 0.65 
RING STRUCTURE 
FINITE ELEMENT MODELING UF A CIRCULAR KING USING HALF AND 
QUARTER SYMMETRY. 
N67-235317 13M $05 LL HCS 3.00 MFS 0.65 
RIVERS, CHEMICAL ANALYSIS 
ATOMIC ABSORPTION ANALYSIS FOK CAy CRy COs CUs FEy PBe Liye 
MGs MNe Nie Ke Ry NAy AND SK IN THE HUDSON RIVER. 
AaD-650 853 70 U67 12 HC$ 3.00 MFS 0.65 


REVERS» CHEMICAL PROPERTIES 
COLUMBIA RIVER PLUME IVENTIFICATION BY SPECIFIC ALKALINITY, 
A0-650 661 6J U6T 12 


ROADS, LASERS 
LASER ASSISTED ROCK FRACTURE. 
PB-174 245 138 U67 12 HCS 3.00 MEFS 0.65 
ROCK FORMING MINERALS, THERMAL PROPERTIES 
THERMAL PROPERTIES OF AMPHIBOLES AS A FUNCTION OF ALKALI 
CONTENT. 
AD-650 478 6D U67 12 HC$S 3.00 MFS 0.65 
ROCKET ENGINE 
ALLOA-3-3 RUCKET ENGINE UXIDIZER PUMP DEVELOPMENT PROGRAM, 
AUGUST 1965 - JUNE 1966. 
N67-23274 21H SOS LL HCS 3.00 MFS 0.65 
ROCKET MOTORS(SULIO PROPELLANT), INTERIOR BALLISTICS 
INVESTIGATION OF HIGH ACCELERATION ON THE INTERIOR 
BALLISTICS OF SOLID PROPELLANT ROCKET MOTORS. 
AD-651 110 19D U67 12 HC$S 3.00 MFS 0.65 


ROCKET NOSE CONE 
NOSE SELECTION AND VEHICLE MOTION DYNAMICS FOR THE SECOND 
STAGE OF A TWO-STAGE SOUNDING ROCKET SYSTEM. 
N67-22077 226 SOS 11 HC$ 3.00 MFS 0.65 


ROCKET NOZZLE 
ELOO FUTURE PROGRAM PRELIMINARY STUDY NU. 3-1. PART 2 - 
NUMERICAL COMPUTATIONS FOR NONEQUILIBRIUM H2- O02 ROCKET 
NOZZLE FLOW. 
N67—22902 21H $05 Ll HCS 3.00 MFS 0.65 
INVESTIGATION OF A SUBMERGED NOZZLE FOR SOLID ROCKETS. 
N67~-23310 21H SOS LL HCS 3.00 MFS 0.65 


ROCKET PHOTOGRAPHY 
AIRBORNE AND MISSILE BORNE CAMERAS DEVELOPED BY WEAPONS 
RESEARCH ESTABLISHMENT. 


N67-22936 . 146— S05 Ll HCS 3.00 MFS 0.65 
ROCKETRY 

BULLETIN NO. 3. 

N67-23400 224 $05 LL HCS 3.00 MFS 0.65 


ROCKIGEOLOGY), GEOLOGIC AGE DETERMINATION 
LOWER CRETACEOUS ROCKS (NEOCOMIAN-ALBIAN) DREOGED FROM BLAKE 
ESCARPMENT, 
AD-650 677 8G U6T 12 
ROCKI GEOLOGY), LASERS 
LASER ASSISTED ROCK FRACTURE. 
PB-174 245 136 U67 12 HCS 3.00 MFS 0.65 
ROCKIGEOLOGY), NUCLEAR EXPLOSIONS 
MACRODEFORMATION RESULTING FROM THE HANOCAR EVENT, 
UCRL~50149 8G N21 09 HC$ 3.00 MFS 0.65 


RODENTS, PASTEURELLA PESTIS 

HEREDITARY TRANSMISSION OF PLAGUE RESISTANCE IN PALLASIOMYS 

MERI DANUS, 

AD-650 889 6C U67 12 HCS 3.00 MFS 0.65 
QBSERVATLONS ON THE ROLE OF THE REACTIVITY OF GREAT GERBILS 
TO P. PESTIS OURING THE DEVELOPMENT OF THE EPI ZOOTOLOGICAL 
PROCESS. IV. EXPERIENCE IN USING THE PASSIVE 
HEMAGGLUBINATION REACTION IN A STUDY OF THE NATURAL PLAGUE 
FOCUS IN THE MUYUN KUM, 
AD-650 891 6C U67 12 HC$ 3.00 MFS 0.65 
RODS, ELASTICITY 

A LINEAR THEORY OF STRAIGHE ELASTIC ROOS. 

AD-651 184 20K U67T 12 HCS 3.00 MFS 0.65 


ROLL CONTROL 
FLIGHT EXPERIENCE OF RATE DEMAND CONTROL USING ELECTRIC 
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SIGNALLING IN THE AVRO 707 C AIRCRAFT. 
N67-23246 10 SOS LL HCS 3.00 MFS 0.65 


ROLLER BEARINGS, LUBRICATION 
NEWS IN MACHINE LUBRICANTS (CHAPTER IV AND VI, 
40-650 806 L1H U67 12 HCS 3.00 HFS 0.65 


ROLLING 
THE PILOT PRODUCTION AND EVALUATION OF CHROMIUM ALLOY SHEET 
AND PLATE FINAL REPORT. 
N6OT~22175 11F SO5 11 HCS 3.00 MFS 0.65 


ROLLING CONTACT BEARING 
STUDIES OF ROLLING-ELEMENT LUBRICATION AND FATIGUE LIFE IN 4 
REDUCED PRESSURE ENVIRONMENT. 
N67-23311 131 SOS LL HCS 3.00 MFS 0.65 


ROLLING MILLS,» LUBRICATION 
ROLLER STABILITY USING NEW SYNTHETIC LUBRICANTS, 
AD-650 743 L1H U67 12 HCS 3.00 MFS 0.65 


ROLL, AIRCRAFT 
WIND TUNNEL INVESTIGATION OF AN ASPECT RATIO 10 TANDEM WING 
AIRCRAFT CONFIGURATION IN GROUND EFFECT. PART Ef. LATERAL 
CHARACTERIZATION, 
40-650 996 1C U6T 12 HCS 3.00 MFS 0.65 
ROTATING FLUID 
AN OSCILLATORY DISTURBANCE OF RIGIOLY ROTATING FLUID. 
N67-22991 200 SOS 11 HCS 3.00 MFS 0.65 


ROTATING MACHINE 
FEASIBILITY STUDY OF ROTATING BOILER FOR HIGH-PERFORMANCE 
RANKINE CYCLE POWER GENERATION SYSTEMS. 
N67-23313 108 SO5 11 HC$S 3.00 MFS 0.65 


ROTATIONAL FLOW 
DECAY OF TURBULENT AXISYMMETRICAL FREE FLOWS WITH ROTATION, 
N67T-22916 1A SOS LL HCS 3.00 MFS 0.65 


RUBIDIUM, DIPOLE MOMENTS 
EXPERIMENTAL UPPER LIMIT FOR THE PERMANENT ELECTRIC DIPOLE 
MOMENT OF R665 BY OPTICAL-PUMPING TECHNIQUES. 
AD-650 955 70 UeT 12 


RUBIS ROCKET 
REALIZATION OF A RADIO ASTRONOMY EXPERIMENT IN SPACE. 
N67~-23383 4A SO5 11 HCS 3.00 MFS 0.65 


RUBY LASER 
THE **BLEACHING**® EFFECT IN ZN S/ CO/ CRYSTALS UNDER THE 
INFLUENCE OF EXTREMELY LARGE PULSES OF A RUBY LASER. 
N67-22638 20L SO5 11 HCS 3.00 MFS 0.65 


RUNWAYS, CONFIGURATION 
ANALYSIS OF CRITERIA FOR PAVEMENT SLOPES. 
AD-650 842 1E U67 12 HCS 3.00 MFS 0.65 


RUNWAYS» MARKER LIGHTS 
EVALUATION OF RUNWAY LIGHTING SYSTEMS FOR EFFECTIVENESS IN 
ODENSE FOG. 
A0-650 664 L7G U67 12 HCS 3.00 MFS 0.65 
RUNWAYS, SNOW REMOVAL 
DEVELOPMENT OF A PAVEMENT HEATING SYSTEM TO REMOVE SNOW FROF 
ALRPORT RUNMAY INSET LIGHTS. 
AD-650 907 1E U67 12 HCS 3.00 MFS 0.6) 


RUSSIAN LANGUAGE, MACHINE TRANSLATION 
A FINAL ADMINISTRATIVE REPORT, 
PB-174 560 5G U6T 12 HCS 3.00 MFS 0.65 

SAFETY DEVICE 
ELECTRONIC SAFETY DEVICES WITH MU A READINGS FOR 
SEMICONDUCTOR DETECTORS. 
N67-23215 1860 SOS 11 HCS 3.00 MFS 0.65 

SAFETY DEVICES, REACTOR SYSTEM COMPONENTS 
COMPILATION OF UNITED STATES NUCLEAR STANDARDS. 380 EDITION, 
1966. 
ORNL-NSIC-30 6R N21 09 HCS 3.00 MFS 0.65 

SALT 
ON THE ACID AND ALKALINE DENATURATION OF DNA AND ITS 
DEPENDENCE ON THF “S4LT CONCENTRATION. 

N67-23087 6A SO5 LL HCS 3.00 MEFS 0.65 


SALTS, MIXTURES 
PHYSICAL PROPERTIES OF FUSED SALT MIXTURES EUTECTIC 
COMPOSITIONS AND MELTING POINTS. DATA FROM OPEN LITERATURE, 
1963-JUNE 30, 1965. VOLUME 2, 
SC-R-65-930-VOL-2 70 N21 09 HCS 3.00 MFS 0.65 
SALVAGE, METALS 
THE REMOVAL AND UTILIZATION OF JUNKED AUTOMOBILES IN EASTERN 
KENTUCKY. 
PB-174 464 13F U67 12 HCS 3.00 MFS 0.65 
SAMPLED OATA SYSTEM 
A PRELIMINARY THEORETICAL STUDY OF AN ADAPTIVE MANOEUVRE 
DEMAND AIRCRAFT CONTROL SYSTEM USING SAMPLED-DATA 
TECHNIQUES. 
N67T-22704 10 SOS L1 HCS 3.00 MFS 0.65 
SAMPLERS, ATMOSPHERE 
OPERATIONS, MAINTENANCE ANDO PARTS HANDBOOK FOR AFCAL 
IMPACTOR PROBE (WB-50), 
A0-650 683 4A U6T 12 HCS 3.00 HFS 0.65 
SAMPLERS, OCEANOLOGY 
INSTRUMENTS AND METHODS A LARGE WATER SAMPLER, RUPTURE- 
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SUBJECT INDEX SAM-SEA 


DISC TRIGGERED, FOR STUVIES UF UISSULVED ORGANIC COMPOUNDS. 
a0-650 713 oJ UoT 12 


SAMPLING DEVICE 
AUTOMATED BIOLOGICAL LABOKATORY SUIL SAMPLING STUDY FINAL 


MEPORT, 17 FEB. 1966 - 17 FEB. 1967. 
NO7T~22222 224 SOS 11 HC$ 3.00 MFS 0.65 


DISASSEMBLY AND SAMPLING UF GRAPHITE GALL FUEL ELEMENTS. 
N67-23065 16J S05 11 HC$S 3.00 MFS 0.65 


SAMPLING, DECISION THEORY 
INVESTIGATION OF REJECTION KULES FUR OUTLIERS IN SMALL 
SAMPLES FROM THE NORMAL VISTRIBUTIUN. IV. ESTIMATION IN 
THE CASE WHERE BOTH PAKAMETERS ARE UNKNOWN. 

PB-174 515 12A U67T 12 HC$ 3.00 MFS 0.65 


INVESTIGATION OF REJECTION RULES FOR OUTLIERS IN SMALL 
SAMPLES FROM THE NOXMAL DISTRKIGUTIUN. Ill. ESTIMATION OF 
THE VARIANCE (KNOWN MEAN). 
PB-174 516 12A U67T 12 HCS 3.00 MFS 0.65 
INVESTIGATION OF KEJECTIUN KULES FUR OUTLIERS IN SMALL 
SAMPLES FROM THE THE NURMAL DISTRIBUTION. II. ESTIMATION OF 
THE MEAN (KNOWN VARIANCE). 


Pe-174 SIT L2A U6T 12 HCS 3.00 MFS 0.65 


SAPPHIRES, CERAMIC FIBERS 
INVESTIGATION OF BONDING IN OXIUE-FIGER (WHISKER) REINFORCED 
METALS. 
ad-651 190 liv U67 12 HCS 3.00 MFS 0.65 
SATELLITE ATTITUDE CONTRUL 
HIGH ALTLTUVE LIMITATION STUDY ADVANCED HORIZON SENSOR FOR 
OGO FINAL REPORT, 4 APK. - 15 JUL. 1966. 
N67-22257 L7H SOS LL HCS 3.00 MFS 0.65 


FEASIGILITY STUDY FORK A SCANNING CELESTIAL ATTITUDE 
DETERMINATION SYSTEM (SCAUS) FOR THREE AXIS ATTITUDE 
DETERMINATION AT A COMMANU ANU DATA ACQUISITION (CDA) 
STATION FINAL REPORT. 
N67- 23052 140 S05 Ll HCS 3.00 MFS 0.65 
SATELLITE COMMUNICATION 
BULLETIN NU. 3. 
N67-23400 224 S05 LL HCS 3.00 MFS 0.65 
SATELLITE INSTRUMENTATION 
PASSIVE DAMPING UF THE GEWEKAL RELATIVITY SATELLITE GYRO. 
N67-23061 17G SO5 Ll HCS 3.00 MFS 0.65 


SATELLITE MEASUKEMENT 
THE ORDERED MAGNETIC FIELD UF THE MAGNETOSHEATH. 
N67-23320 44 $05 Ll HCS 3.00 MEFS 0.65 


SATELLITE OBSERVATION 
SATELLITE TRANSITS RECUKVED AT EAKLYBURN, OCTOBER TO 
DECEMBER 1965. 


N67-22497 226 SOS 1L HCS 3.00 MF$ 0.65 
SATELLITE TRANSITS KECURKDED AT EARLYSURN» JANUARY TO MARCH 
1966. 

N67-22499 226 SOS Ll HCS 3.00 MFS 0.65 


SATELLITE ORBIT 
GRAPHICALS METHODS FOR OkKbIT CALCULATIONS OF SATELLITES. 
N67-22965 22 $05 LL HCS 3.00 MFS 0.65 


SATELLITE TRACKING SYSTEMS, DATA 
ANNA 18 SATELLITE DATA FUR DAYS 115 THROUGH 122, 
AD-650 979 226 U67T 12 HCS 3.00 MFS 0.65 


SATELLITES( ARTIFICIAL), DATA 
A GEOMETRIC SIMULTANEOUS MULTISTATIUN DETERMINATION, WITH 
CONSTRAINTS» USING DATA FROM GEUDETIC SATELLITES. 
AD-650 739 22b U6T 12 HCS 3.00 MFS 0.65 


SATELLEITESC(ARTIFICIAL), GKAVITY 
PENDULUM IN CABIN OF ARTIFICIAL EARTH SATELLITE, 
A0-650 608 226 U6T 12 HCS 3.00 MFS 0.65 


SATELLITES(ARTIFICIAL), INFKAREU SPECTRUSCOPY 
DESIGN STUDY FOR AN IMPROVED SATELLITE INFRARED 
SPECTROMETER. 
PB-174 519 20 U67 12 HCS 3.00 MFS 0.65 

SATELLITES(ARTIFICIAL), SPIN 
MOMENTUM TRANSFER AS A MEANS OF DESPINNING A ROTATING 
SPACECRAFT. 
40-651 004 226 U67 12 HCS 3.00 MFS 0.65 

SATELLETES(ARTIFICIAL), STABILITY 
NUTATIONAL STABILITY OF MULTI-8ODY SPIN-STASILIZEOR 
SATELLITES. 
AD-650 943 22C U6T 12 HCS 3.00 MFS 0.65 

SATELLLTES( ARTIFICIAL), THERMAL RADIATIUN 
RADIO-ACTIVE HEATING UF SATELLITES, 

AD-650 988 2246 U6T 12 HC$ 3.00 MFS 0.65 


SATURN 18 LAUNCH VEHICLE 
COMPOUND PRESSURE AND VACUUM KELIEF VALVE, 2-INCH. LADEWIG 
VALVE COMPANY PART NUMBER 3302- Fy NASA ORAWING NUMBER 75 
804406 PRY-3. 
NO7T-23278 13K SO5 11 HCS 3.00 MFS 0.65 
SATURN LAUNCH VEHICLE 
SATURN INTEGRATED CIRCUIT RELIABILITY TEST PROGRAM QUARTERLY 
PROGRESS REPORT, OCT. - OEC. 1966. 
N67T-23265 9A SOS LL HCS 3.00 MFS 0.65 








SATURN V LAUNCH VEHICLE 
A PILOTEO SIMULATION STUDY OF MANUAL GUIDANCE OF THE UPPER 
STAGES OF A LARGE LAUNCH VEHICLE. : 
N67-22868 228 SOS 11 HCS 3.00 MFS 0.65 


ANALYTICAL AND EXPERIMENTAL DETERMINATION OF LOCALIZED 
STRUCTURE TO BE USED IN LABORATORY VIBRATION TESTING OF 
SHELL STRUCTURE-MOUNTED COMPONENTS, SATURN V PROGRESS 
REPORT, MAY - NOV. 1966. 
N67-23253 220 SOS 11 HCS 3.00 MFS 0.65 
STATIC AERODYNAMIC CHARACTERISTICS OF THE ABORTED APOLLO- 
SATURN V VEHICLE. 
N67-23344 228 SOS 11 HCS 3.00 MFS 0.65 
SCALE MODEL 

WATER-LANDING CHARACTERISTICS OF A 1/10-SCALE MODEL OF A 

WINGED MISSILE. 


N67-23282 160 SO5 11 HCS 3.00 MFS 0.65 
SCANDIUM 

NEWLY IDENTIFIED LINES IN NE I ISOELECTRONIC SEQUENCES. 

N67-220860 70 SOS 11 HCS 3.00 MFS 0.65 
SCANNING 


MINIMUM ENERGY REACTION WHEEL CONTROL FOR A SATELLITE 
SCANNING A SMALL CELESTIAL AREA. 
N67-22870 224 SOS 11 HCS 3.00 MFS 0.65 


SCANNING DEVICE 
FEASIBILITY STUDY FOR A SCANNING CELESTIAL ATTITUDE 
DETERMINATION SYSTEM (SCADS) FOR THREE AXIS ATTITUDE 
DETERMINATION AT A COMMAND AND DATA ACQUISITION (COA) 
STATION FINAL REPORT. 
N67-23052 14C SO5 11 HCS 3.00 MFS 0.65 
SCATTERING AMPLITUDE 
PRODUCTION OF ETA AND THE DEPHASING ANALYSIS OF THE PI- 
NUCLEON DIFFUSION. 
N67-22939 20H SOS LL HCS 3.00 MFS 0.65 
[ EQUALS J EQUALS O DIPION STATE WITH A COO POLE. 
N67-23005 20H SOS 11 HCS 3.00 MFS 0.65 


SCATTERING CROSS SECTION 
ON RELATIONS BETWEEN TOTAL CROSS SECTIONS IN HIGH ENERGY. 
N67-23467 20H SOS 11 HCS 3.00 MFS 0.65 


SCHEDULING, MANAGEMENT ENGINEERING 
URANIUM PRICE SCHEDULES BY UCOST CODE COMPUTATION, 
BNWL-312 5A N21 09 HCS 3.00 MFS 0.65 


SCIENTIFIC PERSONNEL, MATHEMATICS 
OAS MATHEMATISCHE WERK VON FELIX HAUSDORFF (THE MATHEMATICAL 
WORK OF F. HAUSDORFF), 
AD-650 656 51 U67 12 
SCIENTIFIC PERSONNEL, PSYCHOMETRICS 
RESULTS FOR AN ADDITIONAL FOLLOW-UP CRITERION ON A SAMPLE OF 
AIR FORCE SCIENTISTS, 
AD-651 119 51 U67 12 HCS 3.00 MFS 0.65 
SCIENTIFIC RESEARCH, BIBLIOGRAPHIES 
THESES AND DISSERTATIONS IN THE HOLDINGS OF THE ARMY 
LIBRARY. THIRD REVISED EDITION. 
AD-651 164 58 U67 12 HCS 3.00 MFS 0.65 
SCIENTIFIC RESEARCH, PROFESSIONAL ‘PERSONNEL 
COMPARISON OF RANK CORRELATIONS CONCERNING SALARY, SIZE OF 
STAFF AND DEGREE LEVEL. 
40-650 665 Si U67 12 HCS 3.00 MFS 0.65 
SCIENTIFIC SATELLITES, TELEMETERING DATA 
ANNA 18 SATELLITE OATA FOR DAYS 115 THROUGH 122, 
A0-650 979 228 U67 12 HCS 3.00 MFS 0.65 


SCINTILLATION COUNTER 
OBSERVATIONS OF NUCLET HEAVIER THAN IRON IN THE PRIMARY 
COSMIC RADIATION. 
N67-22876 20H SOS 11 HCS 3.00 MFS 0.65 
SPECTROMETRY OF PRIMARY PROTONS AND OF SOLAR ORIGIN PROTONS 
AT SKOGAR, ICELAND (1 APPROXIMATELY 5,7). 
N67-22918 4A SOS 11 HCS 3.00 MFS 0.65 


SCINTILLATION SPECTROMETER 
MEASUREMENT OF AURORAL X-RAYS. 
N67-22932 4A S05 11 HCS 3.00 MFS 0.65 

PROTON-ELECTRON SPECTROMETER EXPERIMENTS ON GEMINI-4& AND 

GEMINI-T FINAL REPORT, 27 MAY 1963 ~ 30 SEP. 1966. 

N67-23326 224 SOS 11 HCS 3.00 MFS 0.65 


SCINTILLATION, SCANNING 
BOND INSPECTION BY SCANNING IMAGES IN SCINTILLATING 
CRYSTALS, 
AD-650 876 148 U6T 12 HCS 3.00 MFS 0.65 
SCOUT LAUNCH VEHICLE 
FEASIBILITY STUDY OF STORAGE CONCEPTS FOR SCOUT AND OTHER 
NASA SOLID PROPELLANT LAUNCH VEHICLES. 
N67-22887 220 SOS 11 HCS 3.00 MFS 0.65 


SEA WATER, ANCHORS( STRUCTURAL) 
OURABILITY AND BEHAVIOR OF PRESTRESSED CONCRETE BEAMS. 
REPORT 2. POSTTENSIONED CONCRETE INVESTIGATION PROGRESS TO 
JULY 1966. 


A0-650 727 FS 0.65 


13m U6T 12 


SEA WATER, CALCITE 
CALCITE RATES OF DISSOLUTION IN A VERTICAL PROFILE IN THE 











SEA-SHE 





CENTRAL PACIFIC, 
AD-650 964 


8J U6T 12 


SEA WAKER, ELECTRICAL CONDUCTANCE 
ON THE CHANGE IN ELECTKICAL CONDUCTANCE UF SEAWATER WITH 
TEMPERATURE, 
A0-650 589 8J U6T 12 
SEA WATER, GASES 
DISSOLVED GASES OTHER THAN CAKBON DIOXIDE, 
AU-650 653 J U6T7 12 


SEA WATER, ISOTOPES 
DEUTERIUM AND OXYGEN 16 VARIATIONS IN THE OCEAN AND THE 
MARINE ATMOSPHERE, 
AD-650 965 6 U67 12 
SEA WATER, NITROGEN COMPUUNDS 
THE SPECTROPHOTOMETRIC LETERMINATIUN UF AMMUNIA AND LABILE 
AMINO CUMPOUNOS IN FRESH AND SEAWATER BY OXIDATION TO 
NITRITE. 
AV-650 650 80 U6T 12 
DISTRIBUTION OF NITRATES ANU NITKITCS IN THE WATER OF NORTH 
INDIAN OCEAN, 
AD-651 200 6J U67 12 HCS 3.00 MFS 0.65 
SEA WATER, OCEANOGRAPHIC DATA 
SEA-WATER ENVIRONMENT FOK THE MEL OCEAN PRESSURE LABORATORY, 
PHASE II. SEA-WATERK ACQUISITION, PRULESSINGs AND CONTROL OF 
PARAMETERS. 
AD-651 195 8J U6T 12 HCS 3.00 MFS 0.65 
SEA WATER, OXYGEN 
ANOXIC BASINS AND FJURDS, 
AV-650 654 8J U6T 12 


SEA WATEK, PH 
COMPILATION UF REPRINTS. 
AD-650 725 8D U6T 12 


SEA WATER, PHYSICAL PROPERTIES 
A STUDY OF THE MAIN REGULARITIES IN Trt WATER STRUCTURE OF 
THE WORLO OCEAN, 
AD-651 199 6J U67T 12 HCS 3.00 MFS 0.65 
SEA WATER, SALTS 
NUTRIENT REGENERATION FROM PHYTUPLANKTON DECOMPOSING IN SEA 
WATER. 
AD-650 649 BJ U6T 12 
SEALANT 
TEMPEKATUKE LIMITATIONS OF PULYMEKIC MATERIALS PART 6 - 
ELASTOMERS. 
N67-22711 LlJ S05 11 HCS 3.00 MFS 0.65 


SEAPLANES, HYORU-SKIS 
SURVEY UN SEAPLANE HYOKU-SKI UESIGN TECHNULOGY. PHASE I 
QUALITATLVE STUDY, 
AD-650 769 lL UOT 12 HCS 3.00 MFS 0.65 


SEAPLANES, MOUVEL TESTS 
WIND-TUNNEL INVESTIGATIONS UF A 1/20-SCALE POWERED MODEL 
OPEN-OCEAN V/STOL SEAPLANE. 
AD-651 099 200 U67 12 HC$ 3.00 MFS 0.65 
SEARCHLIGHTS, PERFORMANCE (CNGINEERING) 
CHARACTERISTICS UF A 2U-Kiwy LIQUIU-COULEO, KENON ARC 
SEARCHLIGHT. 
AD-650 #841 13A U67T 12 HCS 3.00 MFS 0.65 
SEDIMENTARY KUCK, OCEAN BUTTUM 
PALAGUNITE TUFFS (HYALOCLASTIT&ES) AND THE PRODUCTS OF POST- 
ERUPTIVE PROCESSES, 
AD-650 648 6J U6T 12 
SEVIMENTATLON, bAHAMA ISLANUS 
SEDIMENTS OF THE CAICOS VUTERK KIOGE, THE BAHAMAS, 
AD-650 679 8G U6T 12 


SEOIMENTATIUN, MARINE GEULUGY 
THE CONTRIBUTION OF UNKECUGNIZED MINERAL PRECIPITATES OF 
MARINE ORGANISMS TO MARINte SEUIMENTS. 
PO-174 381 6G U6T 12 HCS 3.00 MFS 0.65 


SEISMIC WAVES, SYMPOSIA 
PROCEEDINGS OF THE VESIAL SPECIAL STUDY CUNFERENCE ON 
SELSMIC SIGNAL ANOMALIES, TRAVEL TIMES, AMPLITUDES, AND 
PULSE SHAPES. 
AD-478 537 6K U6T 12 HLS 3.00 MFS 0.65 
SELSMULOGY ° 
THE INTERNAL STRUCTURE AND PHYSICS UF THE EARTH. 
N67-23321 6K SOS LL HCS 3.00 MFS 0.65 


SELSMOLUGY, SEISMOLOGICAL STATIUNS 
SPECTRUM OF P ANU PLP iN RELATION TO THE MANTLE-CORE 
BOUNDARY AND ATTENUATION IN THt MANTLE, 
AD-650 658 6K U6T 12 


SELENOGRAPHY 
COMMUNICATIONS OF THE LUNWAK ANU PLANETAKY LABORATORY», VOLUME 
Se PART 35 NU. 72-78. 
N67-22511 3A $05 11 HCS 3.00 MFS 0.65 
SEMANTICS, GRAMMAKS 
CONTEXTUAL PREDICTABILITY ANU FREWUENLY FACTORS. 
AD-651 095 5G U6T 12 HCS 3.00 MFS 0.65 


SEMICUNDULTING FILMS, UPTICAL PRUPERTIES 
OPTICAL PROPERTIES OF EXPITAXIAL PUS FILMS IN THE ENERGY 


So 


SUBJECT INDEX 











RANGE 2-6 EV. 
AD-651 215 20L U67T $2 HCS 3.00 MFS 0.65 


SEMICONDUCTING FILMS, SUBSTITUTION REACTIONS 

CRYSTAL CHEMISTRY OF DEFECTIVE STRUCTURES IV — CHANGE OF A Pp 

TYPE SEMICONDUCTOR INTO A N-TYPE SEMICONDUCTOR BY VAPOR 

TREATMENT. 

ATI-125 138 20t U67 12 HCS 3.00 
SEMICONDUCTOR DEVICE 

ELECTRONIC SAFETY DEVICES WITH MU A READINGS FOR 

SEMICONDUCTOR DETECTORS. 

N67-23215 180 SO5 11 HCS 3.00 MFS 0.65 
HIGH RELIABILITY SCREENING OF SEMICONDUCTOR AND INTEGRATED 
CIRCUIT DEVICES. 
N67-23322 9A SOS Li HCS 3.00 MFS 0.65 
SEMICONDUCTOR DEVICES, DEMODULATORS 

MICROWAVE DETECTORS USING HOT CARRIER EFFECTS. 

AD-651 023 — U67 12 HCS 3.00 MFS 0.65 


SEMICONDUCTOR DEVICES, SOLID STATE PHYSICS 
SOLID STATE RESEARCH 1967 1. 
AD-651 065 20L U67 12 HCS 3.00 MFS 0.65 

SEMICONDUCTORS, BAND THEORY OF SOLIDS 
ELECTRON COLLISION EFFECTS IN SEMICONDUCTORS, 

AD-650 717 20L U67 12 HCS 3.00 MFS 0.65 


SEMICONDUCTORS, CIRCUIT INTERCONNECTIONS 
THEORY OF OHMIC CONTACTS. 
A0-650 738 9A U6T 12 HCS 3.00 MFS 0.65 

SEMICONDUCTORS, ELECTRON BEAMS 
AN INVESTIGATION OF BASIC MECHANISMS OF TRANSIENT HIGH 
ENERGY RADIATION EFFECTS IN INSULATORS AND SEMICONDUCTORS. 
AD-462 730 9A U6T 12 HCS 3.00 


SEMICONDUCTORS, PIEZOELECTRIC CRYSTALS 
CURRENT INSTABILITIES IN PIEZOELECTRIC SEMICONDUCTORS. 
AD-651 003 20L U67 12 HCS 3.00 MFS 0.65 


SEMICONDUCTORS, PREPARATION 
RESEARCH IN PURIFICATION AND SINGLE CRYSTAL GROWTH OF II-VI 
COMPOUNDS. 
AD-651 140 20L U67 12 HCS 3.00 MFS 0.65 


SEMICONDUCTORS, REFLECTIVITY 
EFFECTIVE MASS OF FREE CARRIERS IN SEMICONDUCTORS AS 
DETERMINED FROM INFRARED REFLECTIVITY MEASUREMENTS, 
AD-650 867 20L"U67 12 HCS 3.00 MFS 0.65 


SEQUENCES, MATHEMATICAL PREDICTION 
LOWER ORDER LINEAR FILTERING AND PREDICTION OF NONSTATIONARY 
RANDOM SEQUENCES. 
AD-650 641 12A U67T 12 HCS 3.00 MFS 0.65 
SEQUENCES, PROBABILITY 
REVISION OF CONTINUOUS SUBJECTIVE PROBABILITY DISTRIBUTIONS, 
AD-650 684 5J U6T 12 


SERIES EXPANSION 
A METHOD OF ASYMPTOTIC EXPANSIONS FOR SINGULAR PERTURBATION 
PROBLEMS WITH APPLICATION IN VISCOUS FLOW. 
N67-22667 200 SO5 1lL HCS 3.00 MFS 0.65 


SERIES, CONVERGENCE 
BEMERKUNGEN ZUR KONVERGENZ VON POINCARESCHEN RELHEN 
(OBSERVATIONS ON CONVERGENCE OF POINCARES SERIES), 
AD-651 061 12A U6T 12 


SERIES, GROUPSIMATHEMATICS) 
UBER POINCARESCHE REITHEN ZUR SIEGELSCHEN MODULGRUPPE (0N 
POINCARES SERIES FOR SIEGEL*S MODULAR GROUP), 
AD-651 0860 A2A U6T 12 


SERUM ALBUMIN, MATHEMATICAL MODELS 
PROTEIN BINDING OF SMALL IONS- A MATHEMATICAL MODEL OF SERUM 


ALBUMIN, 

A0-650 617 6A U6T 12 HCS 3.00 MFS 0.65 
SERVO LOOP 

SOME REMARKS ON THE PHASE-LOCK LOOP. 

N671~-22495 9€ SOS 11 HCS 3.00 MFS 0.65 


SEWAGE, POLIOMYELITIS VIRUS 
EFFECT OF SEWAGE TREATMENT ON RECOVERY OF POLIOVIRUS 
FOLLOWING MASS ORAL IMMUNIZATION, 


AD-650 937 6E U6T 12 
SEXTANT 
HANDHELD SPACE SEXTANT OPERATING MANUAL. 
N67-22065 220 SO5 11 HCS 3.00 MFS 0.65 


SHAFTS, CALIBRATION 
PROPULSION SHAFT CALIBRATION FOR TORSIONAL MODULUS OF 
RIGIOITY. 
AD-650 693 135 U67 12 HCS 3.00 MFS 0.65 
SHEAR STRESSES, TURBULENCE 
THE MAINTENANCE OF REYNOLDS STRESS IN TURBULENT SHEAR FLOW. 
AD-650 732 200 U67 12 


SHEET METAL 
THE PILOT PRODUCTION AND EVALUATION OF CHROMIUM ALLOY SHEET 
AND PLATE FINAL REPORT. 
N67-22175 LLF SOS LL HCS 3.00 MFS 0.65 
SHEETS, DEFORMATION 
APPLICATION OF A CORRECTIVE-FUNCTION METHOD IN CALCULATIONS 
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OF DEFORMATIUNS OF CANTILEVER PLATES, 
AD-651 084 20K U67T 12 HC$ 3.00 MFS 0.65 


HELL 
SHONALYTICAL AND EXPERIMENTAL Ue TERMINATION OF LOCALIZED 


STRUCTURE TO BE USED IN LABURATURY VIGRATIUN TESTING OF 
SHELL STRUCTURE-MOUNTEU CUMPONENTS, SATURN V PROGRESS 
REPORT, MAY — NUV. 1966. 
N67-23253 220 S$O5 Ll HCS 4.00 MFS 0.65 
SHELL THEORY 
ON THE DETERMINATION UF SHELLS GEYUND THE ELASTIC RANGE. 
N67-22999 20K SO5 LL HCS 3.00 MFS 0.65 


SHELTERS» INFLATABLE STRUCTURES 
DEVELOPMENT OF AN INFLATABLE SELF-KIGIDIZING SPACE SHELTER 
AND SOLAR COLLECTOK FROM HUNEYCUMS SANDWICH MATERIAL. 
A0-440 225 13M U6/ 12 HC$ 3.00 


DEVELOPMENT UF INFLATASLE FRAME FUR ARCTIC SURVIVAL SHELTER. 
AD-651 058 13M U67 12 HCS 3.00 MFS 0.65 


SHELTERS» UNDERGRUUND STKUCTUKES 
ATTENUATION OF PEAKED AIR SHUCK WAVES IN SMUOTH TUNNELS. 
AD-650 741 13M U67 12 HCS 3.00 MFS 0.65 


SHIFT REGISTER 
FABRICATLON OF AN EIGHT-PULE CUMMUTATUK, ASSOCIATED SHIFT 
REGISTER» CONTROL LOGIC SUBSYSTEM QUARTERLY TECHNICAL 
REPORT, 28 SEP. - 31 OCT. 1966. 


N67-22179 94 SO5 1l HCS 3.00 MFS 0.65 


SHIFT REGISTERS, THIN FILM STURAGE VEVICES 
DOMAIN WALL STORAGE AND LOGIC VEVICES, 
AD-650 747 96 U6T 12 


SHIP 
SOUNDPRESSURE MEASUREMENTS UNSOARL WAKSHIPS, Ie 
N67-23074 6S $05 Ll HCS 3.00 MFS 0.65 


SHIP HULLS, MATHEMATICAL MODELS 
MATHEMATICAL SHIP SURFACE. 
AD-650 585 13d U67 12 HC$ 3.00 MEFS 0.65 

SHIP MODELS, DRAG 
COMPARATLVE RESISTANCE TeSTS wiTH ATTC STANDARD MODEL, 
AD-651 094 13J U6? 12 HCS 3.00 MFS 0.65 


SHIP MODELS, STRESSES 
STRESSES IN A PHOTOELASTIC MUDEL UF THE URIGINAL DESIGN OF A 
BUTTOM LONGITUDINAL CONNECTION IN I-2 TANKERS. 
AD-650 569 13J U67 12 HCS 3.00 MFS 0.65 


SHIP PLATES, TENSILE PROPERTIES 
BUCKLING AND ULTIMATE STRCNGTHS UF PLATING LOADED IN EDGE 
COMPRESSION. 
AD-650 594 13J U67 12 HCS 3.00 MFS$ 0.65 
SHIPS, BALLAST TANKS 
THE ANALYSIS UF THe CONTROL UF ACTIVATED ANTI-ROLL TANKS. 
40-650 724 13J U6T 12 HCS 3.00 MFS 0.65 


SHIPS, IMPACT SHOCK 
HYDRODYNAMICS OF SLAMMING UF SHIPS, 
AD-650 887 13J U67 12 HC$ 3.00 MFS 0.65 


SHIPS, OSCILLATION 
THE DAMPLNG UF AN OSCILLATING ELLIPSUIU NEAR A FREE SURFACE. 
40-650 703 13J U67 12 


SHIPS, PERFORMANCE (ENGINEERING) 
EVALUATION OF LORAC RAVIOLOCATIUN SYSTEM FOR CONDUCTING 
SPEEO AND MANEUVERING TKIALS OF NAVAL VESSELS. 
AD-650 588 13J U67 12 HCS 3.00 MFS 0.65 


SHIPS, VIBRATION 
SOME CASES OF VIBRATION FORCEU BY BASE MUTIONS OR BY 
EXTERNAL FORCES. 
A0-650 600 13J U67 12 HC$ 3.00 MFS 0.65 
SHOCK TUBES, ELECTRIC ARCS 
A MAGNETIC ANNULAR ARC URIVEN SHOCK TYPE. 
AD-807T 719 146 U67 12 HCS 3.00 MFS 0.65 


SHOCK TUBES, FEASIBILITY STUDIES 
FEASIBILLTY OF A HIGH PERFURMANCE AERODYNAMIC IMPULSE 
FACILITY. 
AD-651 042 146 U67 12 HCS 3.00 MFS 0.65 
SHOCK WAVE 
ANALYTICAL STUDY OF THE FRACTURE UF LIQUIO- FILLED TANKS 
IMPACTED BY HYPERVELOCITY PARTICLES. 
N67-22068 20K S05 Ll HCS 3.00 .MFS 0.65 


THE INTERNAL STRUCTURE OF THE SHOCK WAVE. PART II - 
MULTLCOMPONENT MIXTURES. 
N67~22447 1A SOS 11 HCS 3.00 MFS 0.65 
ANNUAL PROGRESS REPORT, 1966. 

N67-23205 1A SOS 11 HCS 3.00 MFS 0.65 


CHANGES IN THE FLOW AT THE BASE OF A BLUFF BODY DUE TO A 
DISTURBANCE IN ITS WAKE. 
N67-23249 1A SOS LL HCS 3.00 MFS$ 0.65 
SHOCK WAVE INTERACTION 
EXPERIMENT STUOYING THE INTERACTION OF SHOCK WAVES WITH 
STATIONARY MAGNETIC FIELOS. 
N67-22988 201 SOS LL HCS 3.00 MFS 0.65 


SHOCK WAVES, ATTENUATION 
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ATTENUATION OF PEAKED AIR SHOCK WAVES IN SMOOTH TUNNELS. 
AD-650 741 13M U67 12 HCS 3.00 MFS 0.65 


SHOCK WAVES, DETERMINATION 
FEASIBILITY STUDY OF THE DETERMINATION OF SHOCK DETACHMENT 
DISTANCE AND ABLATION ON LUMINOUS BODIES USING A LASER LIGHT 
SOURCE, 
AD-650 875 200 U67 12 HCS 3.00 MFS 0.65 
SHOCK WAVES, HYPERSONIC FLOW 
THE EXCITATION OF ELECTRONIC ANDO OTHER DEGREES OF FREEDOM IN 
A HYPERSONIC SHOCK WAVE IN AIR. 
A0-650 950 200 U67 12 HCS 3.00 Mrs 0.65 
' 
SHOCK WAVES, MAGNETOHYDRODYNAMICS 
NONE QUILIBRIUM STRUCTURE OF HYDOROMAGNETIC GAS-IONIZATING 
SHOCK FRONTS IN ARGON, 
AD-650 828 201 U67 12 HCS 3.00 MFS 0.65 
SHOCK (PATHOLOGY), CYTOCHEMISTRY 
EFFECT OF NOBLE-COLLIP DRUM SHOCK ON RESPIRATORY CONTROL IN 
RAT LIVER AND KIONEY MITOCHONORIA, 


AD-650 788 6A U67 12 

SHOE 
JET SHOES — AN EXTRAVEHICULAR SPACE LOCOMOTION DEVICE. 
N67-21961 68 SOS 11 HCS 3.00 MFS 0.65 


SHRINKAGE, ADHESIVES 
DETERMINATION OF THE SHRINKAGE OF ADHESIVES OURING CURE, 
MLM-1361 LLA N21 09 HCS 3.00 MFS 0.65 


SIBERIA, STRUCTURAL GEOLOGY 
SOME RESULTS OF MAGNETOTELLURIC SOUNDING IN THE IRKUTSK 
AMPHITHEATER, 
AD-650 885 8N U67 12 HCS 3.00 MFS 0.65 
SIGNAL GENERATORS, CALIBRATION 
MICROWAVE SIGNAL SOURCE POLARAD 1206 1.95 TO 4.20 GHZ. 
PB-174 525 148 U67 12 HCS 3.00 MFS 0.65 


MICROWAVE SIGNAL SOURCE POLARAD 1205 0.95 TO 2.40 GHZ. 
PB-174 526 14B U67 12 HCS 3.00 MFS 0.65 


MICROWAVE SIGNAL SOURCE POLARAD 1207 3.8 TO 8.2 GHZ. 
PB-174 527 148 U67 12 HCS 3.00 MFS 0.65 


MICROWAVE SIGNAL SOURCE POLARAD 1208 7.0 TO 11.0 GHZ. 
PB-174 529 148 U67 12 HCS 3.00 MFS 0.65 


SIGNAL GENERATOR SG-691/ASA-48. 
PB-174 541 14B U67 12 HCS 3.00 MFS 0.65 
SIGNAL GENERATOR SG-47/USM-16 BYRON JACKSON 75. 

PB-174 584 148 U67 12 HCS 3.00 MFS 0.65 


SIGNAL LIGHTS, COLORS 
COLORS OF SIGNAL LIGHTS THEIR SELECTION, DEFINITION, 
MEASUREMENT, PRODUCTION, AND USE, 
NBS-MONO-75 136 U67 12 HCS 0.40 MFS 0.65 


SIGNAL TRANSMISSION 
A COMPARISON OF THE PERFORMANCE OF TELEVISION TRANSMISSION 
SYSTEMS USING AMPLITUDE MODULATION AND FREQUENCY MODULATION. 
N67~23472 178 SOS 11 HCS 3.00 MFS 0.65 


SILICATES, THERMODYNAMICS 
THE THERMODYNAMIC PROPERTIES OF THE ALUMINUM SILICATES. 
AD-650 749 8G U67 12 


SILICIDES, CATALYSIS 
INVESTIGATION OF MECHANISMS FOR ELECTROCHEMICAL CATALYSIS. 
AD-651 194 108 U67 12 HCS 3.00 MFS 0.65 


SILICIDES, COATINGS 
EVALUATION OF SILICIDE COATINGS ON COLUMBIUM AND TANTALUM 
AND A MEANS FOR IMPROVING THEIR OXIDATION RESISTANCE, 
AD-650 675 A1C U67 12 


SILICON 
THE EMISSION OF ELECTRONS FROM HOT SILICON SURFACES. 
N67-22998 20C SO5 11 HCS 3.00 MFS 0.65 


SILICON DIOXIDE, MOLECULAR ASSOCIATION 
A STUDY OF RANDOM NETWORK MODELS. CHARACTERIZATION OF A 300 
UNIT TETRAHEDRAL NETWORK AND COMPARISON WITH VITREOUS SILICA 
AND LIQUID WATER. 
AD-650 754 70 U67 12 HCS 3.00 MFS 0.65 
SILICON, CRYSTAL GROWTH 
GROWTH AND CHARACTERIZATION OF BETA-SILICON CARBIDE SINGLE 
CRYSTALS. 
AD-651 151 208 U67 12 HCS 3.00 MFS 0.65 
SILVER COMPOUNDS, PYROLYSIS 
THE KINETICS OF THE THERMAL DECOMPOSITION OF MOLTEN SILVER 
ALIDE. 
AD-651 062 19A U6T 12 HCS 3.00 MFS 0.65 


SILVER-ZINC BATTERY 
RADIATION EFFECTS OF SILVER AND ZINC BATTERY ELECTRODES 
FINAL REPORT, APR. 1965 - OCT. 1966. 
N67-23280 10C SOS 11 HCS 3.00 MFS 0.65 


SIMILITUDE LAW 
THE UNITARY REPRESENTATIONS OF THE SIMILITUOE GROUP OF SPACE 
TIME. 
N67-22481 20H SOS 1L HCS 3.00 MFS 0.65 
SIMULATOR TRAINING 
THE ADDITION OF PERIPHERAL VISION TO THE ARTIFICIAR HORIZON. 


s? 





SIM-SOL 





N67-22793 51 $05 LL HCS 3.00 MFS 0.65 
SIMULATORS» LORAN 

EVALUATION OF LOKAN A AND C SIMULATOR, 

ad-650 611 17G U67 12 HCS 3.00 MFS 0.65 


SINGLE CRYSTALS, CARBIDES 
GROWTH AND CHARACTERIZATIUN OF BETA-SILICON CARBIDE SINGLE 
CRYSTALS. 
AD-651 151 206 U67 12 HCS 3.00 MFS 0.65 
SINGLE CRYSTALS, PURIFICATION 
RESEARCH IN PURIFICATION ANU SINGLE CRYSTAL GROWTH OF II-VI 
COMPOUNDS. 
AD-651 140 20 U67 12 HCS 3.00 MFS 0.65 
SINGLE-PHASE FLOW 
RESEARCH PROGRAM FOR HYURUDYNAMIC AND THERMUDYNAMIC 
INVESTIGATIONS IN SINGLE ANU TwO-PHASE FLUM. 


N67-22977 161 $05 11 HCS 3.00 MFS 0.65 
SINK 

CHARACTERISTICS OF VORTEX DEVICES. 

N67-23079 13G $O5 ll HCS 3.00 MFS 0.65 


SIPHONAPTERA, COLLECTING METHODS 
METHUOS FUR COLLECTING FLEAS FROM THE BURKOWS OF GERBILS IN 
PLAGUE SURVEYS IN THE SANDS UF THt NORTHERN CASPIAN SHORES, 
AD-651 177 6C U67 12 HCS 3.00 MFS 0.65 


SIPHONAPTERA, PASTEURELLA PESTIS 
OBSERVATLUNS UN THE VARIABILITY UF THE PLAGUE BACILLUS IN 
THE FLEAS. II. PASSAGE UF THE AVIRULENT SUBCULTURE 610-A 
THROUGH FLEAS AND PREGNANT GUINEA PIGS, 
AD-651 196 6M U6T 12 HCS 3.00 MFS 0.65 


SITE SELECTION, SHALE 
SITE-SELECTION INVESTIGATIONS. PROJECT PRE-GONDOLA, 
PNE-LLOL isl NZL 09 HC$S 3.00 MFS 0.65 


SKELETAL MUSCLE RELAXANTS, VENOMS 
ELECTROPHYSIOLUGICAL STUDY OF NEUROMUSCULAR BLOCKING ACTION 
OF COBRA NEUROTOXIN, 
A0-650 774 oT U6T 12 

SKIN 
AUTOMATED NUSE FAIRING DESIGN KING, SKIN AND STRINGER 
CONSTRUCTION TECHNICAL REPOKT, JUL. - NOV. 1965. 
N67-22258 226 S$O5 11 HCS 3.00 MFS 0.65 


SKINs PRESERVATION 
A REVIEW OF SKIN PRESERVATION, 
Av-651 031 6F U6T 12 

SLENDER BODY 
STABILITY AND ORAG CHARACTERISTICS AT MACH NUMBERS OF 10 AND 
26 OF A PROPOSED SLENDEK ATMUSPHEKIC PROBE. 
N67-23296 1A S05 LL HCS 3.00 MFS 0.65 


SLENDER WING 
A NOTE ON THE ESTIMATION OF THE EFFECT OF WIND TUNNEL WALLS 
ON THE FORCES OF SLOWLY USCILLATING SLENDER WINGS. 
N67-22797 1A $05 11 HCS 3.00 MFS 0.65 


THE PRESSURE DISTRIBUTION AT ZERU-LIFT ON SOME SLENDER DELTA 
WINGS AT SUPERSONIC SPEEDS. 
N67-22799 1A SOS 11 HCS 3.00 MFS 0.65 
STUDYING THE GROUND-EFFECT IN WIND-TUNNELS. 

N67-22903 1A SOS Ll HCS 3.00 MFS 0.65 


SLIDING FRICTION 
THE BEHAVIOR OF LUBRICATION SYSTEM COMPONENTS IN A VACUUM 
ENVIRONMENT. 
N67—-23312 llH SOS LL HCS 3.00 MFS 0.65 
s._oT 
FREE-MOLECULE FLOW AND SUKFACE DIFFUSION THROUGH SLOTS AND 
TUBES A SUMMARY. 
N67-22040 1A $05 11 HCS 3.00 MFS 0.65 
SLOe NEUTRON 
A HIGH DISSIPATION SPECTKOMETER FOR VERY SLOW NEUTRONS FOR 
THE APPLICATION TO THE CULO SOURCE OF A MAXIMUM FLUX 
REACTOR. 
N67-23034 16D $05 LL HCS 3.00 MFS 0.65 
SLUDGE 
SLUDGE CONCENTRATION WITH A CENTRIFUGAL SEPARATOR. 
N67~ 23092 186 $05 11 HCS 3.00 MFS 0.65 


SMALL TOOLS, JAPAN 
POWER HAND TOOLS IN JAPAN. 


PB-174 547 5C U67 12 HCS 3.00 MFS 0.65 
SNAP— 2 

RELIABILLTIES OF REDUNDANT ELECTRICAL GENERATOR SYSTEMS. 

N67-22654 16N SOS 11 HC$ 3.00 MFS 0.65 
SNAP- 6 

SNAP-8 THIRD LOOP OPTIMIZATION. 

NG@7-22845 16N S05 LL HCS 3.00 MFS 0.65 


CYLINDRICAL RADIATOR ANALYSIS WITH INTERIOR INSULATED. 
N67-22849 16N SO5 LL HCS 3.00 MFS 0.65 


WEIGHT-AREA TRADE-OFF STUDY FOR A FLAT SNAP-8 RADIATOR. 
N67-22650 16N S05 LL HCS 3.00 MFS 0.65 


ACCELERATED EROSION TESTING OF CANDIDATE SNAP-@ TURBINE 
ROTOR AND NOZZLE MATERIALS. 
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N67-22855 183 SOS 11 HCS 3.00 MFS 0.65 
ALUMINUM-TO-COPPER COLOWELDED JOINTS FOR SNAP-8 ELECTRICAL 

TERMINAL APPLICATIONS. 
N67-22856 LAF SOS 11 HCS 3.00 MFS 0.65 


CYLINORICAL RADIATOR WITH INTERNAL HEAT REJECTION. 


N67-22657 18N SO5 LL HCS 3.00 MFS 0.65 
A STUDY OF CONDENSER INVENTORY CONTROL FOR THE SNAP-8 
SYSTEM. 

N6O7~-228658 16N SO5 LL HC$ 3.00 MFS 0.65 


MATERIALS EVALUATION OF TRANSITION JOINTS FOR TRANSFORMER 
REACTOR ASSEMBLY. 
N67-22894 16N SO5 11 HCS 3.00 MFS 0.65 
SNOW REMOVAL, RUNWAYS 
DEVELOPMENT OF A PAVEMENT HEATING SYSTEM TQ REMOVE SNOW FROM 
AIRPORT RUNWAY INSET LIGHTS. 
A0-650 907 1E U67 12 HCS 3.00 MFS 0.65 
SOCIAL SCIENCES, ORGANIZATIONS 
SYSTEM LINKAGES AMONG WOMEN'S ORGANIZATIONS AN EXPLORATORY 
STUDY OF MEMBERSHIP AND LEADERSHIP LINKAGES AMONG WOMEN'S 
FORMAL ORGANIZATIONS IN A LOCAL COMMUNITY. 
AD-651 049 5K U67 12 HCS 3.00 MFS 0.65 


SOOIUM 
PROBLEMS OF A SOOIUM-LOOP DESIGNED TO OPERATE AT 
TEMPERATURES UP TO 800 DEG C. 
N67-22979 16) S05 11 HCS 3.00 MFS 0.65 
QUALITATIVE EFFECTS ON SAFETY AND CONSTRUCTION MATERIALS OF 
1300 DEG F SODIUM-POTASSIUM SPRAY IN AIR AND NITROGEN. 
N671~-23334 20M SOS 1 HCS 3.00 MFS 0.65 


SODIUM COOLING 
SNAP-8 THIRD LOOP OPTIMIZATION. 
N67-22845 16N SOS LL HCS 3.00 MFS 0.65 
SODIUM IODIDE 
GAMMA SPECTROMETRY WITH SEMICONDUCTOR DETECTORS. 
N67T-22139 160 SOS 11 HCS 3.00 MFS 0.65 


SODIUM VAPOR 
SODIUM VAPOR EXPERIMENT QUARTERLY PROGRESS REPORT, 1 JUL. - 
30 SEP. 1966. 
N67~22436 4A SOS 11 HCS 3.00 MFS 0.65 
SOFT LANDING 
THE FERST LANDING ON THE MOON, BY“LUNA 9. 
N67-23451 224 SOS 1h HCS 3.00 MFS 0.65 


SOIL 
AUTOMATED BIOLOGICAL LABORATORY SOIL SAMPLING STUDY FINAL 
REPORT, 17 FEB. 1966 - 17 FEB. 1967. 


N67~22222 22A SOS 11 HCS 3.00 MFS 0.65 
SOLAR CEAL 

RADIOMETRY RESEARCH. 

N67-22141 148 SO5 11 HCS 3.00 MFS 0.65 


SOLAR CELLS, ELECTRON BOMBARDMENT 
SOME EFFECTS OF ELECTRON IRRADIATION AND TEMPERATURE ON 
SOLAR CELL PERFORMANCE, 
AD-651 013 108 U67 12 HCS 3.00 MFS 0.65 


SOLAR OISTURBANCES, CLASSIFICATION 
CLASSIFICATION OF SOLAR PROMINENCES FOR SUNSPOT CYCLE NG. 19 
- 1964, 
AD-651 132 36 U67 12 HCS 3.00 MFS 0.65 
SOLAR EFFECT 
SOLAR AND GEOMAGNETIC EFFECTS ON UPPER ATMOSPHERIC 
TEMPERATURE. 
N67-23319 4A SOS LL HCS 3.00 MFS 0.65 
SOLAR OBSERVATOKY 
BALLOON SOLAR OBSERVATORY SYSTEM. 
N67-22073 3A SOS LL HCS 3.00 MFS 0.65 


SOLAR PROTON 
SPECTROMETRY OF PRIMARY PROTONS AND OF SOLAR ORIGIN PROTONS 
AT SKOGAR, ICELAND (1 APPROXIMATELY 5,7). 
N67-22918 4A S05 11 HCS 3.00 MFS 0.65 


SOLAR RADIATION, UPPER ATMOSPHERE 
THE VARIATION OF AIR DENSITY AT A HEIGHT OF 220 KM IN THE 
FIRST HALF OF 1966. 
AD-650 941 4A U6T 12 HCS 3.00 MEFS 0.65 


SOLAR SIMULATION 
RADIOMETRY RESEARCH. 
N67~-22141 146 SOS 11 HCS 3.00 MFS 0.45 

SOLAR STREAM 
STEADY GEOMAGNETIC MICROPULSATIONS AND SOLAR CORPUSCULAR 
STREAMS. 
N671-22294 4A S05 11 HCS 3.00 MES 0.65 

SOLID LUBRICANT 
THE EFFECT OF HUMIDITY ON SOLID LUBRICANT FILMS. 

N67-22787 11H SOS 11 HCS 3.00 FS 0.65 


SOLIO PROPELLANT 
THE USE OF CATALYTIC SURFACTANTS IN PLASTIC PROPELLANTS. 
N6@7-227865 194 SOS 11 HCS 3.00 HFS 0.65 


SOLID PROPELLANT ROCKET ENGINE 
INVESTIGATION OF A SUBMERGED NOZZLE FOR SOLID ROCKETS. 
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N67-23310 21H S$O5 11 HCS 3.00 MFS 0.65 
SOLID ROCKET PROPELLANT BINDERS» NON-DESTRUCTIVE TESTING 
BOND INSPECTION BY SCANNING IMAGES IN SCINTILLATING 
CRYSTALS» 
ad-650 676 14b U67 12 HCS 3.00 MFS 0.65 
SOLID ROCKET PROPELLANTS, CUMBUSTIUN 
A PHALANX FLAME MODEL FUR THE COMDUSTION OF COMPOSITE SOLID 
PROPELLANTS. 
A0-650 868 218 Ue? 12 
SOLID SOLUTIONS, DEFORMATION 
PLASTIC DEFORMATION IN ORVERED SULID SOLUTIONS AND ITS 
EFFECTS UN PHYSICAL PROPERTIES. 
A0-651 192 LIF U67 12 HCS 3.00 MFS 0.65 
SOLID STATE DEVICE 
A SOLID STATE HIGH VOLTAGE DYNAMIC FILTER. 
N67-22466 94 S05 11 HCS 3.00 MFS 0.65 


SOLID STATE PHYSICS 
ATOMIZING OF SOLID BODIES BY ION BUMBARDMENT. 
N67-22901 20L SO5 11 HCS 3.00 MFS$ 0.65 


SOLID STATE PHYSICS, CIRCUITS 
SOLID-STATE PLUG-IN CIRCUITS AS INSTRUMENT BUILOING BLOCKS, 
pe-1079 18D N21 09 HC$ 3.00 MFS 0.65 


SOLID STATE PHYSICS, REVIEWS 
SOLID STATE RESEARCH 1967 1. 
AD-651 065 20L U67 12 HCS 3.00 MFS 0.65 

SOLID STATE PHYSICS, SCIENTIFIC KESEARCH 
SEMLANNUAL PROGRESS REPORT COVERING PEKIUD JULY Ly 1966- 
DECEMBER 31, 1966. 
AD-651 121 20L U67 12 HC$ 3.00 MFS 0.65 

SOLID STATE PHYSICS, SYMPUSIA 
FUNDAMENTALS OF MAGNETISM IN METALS. CHAPTER 10, 

AD-651 120 20L U67 12 


SOLIDIFIED GASES, PURIFILATIUN 
RESEARCH STUDIES ON SOLIU HYORUGEN PURIFICATION MEMBRANES. 
AD-650 986 TA UOT 12 HCS 3.00 MEFS 0.65 


SOLIDS, SURFACE AREA 
DETERMINATIUN UF THE SURFACE AKEAS OF SELECTED SOLIDS. 
AD-651 102 70 U6T 12 HC$ 3.00 MFS 0.65 


SOLUTIONS, LIQUID METALS 
ON THE DILUTE SOLUTIONS UF SILVER, GOLD ANU PLATINUM IN 
LIQUID LEAD. 
AD-650 961 lle Uo7 12 

SOLVENT EXTRACTION, REACTOR FULL PROCESSING 
ETUVE DU SULVANT PHOSPHATc TRIGUTYLIQUE 30 -UUDECANE (STUDY 
OF THE TRIBUTYL PHOSPHATE - 30 VODECANE SOLVENT, 
PB-174 565 18J U67 12 HC$ 3.00 MFS 0.65 


SOLVENT EXTRACTION, REVIEWS 
ETUDE DES FACTEUKS PHYSICO-CHIMIQUES INTERVENANT DANS 
L°EXTRACTION DE L*URANIUM ET UU PLUTUNIUM PAR LE PHOSPHATE 
OE TRIBUTYLE EN MILIEU NITRIQUE (STUDY UF THE PHYSICO- 
CHEMICAL AGENTS INFLUENCING URANIUM AND PLUTONIUM EXTRACTION 
BY TRIBUTYLPHOSPHATE IN NITRIC MEDIA), 
PB-174 570 7E U67T 12 HCS 3.00 MFS 0.65 


SOMAN, PENETRATION 
THE ENHANCEMENT OF PENETRATION UF AN ORGANOPHUSPHORUS 
ANTICHOLINESTERASE THROUGH GUINEA PIG SKIN 6Y DIMETHYL 
SULFOXIDE, 
AD-650 797 6T U67 12 

SONAR DUMES, PRESSUKE 
THE PRESSURE DISTRIBUTIUN UN FOUR SUNAR DUME BOTTOMS. 
A0-650 634 17A U6T 12 HCS 3.00 MFS 0.65 


SONAR DOMES, TEST METHODS 
TECHNIQUES FOR SIMULATING THE HYORUDYNAMIC FORCES ON SONAR 
DOMES 6Y STATIC LOAUS. 
AD-650 635 17A U67T 12 HCS 3.00 MFS 0.65 
SORPTION 
VACUUM CONDITIONS AND THEIR ATTAINMENT IN THE LABORATORY. 
N67-22503 146 S05 11 HCS 3.00 MEFS 0.65 


SOUND INTENSITY 
SQUNDPRESSURE MEASUREMENTS ONSUARD WARSHIPS, I. 
N67-23074 6S $05 LL HCS 3.00 MFS 0.65 


SOUND RANGING, INSTRUMENTATION 
PRELIMINARY DESIGN OF AN ACOUSTIC RANGING INDICATOR, * 
AD-650 633 L7A U6T 12 HCS 3.00 MFS 0.65 


SOUND TRANSMISSION 
PROPOSED EXPERIMENTS FUK INVESTIGATING THE CHARACTERISTICS 
AND STABILITY OF ACOUSTIC TRANSMISSION PROPERTIES OF 
NORWEGIAN COASTAL WATEKS. 
N67-23134 20A SO5 11 HCS 3.00 MFS 0.65 
SOUND TRANSMISSION, UNDERWATER SOUND 
A PREDICTION MODEL FOR SHALLOW WATER SOUND TRANSMISSION, 
AD-650 874 20A U6T 12 HCH 3.00 MFS 0.65 


SOUNDING ROCKET 
AN EVALUATION OF AN OPERATIUNAL SOUNDING ROCKET TO FULFILL A 
NEW 100 KILOMETER REQUIKEMENT. 
N67-22075 226 $05 LL HC$ 3.00 MFS 0.65 


SODIUM VAPOR EXPERIMENT QUARTERLY PROGRESS REPORT, 1 JUL. - 





INDEX SOL-SPA 


30 SEP. 1966. 
N67-22436 4A SOS 11 HCS 3.00 MFS 0.465 
SOUNDING ROCKETS, IONOSPHERIC PROPAGATION 

DIRECT PROBE MEASUREMENTS IN THE AURORAL IONOSPHERE. 

AD-650 644 20' U67 12 HCS 3.00 MFS 0.65 


SOUND, THEOREMS 
GENERAL RECIPROCITY RELATION, 
A0-650 700 20A U67 12 
SOUND, WATER ENTRY 
SPLASHES AS SOURCES OF SOUND IN LIQUIDS, 
AD-650 702 20A U6T 12 


SPACE CABIN ATMOSPHERE 
SPACE-CABIN ATMOSPHERES. PART III - PHYSIOLOGICAL FACTORS OF 
INERT GASES. 
N67-22878 6K SOS LL HCS 3.00 MFS 0.65 
SPACE CHARGE 
SPACE-CHARGE EFFECTS BY NON-THERMAL IONS IN A MAGNETIZED 
PLASMA. 
N67~ 23398 201 SOS 11 HCS 3.00 MFS 0.65 
SPACE COMMUNICATION SYSTEMS, CIRCULAR ORBIT TRAJECTORIES 
AN EXAMPLE OF THE ANALYSIS OF SATELLITE BUNCHING 
CHARACTERISTICS, 
A0-650 905 22C U67T 12 HCS 3.00 MFS 0.65 
SPACE ENVIRONMENT 
RESEARCH AND DEVELOPMENT STUDY RELATED TO THE SYNTHESIS OF 
FORMALDEHYDE FROM CO2 AND H2 QUARTERLY PROGRESS REPORT, AUG. 
- OCT. 1966. 
N67~-22173 TC S$O5 11 HCS 3.00 MFS 0.65 
SPACE ENVIRONMENTS - THEIR EFFECTS ON SPACECRAFT DESIGN. 
N67-22500 208 SOS Ll HCS 3.00 MFS 0.65 


SPACE MECHANICS 
A NEW METHOD FOR TREATING OPTIMAL TRAJECTORIES WITH 
RESTRICTED SEGMENTS. 
N67-23306 22C SOS 11 HCS 3.00 MFS 0.65 
SPACE PROBES, SYMPOSIA 
REMOTE SENSING OF ENVIRONMENT. 
AD-650 561 228 U67T 12 HCS 3.00 MFS 0.65 
SPACE SCIENCE 
BULLETIN NO. 3. 
N67-23400 224 SOS 18 HCS 3.00 MFS 0.65 
SPACE SIMULATION 
AN ANALYSIS OF RESULTS OF THERMAL~VACUUM TESTS ON OGO 
EXPERIMENTS. 
N67-23318 224 S05 11 HCS 3.00 MFS 0.65 
SPACE SIMULATION CHAMBERS, SPACECRAFT 
SOME ASPECTS OF THERMAL MODEL TESTING IN SPACE CHAMBERS. 
AD-650 614 228 U67 12 HCS 3.00 MFS 0.65 


SPACE STATION 
SPACE STATION MISSION SIMULATION MATHEMATICAL MODEL. 
N67-22160 224 SOS 11 HCS 3.00 MFS 0.65 


SPACE SUIT 
LUNAR SAMPLE RECEIVING LABORATORY GLOVE SYSTEM INTERIM 
MONTHLY PROGRESS REPORT, OCT. 1966 - JAN. 1967. 
N67-23327 66 SOS 11 HCS 3.00 MFS 0.65 


SPACE VEHICLE CHECKOUT PROGRAM 
REPORT ON DIGITAL COMPUTERS USED IN AUTOMATIC CHECKOUT. 
N67~-22843 220 $05 11 HCS 3.00 MFS 0.65 


SPACECRAFT DESIGN 
SPACE ENVIRONMENTS — THEIR EFFECTS ON SPACECRAFT DESIGN. 
N67-22500 208 SOS 11 HCS 3.00 MFS 0.65 


SPACECRAFT LANDING 
OYNAMIC MODEL INVESTIGATION OF THE ROUGH-WATER LANDING 
CHARACTERISTICS OF A SPACECRAFT. 
N67-23281 228 SOS 1k HCS 3.00 MFS 0.65 


SPACECRAFT MANEUVER 
AN APPROACH TO THE PROBLEM OF OPTIMIZING ORBITAL MANEUVERS. 
N67~-23271 22C SOS 1t HCS 3.00 MFS 0.65 


SPACECRAFT POWER SUPPLY 
DEVELOPMENT AND EVALUATION OF MAGNETIC AND ELECTRICAL 
MATERIALS CAPABLE OF OPERATING IN THE 800 DEG FO 1600 DEG F 
TEMPERATURE RANGE QUARTERLY REPORT, 2 DEC. 1965 - 28 FEB. 
1966. 
N67-22066 226 SOS 11 HCS 3.00 AFS 0.65 
SPACECRAFT SENSOR 
PROTON-ELECTRON SPECTROMETER EXPERIMENTS ON GEMINI-4 AND 
GEMINI-7 FINAL REPORT, 27 MAY 1963 - 30 SEP. 1966. 
N67-23326 224 SOS 11 HCS 3.00 MFS 0.65 


SPACECRAFT, SPACE SIMULATION CHAMBERS 
SOME ASPECTS OF THERMAL MODEL TESTING IN SPACE CHAMBERS. 
AD-650 614 228 U67 12 HCS 3.00 HFS 0.65 


SPACECRAFT, SPIN 
MOMENTUM TRANSFER AS A MEANS OF DESPINNING A ROTATING 
SPACECRAFT. 
ad-651 004 228 U67T 12 HCS 3.00 MFS 0.65 


SPACE-TIME FUNCTION 
ON DISCRETE DEGENERATE REPRESENTATIONS OF THE CONFORMAL 
GROUP IN SPACE-TIME. 
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N67-23387 12A $05 LL HCS 3.00 MFS 0.65 


SPARK CHAMBER 
FABRICATION OF A SPAKK CHAMJER WITH MAGNETUSTRICTIVE WIRE 
FOR USE WITH A PAKTICLe HUOSCUPE. 
N67-23017 160 $05 Ll HCS 3.00 MFS 0.65 


SPECTRAL ANALYSIS 
RADIOMETRY RESEARCH. 
N67-22141 14d $05 Ll HCS 3.00 MFS 0.65 


FEASIBILLTY STUDY OF A METEUKOIU CUMPUSITIUN ANALYZER 
SPECTROGRAPHIC SYSTEM FINAL REPURT. 
N67-23325 20f $05 Ll HCS 3.00 MFS 0.65 


SPECTRAL ENERGY DISTRIBUTIUN 
OBSERVATIONS OF NUCLEI HEAVIEK THAN IRON IN THE PRIMARY 
COSMIC RADIATION. 
N67-22876 20h $05 Ll HCS& 3.00 MFS 0.65 
A DISTRIBUTION SYSTEM FUR A MULTICHANNEL HIGH FREQUENCY 
IMPULSE ANALYZER. 
N67T-23035 l46 $05 11 HCS 3.00 MFS 0.65 
SPECTRAL LINE 
UNUSUAL RESONANCE LINES JF HIGHLY ITUNIZEU ATOMS OF THE FIRST 
LONG PERLOD. 
N67-22076 70 $05 LL HCS 3.00 MFS 0.65 


NEWLY IUENTIFIED LINES IN Nt I ISULLECTRUNIC SEQUENCES. 
N67-22080 7D $05 LL HCS 3.00 MFS 0.65 


INTENSITY VARIATIUNS OF 4 ALPHA ANU N IL 6 583 A LINES IN 
THE NIGHT SKY SPECTRUM. 
N67-22287 4A $05 11 HC$ 3.00 MFS 0.65 
SPECTRA(VISIBLE @ ULTRAVIULET)» ATMUSPHERE ENTRY 
EQUILIBRIUM AIR RADIATIUN FRUM Trt STAGNATION REGION OF HIGH 
VELOCITY SPHERES, 
AD-650 924 4A U6T 12 HC$ 3.00 MFS 0.65 
SPECTROGRAPH 
A DISTRIBUTION SYSTEM FUK A MULTICHANNEL HIGH FREQUENCY 
IMPULSE ANALYZER. 
N67-23035 14L $05 11 HCS 3.00 MFS 0.65 


SPECTROMETER 
STUDY UF THE NUCLEAR CUMPUNENT UF PRIMARY CUSMIC KAYS ABOARD 
AES ** PRUTUN-2**. 


N67-22293 20h $05 Ll HC& 3.00 MFS 0.65 
ROTATING CRYSTAL SPECTRUMETERS WLTH AND WITHOUT Al AUXILIARY 
DEVICE FOR SUPPRESSION UF UNWANTEU KEFLEXIONS. 

N67-—22980 146 $05 Ll HCS 3.00 MFS 0.65 


A HIGH DISSIPATION SPELTKUMETER FUR VERY SLOW NEUTRONS FOR 
THE APPLICATION TO THE COLL) SOURCE OF A MAXIMUM FLUX 
REACTOR. 
N67-23034 160 SO5 Ll HCS 3.00 MFS 0.65 
SPECTROMETERS, DESIGN 

A SIMPLE EPR SPECTRUMETEK, 

AD-651 083 70 U67 12 HCS 3.00 MFS 0.65 
SPECTROMETERS, INFRAKEUD SPECTKOSCUPY 

BALLOON-BORNE GRATING SPCECTRKUMLTER, 

AD-650 966 20F U6T 12 


SPECTROMETERS, NUCLEAK MAGNETIC KESUNANCE 
NUCLEAR MAGNETIC RESONANCE SPECTKUMLTEK, 
AD-650 744 20F U6T 12 HCS 3.00 MFS 0.65 


SPECTROMETRY 
SPECTROMETRY OF PRIMAKY PROTONS AND OF SOLAR ORIGIN PROTONS 
AT SKOGAR, ICELAND (1 APPROXIMATELY 5,7). 
N67-22918 4A SOS LL HCS 3.00 MFS$ 0.65 


SPECTRUM ANALYZERS,» ULTRASUNIC KAVIATIUN 
VIFFERENTIAL ULTRASUNIC SPECTROSCOPY FOK VEFECT AND 
MICROSTRUCTURE IOENTIFICATIUN. 
A0-650 787 146 U6T 12 HCS 3.00 MFS 0.65 
SPEECH, ANALYSIS 
ACOUSTICAL DESCRIPTIUN UF SYLLABIC NUCLEI AN 
INTERPRETATION IN TERMS UF A UYNAMIC MOVEL OF ARTICULATION, 
AD-650 676 178 U6T 12 


SPHERE 
SPHERE TECHNIQUES FUR MEASURING FLUX DENSITIES AND DOSE 
RATES UF THERMAL, INTEKMCUIATE ANU FAST NEUTRONS. 
N67-23075 16L $05 LL HCS 3.00 MFS 0.65 


SPHERES, HYURODYNAMICS 
ELASTOHYOROVYNAMIC THEUKY UF SPHERICAL BODIES IN NORMAL 
APPROACH MOTIUN. 
AO-651 154 20D U67 12 HCS 3.00 MFS 0.65 
SPHERES,» MECHANICAL PRUPCKTLES 
STRESS ANU STRAIN IN RULLING BOUIES IN CONTACT, 
Pb-173 651 20K U6T 12 HC$ 3.00 MFS$ 0.65 


SPHERICAL SHELL 
DISASSEMBLY AND SAMPLING UF GRAPHITE BALL FUEL ELEMENTS. 
N67-23065 16J $05 Ll HCS 3.00 MFS 0.65 


SPIN DYNAMICS 
ON THE QUASISPIN FORMALISM. 
N67-22480 20H S05 LL HCS 3.00 MFS 0.65 
SPIN STABILIZATION, SATELLITE S(ARTIFILIAL) 
*NUTATIONAL STABILITY OF MULTI-BUDY SPIN-STABILIZED 
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SATELLITES. 
AD-650 943 22C U6T 12 HCS 3.00 MFS 0.65 
SPIN-ORBIT INTERACTION 

THE UNITARY REPRESENTATIONS OF THE SIMILITUDE GROUP OF SPace 

TIME. 

N67-22481 20H SOS 11 HCS 3.00 MFS 0.65 
SEPARABLE NON-LOCAL TWO-NUCLEON POTENTIAL FOR OOD-PARITY 
SPIN TRIPLET STATES. 
N67-22484 20H SOS 11 HCS 3.00 MFS 0.65 
SPUTTERING 

INVESTIGATION OF KILOVOLT ION SPUTTERING QUARTERLY PROGRESS 

REPORT, NOV. 1966 - JAN. 1967. 

N67-22064 20H SOS LL HCS 3.00 MFS 0.65 


SPUTTERING, KINETIC ENERGY 


LOW-ENERGY ACCELERATED ION DEPOSITION, 

RF P-686 20H N21 09 HCS 3.00 MFS 0.65 
STABILITY 

THE STABILITY OF A WIND TUNNEL MODEL ON FLEXIBLE SUPPORTS. 

N67~22783 148 SOS 11 HCS 3.00 MFS 0.65 


STABILITY TEST 
OPERATION OF HYDRODYNAMIC JOURNAL BEARINGS IN SODIUM AT 
TEMPERATURES TO 800 DEG F AND SPEEDS TO 12000 RPM. 
N67~23301 131 SOS 11 HCS 3.00 MFS 0.65 


STABILIZATION 
INVESTIGATION OF EFFECTS OF EXTREME STRUCTURAL FLEXIBILITY 
OF FLIGHT VEHICLES WITH FEEDBACK CONTROL SYSTEM 
STABILIZATION. 
N67~-22941 1c SOS 11 HCS 3.00 MFS 0.65 
STAGNATION POINT, SPHERES 
EQUILIBRIUM AIR RADIATION FROM THE STAGNATION REGION OF HIGH 
VELOCITY SPHERES, 
A0-650 924 4A U6T 12 HCS 3.00 MFS 0.65 
STAINLESS STEEL 
WELDED TRANSITION JOINTS OF 9 CR-1 MO ALLOY STEEL/316SS FOR 
SHORT LIFE (100 HOURS MAXIMUM) APPLICATION. 


N67-22841 13H SO5 11 HCS 3.00 MFS 0.65 
CORROSION OF STAINLESS STEELS IN HIGH TEMPERATURE WATER AND 
STEAM. 

N67-22906 1LF SOS 11 HCS 3.00 MFS 0.65 


STUDIES OF STEEL CORROSION IN HIGH TEMPERATURE WATER AND 
STEAM. 
N67-23186 1LF SOS 11 HCS 3.00 MFS 0.65 
TECHNIQUES FOR THE OBSERVATION OF MICROMETEORITE CRATERS IN 
METAL SUBSTRATES UTILIZING ELECTRON MICROGRAPHIC REPLICA 
METHODS. 
N67-23307 20K SOS 11 HCS 3.00 MFS 0.65 
STAINLESS STEEL, CORROSION 

NITROGEN TETROXIDE-STAINLESS STEEL CRYOPANEL CORROSION AND 

COATING DEGRADATION IN SPACE CHAMBER PROPULSION TESTING, 

AD-650 690 1LF U67T 12 HCS 3.00 MFS 0.65 


STAINLESS STEEL, NICKEL ALLOYS 
HIGH-TEMPERATURE VACUUM FATIGUE TESTING OF TYPE 316 
STAINLESS STEEL AND INCONEL X WITH A RESONANCE-TYPE MACHINE, 
AD-650 934 20K U67 12 HCS 3.00 MFS 0.65 


STANDARDS, DOSIMETERS 
STANDARDS OF PERFORMANCE FOR FILM BADGE SERVICES, 
PB-174 452 180 U67 12 HCS 3.00 MFS 0.65 


STAPHYLOCOCCUS, TOXINS * ANTITOXINS 
EFFECT OF STAPHYLOCOCCAL ENTEROTOXIN 6B ON THE 
ELECTROENCEPHALOGRAM OF MONKEYS, 
AD-650 957 6M U6T 12 

STATIC AERODYNAMIC CHARACTERISTICS 
LONGITUDINAL AERODYNAMIC CHARACTERISTICS OF SEVERAL HIGH- 
DRAG BODIES AT MACH NUMBERS FROM 1.50 TO 4.63. 
N67~-23295 1A SOS 11 HCS 3.00 MFS 0.65 


STATIC AERODYNAMIC CHARACTERISTICS OF THE ABORTED APOLLO- 
SATURN V VEHICLE. 
N67~-23344 228 SOS 11 HCS 3.00 MFS 0.65 
STATIC LOADING 

STEADY-STATE AND DYNAMIC PROPERTIES OF JOURNAL BEARINGS IN 

LAMINAR FLOW REGIMES. I. TILTING-PAD BEARINGS. 

N67~-23305 131 SOS 11 HES 3.00 MFS 0.65 


STATIC STABILITY 

AN EVALUATION OF AN OPERATIONAL SOUNDING ROCKET TO FULFILL A 

NEW 100 KILOMETER REQUIREMENT. 

N67-22075 228 SOS 11 HCS 3.00 MFS 0.65 
CALIBRATION METHODS FOR THE ACCURATE ASSESSMENT OF THE 
STATIC AND DYNAMIC PERFORMANCE OF SOME FLIGHT TESTS 
INSTRUMENTS. 
N67T-22792 1D SOS 11 HCS 3.00 MFS 0.65 
STATISTICAL DECISION THEORY 

ON THE THEORY AND METHODS OF STATISTICAL INFERENCE. 

N67-22039 124 S05 11 HCS 3.00 MFS 0.09 


STATISTICAL DISTRIBUTIONS, BIBLIOGRAPHIES 
BIBLIOGRAPHY OF CLASSICAL AND CONTAGIOUS DISCRETE 
OISTRIBUTIONS, 


AD-651 113 12A U67T 12 HCS 3.00 MFS 0.65 
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STATISTICAL VISTRIGUTIONSs PJPULATION(I MATHEMATICS) 
REVISION OF CUNTINUOUS SUSJELTIVE PROBASILITY OISTRIBUTIONS, 
AD-650 084 5J U6T le 


STATISTICAL FUNCTIUNS»s MATHEMATICAL MUOFLS 
THE COMPUTATION UF POWER SPECTRAL DENSITY, 
A0-650 995 12a U6T 12 HCS 3.00 MFS 0.65 


STATISTICAL MECHANICS, PHYSICS 
RESEARCH ON NON-EQUILIGKIUM STATISTICAL PHYSICS. 
AD-651 069 20M U67 12 HCS 3.00 MFS 0.65 


STATISTICAL PROCESSES» DYNAMIC PRUGKAMAING 
FINITE RENEWAL ALGOKITHMS FUR UISERLTE DYNAMIC PROGRAMMING 


MODELS. 
Pa-174 442 2a Uo? 12 HCS 3.00 MFS 0.65 


STATISTICS 
THE NATURE AND SCOPE OF ALVGLUMEKATIUN EFFECTS OF CITY SIZE 
AND ADVANCED SCIENTIFIC TRAINING UN INDUSTRIAL RESEARCH 
LABORATORIES. 
NO7~22428 5i $05 Ll HCS 3.00 MFS 0.65 


STATOR 
CONTRIBUTION UF DUWNSTREAM STATUK TU THE INTERACTION NOISE 


OF A SINGLE-STAGE AXTAL—FLUw CUMPRESSOR. 


No7T-23288 1a $05 Ll HCS 3.00 MFS 0.65 
STEADY FLOW 

NON-IVEAL DETONATION WIT CUNSTAWT LATERAL EXPANSION. 

N67-23072 2lo 505 Ll HCS 3.00 MFS 0.65 


STEADY STATE FLOW 
THEORETICAL STUDY OF NATUKAL CUNVECTIUN FLUWS IN CLOSEO-END 
CYLINORICAL VESSELS FINAL REPURT. 


N67-23254 20M 305 LL HCS 3.00 MFS 0.65 
STEAM 

CORROSION OF STAINLESS STEELS IN HIGH TEMPERATURE WATER AND 

STEAM. 

No7-22900 lit $05 Li HCS 3.00 MFS 0.65 


STEAM CONDENSERS» UESIGN 
COMPUTER PROGRAM DOCUMENTATIUN STEAM CUNVDENSER DESIGN. 
A0-650 571 134 UV6T 12 HCS 3.00 MFS 0.65 


STEEL 
AEROJET— GENERAL NUCLEUNICS MERCURY COKRUSIUN LOUP PUMP. 
N67-22842 13K $05 Ll HCS 3.00 MFS 0.65 


RESULTS OF SHURT-TIME TENSILE TESTS OF 9 CR-1 MO ALLOY BAR. 
N67-22848 lif SOD LL HOS 3.00 MFS 0.65 


INFLUENCE OF THE CYCLE KATIU UN THE FATIGUE STRENGTH UF 
ORILLED FLAT BARKS OF ST 47 STEEL MATERIAL. PART 8 — MULTI- 
STEP AND PROGRAM TESTS. 
No7T-22961 20K $05 Ll HCS 3.00 MFS 0.65 
STEEL» EMBRITTLEMENT 

TEMPERED MARTENSITE EMGRITILEMENT AND FRACTURE TOUGHNESS IN 

4340 STEEL. 

AD-651 066 LIF U67 12 HCS 3.00 MEFS 0.65 
STELLAR RAUIATION 

A PROGRAM OF HIGH ANGULAR RESULUTIUN STUJIES OF CELESTIAL X- 

RAY SOURCES. 

N67-22780 36 SOS LL HC$ 3.00 MFS$ 0.65 
STEREOCHEMISTRY 

ACIDITY OF CYLLOHEXANECAKHOXYLIC ACIDS, CYCLOHEXYLAMINES AND 

RELATED COMPOUNDS. 

N67-23014 7 $05 11 HCS 3.00 MFS 0.65 
STEREOCHEMISTRY, DIENE SYNTHESIS 

STEREOCHEMICAL ASPECTS UF THE VIELS-ALDER REACTION. 

A0-650 825 7c U67 12 


STEROID 
SOLVOLYTIC REACTIONS IN THe STEROID FIELD. 
N67-22997 7 SOS LL HCS 3.00 MFS 0.65 


STIFFENED CYLINDERS, BUCKLING( MECHANICS) 
GRAPHICAL METHODS FOR DETERMINING THE PLASTIC SHELL-BUCKLING 
PRESSURES OF RING-STIFFENED CYLINDERS SUBJECTED TO EXTERNAL 
HYDROSTATIC PRESSURE. 
AD-650 574 20K U67 12 HCS 3.00 MFS 0.65 
STIFFENED CYLINDERS, VIBRATION 
ON THE IN-VACUO VIBRATIUNS OF SIMPLY SUPPORTED RING- 
STIFFENED CYLINORICAL SHELLS, 
AD-650 699 13M U67 12 
STOCHASTIC PROCESSES, STABILIZATION 
STABILIZATION POLICY IN LINEAR STOCHASTIC SYSTEMS. 
PB-174 506 12A U6T 12 HCS 3.00 MEFS 0.65 


STOCHASTIC PROCESSES, WEATHER 
A STOCHASTIC MODEL OF THE FREQUENCY AND DURATION OF WEATHER 
EVENTS, 
AD-650 947 46 U67 12 

STORAGE 
FEASIBILLTY STUDY OF STORAGE CONCEPTS FOR SCOUT AND OTHER 
NASA SOLLD PROPELLANT LAUNCH VEHICLES. 
N67-22887 220 $05 11 HCS 3.00 MFS 0.65 


STORAGE DEVICE 
INTERNATIONAL SYMPOSIUM UF ELECTRON AND POSITRON STORAGE 
RINGS, PART I. 


N67-22898 206 $05 11 HCS 3.00 MFS 0.65 
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STORMS, AIR TRAFFIC CONTROL SYSTEMS 
EVALUATION OF AIR TRAFFIC CONTROL RADAR WEATHER DATA. e 
AD-650 858 171 U67 12 HCS 3.00 MFS 0.65 


STORMS, FLOODS 
THE ROLE OF PERSISTENCE, INSTABILITY, AND MOISTURE IN THE 
INTENSE RAINSTORMS IN EASTERN COLORADO, JUNE 14-17, 1965. 
P6-174 609 48 U67 12 HCS 3.00 MFS 0.65 


STORMS, RADAR EQUIPMENT 
ARSR WEATHER SURVEILLANCE RADAR KIT. 
AD-650 615 171 U67 12 HCS 3.00 MFS 0.65 


STRAIN GAGES, CALIBRATION 
ON THE SIGNIFICANCE OF THE SUPPORTS WHEN CALIBRATING STRAIN 
GAUGE INSTALLATIONS FOR MEASURING LOADS ON AIRCRAFT. 
AD-650 672 1C U67 12 HCS 3.00 MFS 0.65 


STRESS 
AN EMPIRICAL EQUATION RELATING FATIGUE LIMIT AND MEAN 
STRESS. 
N67~-23286 11F SOS 11 HCS 3.00 MFS 0.65 
STRESS ANALYSIS 
PLANE-STRESS,» ELASTIC-PLASTIC STATES IN THE VICINITY OF 
CRACK TIPS. 
N67-23308 20K SOS 11 HCS 3.00 MFS 0.65 
STRESS TENSOR 
STRESS TENSOR ANDO THE 2PLUS MESONS. 
N67-23386 20H SOS 11 HCS 3.00 MFS 0.65 


STRESS WAVE 
ANALYTICAL STUDY OF THE FRACTURE OF LIQUID— FILLED TANKS 
IMPACTED BY HYPERVELOCITY PARTICLES. 
N67-22068 20K SO5 Ll HCS 3.00 MFS 0.65 


STRESS-STRAIN DISTRIBUTION 
RESULTS OF SHORT-TIME TENSILE TESTS OF 9 CR-L MO ALLOY BAR. 
N67-22848 LIF SOS 11 HCS 3.00 MFS 0.65 


STRESS( PHYSIOLOGY), PSYCHOMOTOR TESTS 
MONITORING PSYCHOMOTOR RESPONSE TO STRESS BY EVOKED AUDITORY 
RESPONSES, 
AD-471 880 5J U6T 12 HCS 3.00 MFS 0.65 
STRUCTURAL DESIGN 
FIVE HUNORED KV LONG-DISTANCE ELECTRIC TRANSMISSION. 
N67-22181 9C SOS 11 HCS 3.00 MFS 0.65 


STRUCTURAL DYNAMICS 
NINETEEN-SIXTY-SIX SESSION OF THE GODDARD SUMMER WORKSHOP 
FINAL REPORT. 
N67-22741 4A SOS 11 HCS 3.00 MFS 0.65 
STRUCTURAL ENGINEERING 
STRUCTURAL ANALYSIS AND MATRIX INTERPETIVE SYSTEM (SAMIS) 
PROGRAM REPORT TECHNICAL MEMORANDUM, FEB. 1963 - DEC. 1965. 
N67-22062 98 SOS 11 HCS 3.00 MFS 0.65 


STRUCTURAL ANALYSIS AND MATRIX INTERPETIVE SYSTEM (SAMIS) 
PROGRAM TECHNICAL REPORT, FEB. - AUG. 1966. 
N67-22063 98 SOS 11 HCS 3.00 MFS 0.65 


STRUCTURAL GEOLOGY, MOUNTAINS 
TECTONICS OF THE PAMIRS AND TIEN SHAN. 
AD-650 765 8G U67 12 HCS 3.00 MFS 0.65 


STRUCTURAL GEOLOGY, SIBERIA 
SOME RESULTS OF MAGNETOTELLURIC SOUNDING IN THE IRKUTSK 
AMPHITHEATER, 
AD-650 885 8N U67T 12 HCS 3.00 MFS 0.65 
STRUCTURAL MATERTAL 
TEMPERATURE LIMITATIONS OF POLYMERIC MATERIALS. PART 2 - 
STRUCTURAL REINFORCED PLASTICS. 
N67-22702 1LI SOS 11 HCS 3.00 MFS 0.65 
STRUCTURAL PARTS, BLAST 
ELASTIC-PLASTIC RESPONSE OF STRUCTURES TO BLAST AND IMPULSE 
LOADS. 
AD-651 051 13M U67 12 HCS 3.00 MFS 0.65 
STRUCTURAL PARTS, STATE-OF-THE-ART REVIEWS 
A SURVEY OF THE METHOD OF INITIAL PARAMETERS, 
AD-650 912 13M U67 12 HCS 3.00 MFS 0.65 


STRUCTURAL PROPERTIES, DYNAMICS 
DEVELOPMENT OF IMPROVED STRUCTURAL DYNAMIC ANALYSIS. VOLUME 
II. COMPUTER GRAPHICS. 
AD-650 932 134 U67 12 HCS 3.00 MFS 0.65 
STRUCTURAL PROPERTIES, GEOMETRIC FORMS 
SOLUTION OF A CIRCULAR RING STRUCTURAL PROBLEM. 
N65-82307 134 U67 12 HCS 3.00 MFS 0.65 


STRUCTURAL SHELLS, LOADING( MECHANICS) 
INVESTIGATION OF PLATES AND SHELLS UNDER EXTERNAL LOADING 
AND ELEVATED TEMPERATURES. 
AD-651 204 20K U67 12 HCS 3.00 MFS 0.65 


STRUCTURAL SHELLS, STRAIN(MECHANICS) 
ON THE PLANE STRAIN DYNAMIC RESPONSE OF A CYLINDRICAL SHELL 
UNDER LATERAL LOADS. 
AD-650 624 20K U67 12 HCS 3.00 MFS 0.65 
STRUCTURAL SHELLS, STRESSES 
ANALYSIS OF CLAMPED-FREE CYLINORICAL SHELLS UNDER THE ACTION 
OF NONAXISYMMETRIC LOADS AND TEMPERATURES, 
AD-650 976 20K U67 12 HCS 3.00 MFS 0.65 
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STRUCTURAL VIBRATIUN 
VIBRATIONS GF ELASTICALLY RESTRAINED THIN CYLINORICAL SHELLS 
SUBJECTED TO VISCOUS UAMPING. 
N67-23076 20% $05 il HCS 3.00 MFS 0.65 


STRUCTURES, CREEP 
INVESTIGATION UF PLATES ANU SHELLS UNVER EXTERNAL LOADING 
AND ELEVATED TEMPEKATUKES. 
AD-651 204 20K U67 12 HCS 3,00 MFS 0.65 
STRUCTURES, VI6KATIOUN 
INHERENT LIMITATIONS OF ACCELERUMETERS FUR HIGH-FREQUENCY 
VIBRATIUN MEASUKEMENTS. 
AD-650 561 146 U6T 12 
STRUCTURES, WEIGHT 
MINIMUM WEIGHT DESIGN OF STKUCTURES. 
AD-651 139 13M U6T 12 HLS 3.00 MEFS 0.65 


SUBJECT INDEXING, TRAINING 
STUDENT INDEXER TRAINING PKUGRAM AND THE IMPROVED OPERATION 
OF A OUCUMENT KETRIEVAL dYSTEM. 
AD-651 039 ob U67T 12 HCS 3.00 MFS 0.65 
SUBMARINE HULLS» BUCKLING( MECHANICS) 
GRAPHICAL METHOOS FORK VETERMINING THE PLASTIC SHELL—BUCKLING 
PRESSURES OF RING-STIFFENED CYLINDERS SUBJECTED TO EXTERNAL 
HYDRUSTATIC PRESSURE. 
AD-650 574 20K U67 12 HC$ 3.00 MFS 0.65 
SUBMARINE HULLS, TENSILe PROPERTIES 
AN EXPERLMENTAL INVESTIGATION OF THE STRENGTH OF SMALL-SCALE 
CUNICAL REOUCER SECTIONS BETWEEN CYLINDRICAL SHELLS UNUDER 
EXTERNAL HYORUSTATIC PRESSURE. 
AD-650 564 20K U6T 12 HCS 3.00 MFS 0.65 
SUBMARINES, HYORODYNAMICS 
A STUDY OF THE HYDRODYNAMIC LUAUS ON A CYLINORICAL MAST AND 
RAVOME. 
aD-650 610 20U U6T 12 HCS 3.00 MFS 0.65 
SUBMILLIMETER WAVE 
HALF MILLIMETER BACKWAKD WAVE USCILLATOR TECHNICAL PROGRESS 
REPORT, Lb JUL. — 30 SEP. 1966. 
N67-23140 9 SOS LL HCS 3.00 MFS 0.65 


SUBSONIC FLOW 
A NOTE ON THE ESTIMATION UF THE EFFECT UF WIND TUNNEL WALLS 
ON THE FORCES OF SLOWLY USCILLATING SLENDEK WINGS. 
N67-22797 1A $05 11 HCS 3.00 MFS 0.65 


SULFATES, REACTION KINETICS 
THE KINETICS OF IUN ASSOCIATION IN MANGANESE SULFATE 
SOLULIONS. Ii. THERMODYNAMICS UF STEPWEISE ASSOCIATION IN 
WATER, 
Ad-650 710 7D U6T 12 

SULFONATES, CHEMICAL PROPEKTIES 
ARYLGLYOAYLONITRILE OXIME P-TOLUENESULFONATES ANDO RELATED N- 
HALIMEINES. PREPARATION AND KEARRANGEMENT, 


A0-650 776 7c U67 12 
SUNLIGHT 
PYRHELIOMETRIC COMPARISUNS AT THE JPL TABLE MOUNTAIN 
FACILITY. 
N67-22061 46 SO5 11 HCS 3.00 MFS 0.65 


SUNSPOTS, ASTRONOMICAL DATA 
CLASSIFICATION OF SOLAK PRUMINENCES FUR SUNSPOT CYCLE NO. 19 
— 1964, 
AD-651 132 3B U6T 12 HCS 3.00 MFS 0.65 
SUPERCONDUCTOR 
A NEW EFFECT IN THE LOW MAGNETIC FIELD ULTRASONIC 
ATTENUATLON OF IMPURE SUPERCUNDUCTING NIOBIUM, 
NO7-22473 20L SO5 LL HC$ 3.00 MFS 0.65 


SUPERCONDUCTORS, THERMUDYNAMICS 
THERMODYNAMIC FLUCTUATIONS OF THE ORDER PARAMETER IN TYPE II 
SUPERCONDUCTORS NEAR THE UPPER CRITICAL FIELD H SUB C2. 
AD-650 656 20L U67 12 HCS 3.00 MFS 0.65 


SUPERSONIC AIRCRAFT 
LIQUEFIED NATURAL GAS AS A FUEL FOK SUPERSONIC AIRCRAFT. 
N67-23315 210 $05 LL HC$S 3.00 MFS 0.65 


SUPERSONIC DRAG 
TRANSONIC STABILITY OF FIN AND DRAG STABILIZED PROJECTILES. 
N67-23245 1A SO5 LL HCS 3.00 MFS 0.65 


SUPERSONIC FLOW 
A PROBLEM OF WING-BODY INTERFERENCE. 
N67-22789 1A S05 LL HCS 3.00 MFS 0.65 


SUPERSONLC MIXING OF HYOROGEN ANO AIR. 
N67-22859 216 S05 LL HC$ 3.00 MFS 0.65 


CONCENTRATION MEASUREMENTS OF AN INJECTED GAS IN A 
SUPERSONIC STREAM. 
NO7-22862 1A SOS LL HCS 3.00 MFS 0.65 
SUPERSONIC FLOW, CYLINORICAL BODIES 
SUPERSONIC GAS FLOW PAST A CYLINORICAL PROTUBERANCE OF A 
PLATE. 
AD-650 960 200 U67 12 HCS 3.00 MFS 0.65 
SUPERSONIC FLUTTER 
SUPERSONLC FLUTTER DERIVATIVES FOR A SERIES OF SWEPT AND 
CROPPED DELTA WINGS. 


N67-22720 1A S05 11 HCS 3.00 MFS 0.65 
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SUPERSONIC SPEED 
THE APPLICATION OF KNOWN FLOW FIELOS TO THE DESIGN OF WINGS 
WITH LIFTING UPPER SURFACES AT HIGH SUPERSONIC SPEEDS. 
N67-22707 1A SOS 11 HCS 3.00 MFS 0.65 


THE PRESSURE DISTRIBUTION AT ZERO-LIFT ON SOME SLENDER DEL; 
WINGS AT SUPERSONIC SPEEDS. 
N67~-22799 1A SOS LL HCS 3.00 MEFS 0.65 
DETERMINATION OF WING EFFECTS ON NORMAL BODY FORCES FOR Wing 
BODY COMBINATIONS AT SUPERSONIC SPEED. 

N67-22926 1A SO5 LL HCS 3.00 MFS 0.65 


SUPERSONIC TRANSPORT 
USE OF A LARGE JET TRANSPORT AS AN INFLIGHT DYNAMIC 
STIMULATOR. 
N67-23243 16 SOS 11 HCS 3.00 MFS 0.65 
SUPERSONIC WIND TUNNEL 
SUPERSONIC WIND TUNNEL MEASUREMENTS OF THE LOADS AND 
INTERNAL PRESSURE DISTRIBUTIONS ON DUSTS AT INCIDENCE. 
N67-22790 1A SOS 11 HCS 3.00 MFS 0.65 


SUPPORT SYSTEM 
FIRST ANNUAL LOGISTICS MANAGEMENT SYMPOSIUM, SEPTEMBER 13 
ANU 14, 1966. 
N67—21962 5A SO5 11 HCS 3.00 MFS 0.65 
SUPPRESSORS, AIRPORT RADAR SYSTEMS 
EXPERIMENTAL TESTING OF THE IMPROVED 3-PULSE INTERROGATION 
SIDE LOBE SUPPRESSION SYSTEM. 
AD-650 840 171 U67 12 HCS 3.00 MFS 0.65 
SURFACE AREA, SOLIDS 
DETERMINATION OF THE SURFACE AREAS OF SELECTED SOLIDS. 
AD-651 102 70 U67T 12 HC$ 3.00 MFS 0.65 


SURFACE DIFFUSION EFFECT 
FREE-MOLECULE FLOW AND SURFACE DIFFUSION THROUGH SLOTS AND 
TUBES A SUMMARY. 
N67-22040 1A SOS 11 HCS 3.00 MFS 0.65 
SURFACE INTERACTION 
INVESTIGATION OF KILOVOLT ION SPUTTERING QUARTERLY PROGRESS 
REPORT, NOV. 1966 - JAN. 1967. 
N67-22064 20H SOS Ll HCS 3.00 MFS 0.65 
SURFACE-ACTIVE SUBSTANCES, LUNGS 
SURFACE BEHAVIOR OF INDIVIDUAL LIPIOS SIMILAR TO 
CONSTITUENTS OF PULMONARY SURFACTANT. 
A0-651 OOL fA VOT 12 HCS 3.00 MFS 0.65 


SURFACTANT 
THE USE OF CATALYTIC SURFACTANTS IN PLASTIC PROPELLANTS. 
N67T-22785 194 SOS 11 HCS 3.00 MEFS 0.65 


SURVEYOR PROJECT 
THIRD SURVEYOR LAUNCH SLATED AT CAPE KENNEDY. 
N67-22071 226 SOS 11 HCS 3.00 MFS 0.65 
SURVEYOR SPACECRAFT TELECOMMUNICATIONS. 
N67-23339 1768 $05 11 HCS 3.00 MFS 0.65 


SUSPENSION SYSTEM 
AUTOMATICALLY CONTROLLED AIR SPRING SUSPENSION SYSTEM FOR 
VIBRATION TESTING. 
NO7-23267 146 SOS 11 HCS 3.00 MFS 0.65 
SWEDEN, COMMERCE 
DAIRY AND OTHER FOOD PROCESSING = ye ye IN SWEDEN. 
P6-174 553 U67 12 HCS 3.00 MFS 0.65 


SWEPT WING 
SUPERSONIC FLUTTER DERIVATIVES FOR A SERIES OF SWEPT AND 
CROPPED DELTA WINGS. 
N67-22720 1A SOS LL HCS 3.00 MFS 0.65 
SWIRLING WAKE 
DECAY OF TURBULENT AXISYMMETRICAL FREE FLOWS WITH ROTATION. 
N67-22916 1A SOS 11 HCS 3.00 MFS 0.65 


SYMBOLS, DISPLAY SYSTEMS 
ALPHA NUMERIC SYMBOL GENERATION Am eny 
AD-650 865 G U67 12 HOS 3.00 MFS 0.05 


SYMBOLS, MEMORY 
KEEPING TRACK OF SEQUENTIAL EVENTS 
TIME AND INTERSTIMULUS OFF-TIME. 
AD-650 9 


EFFECTS OF STIMULUS ON- 
53 U6T 12 


SYMMETRY 
S U3 WIGNER COEFFICIENTS IN ANGULAR MOMENTUM SPACE. 
N67-22501 20H SOS LL HCS 3.00 MFS 0.65 


SYMPOSIA, SEISMIC WAVES 
PROCEEDINGS OF THE VESIAC SPECIAL STUDY CONFERENCE ON 
SEISMIC SIGNAL ANOMALIES, TRAVEL TIMES, AMPLITUDES, AND 
PULSE SHAPES. 
AO-478 537 8K U67T 12 HCS 3.00 MFS 0.65 
SYMPOSIA, SOLIO STATE PHYSICS 
FUNDAMENTALS OF MAGNETISM IN METALS. CHAPTER 10, 
AD-651 120 20 U67 12 


SYNCHRONOUS MOTOR 
POWER ANGLE REGULATION FOR SYNCHRONOUS MACHINES. 
N67-23063 9E SOS LL HCS 3.00 MFS 0.65 


SYNCHROS, PHASE SHIFT 
THE DESIGN AND TESTING OF A UHF PHASE SHIFT RESOLVER. 
AD-651 006 9C U6T 12 HCS 3.00 MFS 0.65 
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SUBJECT INDEX SYN-TES 


SYNCHAUTKON KADIATIUN 
POSSIBILITY OF DETERMINATION UF RELATIVISTIC PRUTONS* 
CONTENT IN SOME SOURCES JF SYNCHRUTRUN RKAUIATION. 
No7-23260 20m $05 Ll HCS +00 MFS 0.65 


SYNTHESIS 
RESEARCH ANU VEVELUPMENT STUuY RELATED TO THE SYNTHESIS OF 
FURMALDEHYDE FRUM LU2 ANU H2 QUAKTEKLY PRUGRESS REPORT, AUG. 
- OCT. 1966. 
NO7-22173 7c S$O5 Ll HCS 3.00 MFS 0.65 


RESEARCH AND VEVELUPMENT STUVY KELATEO TU SYNTHESIS OF 
FORMALDEHYDE FROM CO2 AND H2 QUAKTERLY PROGRESS REPORT, NOV. 
1966 - JAN. 1967. 

NO7-22174 7C S$O5 LL HCS 3.00 MEFS 0.65 


SYNTHESIS OF HIGHEK URDLK HYDRULARGUNS UN HOT TUNGSTEN 
FILAMENTS. 
N67-22669 7U $05 Ll HCS 3.00 MFS 0.65 


STUDIES IN RING EXPANSION FIWAL SCIENTIFIC REPORT, L JAN. 
1963 - 31 DEC. 1966. 
N67-23238 7C SOS LL HCS 3.00 MFS 0.65 
SYNTHESIS( CHEMISTRY)» ESOCYANATE PLASTICS 

SYNTHESIS AND EVALUATIUN UF PULYUKE THANE ELASTOMERS. 

Pu-174 535 LLL U67 12 HCS 3.00 MFS 0.65 


SYSTEM TEST VESSELSs FIN 
STRENGTH OF ANTIPITCHING FINS AND SHIP MOTIONS MEASURED ON 
USS COMPASS ISLANU (EAu 1535). 
AD-650 591 L3J Vol 12 HCS 3.00 MFS 0.65 
SYSTEM TEST VESSELS, MUDEL TESTS 
COOPERATIVE ROTATING—ARM ANU STRKAIGHT-LINE EXPERIMENTS WITH 
ITTC STANVARD MUDEL (MAKINEK TYPE SHIP). 
AD-650 598 13J U67 12 HCS 3.00 MFS 0.65 


SYSTEMS ANALYSIS 
SYSTEM OPTIMIZATION FORK «4 LARGE INFURMATIUN COLLECTION 
SYSTEM SCIENTIFIC KEPORT. 
N67~-23273 you SO5 11 HCS 3.00 MFS 0.65 


SYSTEMS ENGINEERING, SYMPUSIA 
SYMPGSIUM ON HUMAN PEKFORMANCE WUANTIFICATIUN IN SYSTEMS 
EFFECTIVENESS» JANUARY L715, L967, WASHINGTON, Ue C. 
(PROCEEDINGS). 


ad-650 791 5J UO? 12 HCS 3.00 MFS 0.65 
S-MATRIX 

PERTURBATION OF RESUNANLE sTAT&s ANU ENERGY SHIFT IN MIRROR 

NUCLEI. 

NO7-23389 20H SOS Ll HC$S 3.00 MFS 0.65 
S-WAVE 


A QUARK MUDEL FOR PARITY VIOLATING NON LEPTONIC DECAYS. 
N67-23067 20h $05 Ll HC$ 3.090 MFS 0.65 


FINAL STATE LAMBUA-NEUIKUN INTERACTIUNS IN GAMMA PLUS D 
YIELOS K PLUS PLUS LAMBUA PLUS Ne 
N67-23069 20H $05 Ll HCS 3.00 MFS 0.65 


TABLE 
SEABORNE MAGNETIC MEASUKCMENTS CAPE TUWN ~ SANAE, DECEMBER 
1965 — JANUARY 1966. 


N67-22470 8N SO5 1L HCS$ 3.00 MFS 0.65 
COSMIC RAY NM-64 NEUTKUN MUNITOR LATA = IV MONTHLY GRAPHS, 
JAN. - AUG. 1966. 

N67-22974 4A 305 LL HCS 3.00 MFS 0.65 


PILE NEUTRON CAPTURE CKUSS SECTIONS OF RARE EARTH ISOTOPES. 
N67-22978 186K SOS LL HCS 3.00 MFS 0.65 


SOME RESULTS UF THE MONTc CARLU CALCULATION OF THE (Ey EFTP) 
REACTION FOR INCIUENT ENERGIES BETWEEN 300 AND 600 ME V. 
N67-25084 20H $05 11 HCS 3.00 MFS 0.65 


TANKERS, MANPOWER STUDIES 
SHIPBOARKD SYSTEMS CUSTS A FUNCTIUNAL ANALYSIS OF WORK 
ABOARD SHIP. SS CITIES SEKVICE GbALTIMORE A TANKER IN THE 
ATLANTIC COASTAL SERVICE. 
AD-650 843 13J U6? 12 HCS 3.00 MFS 0.65 
TANKERS, STRUCTURAL PKOPERTIES 
STRESSES IN A PHOTOELASTIC MUVEL GCF THE ORIGINAL DESIGN OF A 
BOTTOM LONGITUDINAL CONNECTION IN T-2 TANKERS.~ 


AD-650 569 13J U67 12 HCS 3.00 MFS 0.65 
TANTALUM 

DECAY OF THE 16.3 MIN Lo2 TA ISUMER. 

N67-23397 18H SOS LL HCS 3.00 MFS 0.65 


TANTALUM ALLUY 
GENERATION OF LONG TIME CREEP DATA ON REFRACTORY ALLOYS AT 
ELEVATED TEMPERATURES QUAKTERLY KEPURT, 26 OCT. - 26 DEC. 
1966. 
NO7-23323 L1F SOS LL HCS 3.00 MFS 0.65 
TANTALUM, CORROSION INHIBITION 
EVALUATION OF SILICIUE CUATINGS UN COLUMBIUM AND TANTALUM 
AND A MEANS FOR IMPROVING THEIR OXIUATION RESISTANCE, 
40-650 675 11C U6T 12 


TANTALUM, MEMBRANES 
RESEARCH STUVIES ON SOLIU HYDRUGEN PUKIFICATION MEMBRANES. 
A0-650 986 7A U6T 12 HCS 3.00 MFS 0.65 


TASK COMPLEXITY 
BIO-THERMAL RESPONSES TU VARIEU WORK PRUGRAMS IN MEN KEPT 





THERMALLY NEUTRAL BY WATER COOLED CLOTHING. 
N67-22151 6S SOS 11 HCS 3.00 MFS 9.65 


TEACHING MACHINES, DESIGN 
ON THE USE OF UNIVERSAL ELECTRONIC COMPUTERS FOR PROGRAMMED 
INSTRUCTION, 
AD-651 035 SI U67 12 HCS 3.00 MFS 0.65 
TEACHING METHODS, EFFECTIVENESS 
STUDY OF TRAINING EQUIPMENT ANDO INDIVIDUAL DIFFERENCES. 
AD-650 850 51 U67T 12 HCS 3.00 MFS 0.65 


TEACHING METHODS, MEASURE THEORY 
CYBERNETIC TESTING. 


AD-650 668 51 U67 12 HCS 3.00 MFS 0.65 
TELECOMMUNICATION 

SURVEYOR SPACECRAFT TELECOMMUNICATIONS. 

N67-23339 178 SOS 11 HCS 3.00 MFS 0.65 
TELEMETRY 

ELOO TECHNICAL REVIEW, VOLUME I, NO. 3. 

N67-22491 220 SOS 11 HCS 3.00 MFS 0.65 


THE USE OF A PARITY BIT IN A TELEMETRY SYSTEM. 
N67-22877 9F SOS 11 HCS 3.00 MEFS 0.65 


TELESCOPE 
GIANT APERTURE TELESCOPE STUDY PHASE III REPORT. 
N67-22438 17H SO5 11 HCS 3.00 MFS 0.65 


TELEVISION EQUIPMENT 
AUTOMATIC TV AUDIO CUEING/DUBBING SYSTEM. 
N67-23419 14C S$O5 11 HCS 3.00 MFS 0.65 


TELEVISION TRANSMISSION 
A COMPARISON OF THE PERFORMANCE OF TELEVISIGN TRANSMISSION 
SYSTEMS USING AMPLITUDE MODULATION AND FREQUENCY MODULATION. 
N67-23472 1768 SOS 11 HCS 3.00 MFS 0.65 


TELLURIC CURRENTS, ANOMALIES 
SOME RESULTS OF MAGNETOTELLURIC SOUNDING IN THE IRKUTSK 
AMPHITHEATER, 
A0-650 885 8N U67 12 HCS 3.00 MFS 0.65 
TEMPERATURE CONTROL 
RADIOMETRY RESEARCH. 
N67-22141 148 SO5 11 HCS 3.00 MFS 0.65 
EVALUATION OF HRL CONDENSING TEMPERATURE CONTROLS. 
N67-22846 20M SOS Ll HCS 3.00 MFS 0.65 


TEMPERATURE EFFECT 
TEMPERATURE LIMITATIONS OF POLYMERIC MATERIALS. PART 7 - 
TRANSPARENCIES. 
N67-22782 1c SOS 11 HCS 3.00 MFS 0.65 
TEMPERATURE MEASUREMENT 
THE STRUCTURE OF AN ATMOSPHERE FROM ON-BOARD MEASUREMENTS OF 
PRESSURE, TEMPERATURE, AND ACCELERATION. 
N67-23302 38 SOS 11 HCS 3.00 MFS 0.65 


TENSILE STRENGTH 
RESULTS OF SHORT-TIME TENSILE TESTS OF 9 CR-1 MO ALLOY BAR. 
N67-22848 1LF SOS 11 HCS 3.00 MFS 0.65 


HIGH TEMPERATURE TENSILE PROPERTIES OF UNIRRADIATED AND 
NEUTRON IRRADIATED 20 CR- 35 NI AUSTENITIC STEEL. 
N67-22957 LIF SO5 18 HCS 3.00 MFS 0.65 


TENSION TESTING MACHINE 
EVALUATION OF COLOWELDED BUTT JOINT TRANSITION PIECE. 
N67-22851 11F SOS 11 HCS 3.00 MFS 0.65 


TENSOR ANALYSIS 
APPLICATION OF COMPUTERS TO THE FORMULATION OF PROBLEMS IN 
CURVILINEAR COORDINATE SYSTEMS. 
N67-23303 98 SOS 11 HCS 3.00 MFS 0.65 
TERRESTRIAL MAGNETISM, BEACHES 
ANALOGUE MODEL MEASUREMENTS FOR ELECTROMAGNETIC VARIATIONS 
NEAR A COASTLINE, 
A0-650 783 8N U67 12 
TERRESTRIAL MAGNETISM, DEEP WATER 
A SYSTEM FOR THE MEASUREMENT OF MAGNETIC MICROPULSATIONS AT 
SEA, 
AD-650 789 8N U67 12 
TERRESTRIAL MAGNETISM, SIBERIA 
SOME RESULTS OF MAGNETOTELLURIC SOUNDING IN THE IRKUTSK 
AMPHITHEATER, 
A0-650 885 6N U67 12 HCS 3.00 MFS 0.65 
TESSERAL HARMONICS 
PERTURBATIONS OF AES ORBITS FROM TESSERAL HARMONICS OF 
GRAVITATIONAL POTENTIAL EXPANSION. 
N67-22299 22C SOS 11 HCS 3.00 MFS 0.65 


TEST EQUIPMENT 
AUTOMATICALLY CONTROLLED AIR SPRING SUSPENSION SYSTEM FOR 
VIBRATION TESTING. 
N67-23287 148 SOS 11 HCS 3.00 MFS 0.65 
AMPLIFIER ORIFT TESTER. 
N67-23292 9A SOS 11 HCS 3.00 MFS 0.65 
TEST EQUIPMENT ELECTRONICS), TUNNEL DIODES 
A DEVICE FOR AUTOMATICALLY MEASURING THE PARAMETERS OF 
TUNNEL DIODES, 
A0-650 800 9C U67T 12 HCS 3.00 MFS 0.65 
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TEST PRUGRAM 
SATURN INTEGRATED CIRCUIT KECIASILITY TEST PRUGRAM QUARTERLY 
PROGRESS KEPURT, UCT. - utC. 1960. 


N67-23265 9a $05 LL HCS 3,00 MFS 0.65 
TEST REACTOR 
THE BK2Z TESTING REACTUR ANU ITS LCUNNECTEU LABORATORIES 
ANNUAL PROGRESS REPORT, 1965. 
N67—22921 ish $05 LL HCS 3.00 MFS 0.65 


TEST REACTORS, NUCLEAK RAULIATIUN 
DEMONSTRATION OF THE SALT CYLLEL PRUCESS IN A HIGH-LEVEL 
RADIOCHEMICAL FACILITY, 
BNWL-355 Wt N2L OF HCH 3,00 MFS 0.65 


TEST SETS» CUMPUTER STOKAGE UEVICES 
MULTI-CORE MEMUKY MUDULE UC TESTER, 
AV-650 97d 96 U6T 12 HCS 3.00 MFS 0.65 


TESTS,» BALLOONS 
RUUND-RUGIN COLD BKITTLEWESS TESTS OF BALLUUN FILMS. 
Pb-174 521 lc U67T 12 HLS 3.00 MFS 0.65 


TETRODES, ULTRAHIGH FREQUENCY 
DEVELUPMENT UF LINEAR PUWEK TUotS. 
AU-650 614 Ya UOT 12 HCS 3.00 MFS 0.65 


TEXAS, ECUNUMICS 
PRELIMINARY PLANNING TOUKIST FACILITIES ALAGAMA=COUSHATTA 
INDIAN RESERVATION, PULK VCUUNTY, TEXAd. 
PB-174 466 4 UOT 12 HCS 3.00 MFS 0.65 


TEXTILES, SHRINKAGE 
COMPARISUN UF ULIVE GKEEN ANU CAMUUFLA&GE PRINTED NUMEX NYLON 
COVERALL CLOTH. 


AV-651 214 Lilt U6/ 12 HCS 3.00 MFS 0.65 
THEORETICAL PHYSICS 

PLASMA PHYSICS ANU CUNT RULLEU TrtexMUNULCLEAK FUSIUN, 

NOo7T-21681 201 $05 Li ACS 3.00 MFS 0.65 

UN THE QUASISPIN FUKMALIS™. 

NO7T-22480 20% $05 Li HC% 3.00 MFS 0.65 

KIGOROUS LOWEK BOUND Un Tite CUMPKLSSIbILITY OF A CLASSICAL 

SYSTEM. 

NO7—22933 iZA 305 LL HCS 3.00 MFS 0.65 


BARYON-ANTIGARYUN PAIR PRUVUCTIUN IN A QUAKK MUDEL. 
NO7-2293¢ 20h $05 LL HCS 3.00 MEFS 0.65 


1 EQUALS J EQUALS U UIPTUN STATE with aA COU POLE. 
N67-23005 20H $05 11 HCS 3.00 MEFS 0.65 


THERMAL CYCLING 
CUNTINUOUS CHAKGE-ULISLHARLE LYCLING STUVIES ON HERMETICALLY 
SEALED NICKEL-CAUMIUM CELLS UPEKATING AT A LO PERCENT DEPTH 
OF DISCHARGE. 


NO7—22712 10. $05 11 HCS 3.00 MFS 0.65 
THERMAL VECOMPOSITION 

EVALUATIUN UF METHOUS FU KEMUVE UtLUMPUSED AIX-4 P3 —& FROM 9 

CR-1l MU STEEL. 

No7-22880 LH 505 LL HCS 3.00 MFS 0.65 


EFFECT UF CERTAIN AUUITIvtS ON THL THERMAL VECOMPUSITION OF 
AMMONIUM PERCHLORATE. 
N67~23401 7b SOD LL HCS 3.00 MEFS 0.65 


THERMAL DEGRADATION 
DETERMINATION OF KINETIC PAKAMETEKS OF SIX ABLATION POLYMERS 
BY THERMUGRAVIMETKIC AWALYSIS. 
N67-23298 111 S05 Ll WES 3.00 MFS 0.65 


THERMAL INSULATIUN 
UN FORWARD EJECTIUN FUR TritKMAL INSULATION IN HYPERSONIC 
FLIGHT. 
N67-22795 ia $05 LL HCS 3.00 MFS 0.65 
THERMAL NEUTRONS, NEUTKON CAPT URL 
tFFECTIVE TWO-GRUUP GAMMA-KAY SPLCTRKA FUR THERMAL NEUTRON 
CAPTURE AND PRUMPT FISSIUN, 
La-3619 lot NZL OV HCS 3.00 MFS 0.65 


THERMAL PLASMA 
PLASMA WAVE REFLECTION IN SiUwLY VARYING MEDIA. 


N67-23392 201 $05 Ll HeS 3.00 MS 0.65 
SPACE-CHARGE EFFECTS BY WUN-THERMAL IUNS IN A MAGNETIZED 
PLASMA. 

N67-23398 201 $05 Li HCS 3.00 MFS 0.65 


THERMAL PROPERTY 
TEMPERATURE LIMITATIONS UF PULYMEKIL MATERIALS. PART 6 = 
CELLULAK PLASTICS. 
N67-22701 Lil S05 LL HCS 3.00 MEFS 0.65 


TEMPEKATURE LIMITATIONS Ur PULYMERIC MATERIALS. PART 2 - 
STRUCTURAL REINFURCEU PLASTICS. 
N67-22702 111 S05 Ll HCS 3.00 MFS 0.65 


TEMPERATUKE LIMITATIONS OF PULYMEKIC MATERIALS PART 6 - 
ELASTOMERS. 


NOT-22711 Aid 505 11 MCS 3.00 MFS 0.65 
TEMPERATURE LIMITATIUNS UF PULYAERIC MATERIALS, PART 5 - 
FILMS. 

NO7T-22717 11C $05 Ll HCS 3.00 MFS 0.65 


THERMAL RADIATION, IGNITIUN 
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OXYGEN CONCENTRATION AND PRESSURE EFFECTS ON THE IGNITION OF 
CELLULOSIC FUELS BY THERMAL RADIATION, 
A0-650 622 218 U67 12 HCS 3.00 MFS 0.65 


THERMAL RADIATION, MEASUREMENT 
THERMAL RADIATION PROPERTY MEASUREMENT TECHNIQUES. 
NBS-TN-415 146 U67 12 HCS 0.50 MFS 0.65 


THERMAL RADIATION, SATELLITES(ARTIFICIAL) 
RADIO-ACTIVE HEATING OF SATELLITES, 
AD-650 988 228 U67T 12 HCS 3.00 MFS 0.65 


THERMAL RADIATION, SPACE SIMULATION CHAMBERS 
SOME ASPECTS OF THERMAL MODEL TESTING IN SPACE CHAMBERS. 


AD-650 614 228 U6T 12 HCS 3.00 MFS 0.65 
THERMIONIC CONVERSION SYSTEM 

THERMIONIC. 

N67-22922 161 SOS LL HCS 3.00 MFS 0.65 


THERMIONIC DIODE 
THE THERMIONIC DIODE AS DIRECT CONVERTERS OF HEAT INTO 
ELECTRICAL ENERGY. 
N67-23024 10A SO5 11 HCS 3.00 MFS 0.65 
THERMOCONOUC TIVITY 
ESTIMATING THERMAL CONDUCTIVITY OF CERMET FUEL MATERIALS FOR 
NUCLEAR REACTOR APPLICATION. 
N67-22866 163 S$O5 11 HCS 3.00 MFS 0.65 
THERMOCOUPLE 
THERMOCOUPLE COMPOSITION CHANGES DUE TO NEUTRON IRRADIATION. 
N67-23093 1635 SO5 11 HCS 3.00 MFS 0.65 


TRANSIENT RADIATION EFFECTS ON THERMOCOUPLES. 
N671-23465 180 SO5 11 HCS 3.00 MFS 0.65 


THERMOCOUPLES, FLOWMETERS 
FARET IN-CORE INSTRUMENT DEVELOPMENT, 
ANL~-T161 161 N21 09 HCS 3.00 MFS 0.65 


THERMODYNAMIC EFFICIENCY 
ENERGY TRANSFER USING THE MOSEL REACTOR. 
N6OT-22926 161 SOS 11 HCS 3.00 MFS 0.65 


THERMODYNAMIC PROPERTY 
INVESTIGATION OF THE PRODUCTION AND THERMAL STABILITY OF 
METAL CARBAMATES. 
N67-22127 78 SOS 11 HCS 3.00 MFS 0.65 
CARBAMATE AND DIMETHYLCARBAMATE FROM TRANSITION METALS. 
N67-22128 78 SOS LL HCS 3.00 MFS 0.65 


THERMODYNAMIC PROPERTIES OF INTERSTITIAL ELEMENTS IN THE 
REFRACTORY METALS SEMIANNUAL REPORT, 1 JUN. ~ 1 DEC. 1966. 
N61-22439 1LF SOS 11 HCS 3.00 MFS 0.65 


SURVEY OF DETECTORS AND DYNAMIC CALIBRATION METHODS FOR 
REMOTE SENSING SYSTEMS. 
N67-22779 14C S$O5 11 HCS 3.00 MFS 0.65 
PROGRAMS FOR COMPUTING EQUILIBRIUM THERMODYNAMIC PROPERTIES 
OF GASES. 
N67-23300 20M SOS 11 HCS 3.00 MFS 0.65 
THERMODYNAMICS 

THE DISPERSION CURVE FOR ROTATION VIBRATION OF A TETRAHEDRAL 

MOLECULE IN A FACE-CENTERED GRID WITH TETRAGONAL MOLECULAR 

ORIENTATION. 

N67-23027 70 SOS LL HCS 3.00 MFS 0.65 
THERMODYNAMICS, SCIENTIFIC RESEARCH 

JOURNAL OF ENGINEERING PHYSICS SELECTED ARTICLES, 1964, 

VOL. 7s NO. 9 

AD-651 090 20M U6T 12 HCS 3.00 MFS 0.65 


THERMODYNAMICS, WATER 
THERMODYNAMIC PROPERTIES OF LIQUID WATER TO ONE KILOBAR, 
A0-651 105 20M U67T 12 HCS 3.00 MFS 0.65 


THERMOELECTRICITY 
RESEARCH IN THE CONVERSION OF VARIOUS FORMS OF ENERGY BY 
UNCONVENTIONAL TECHNIQUES STATUS REPORT. 
N67-22161 10A SO5 11 HCS 3.00 MFS 0.65 


THERMOGRAVIMETRY 
DETERMINATION OF KINETIC PARAMETERS OF SIX ABLATION POLYMERS 
BY THERMOGRAVIMETRIC ANALYSIS. 
N67-23298 Lil SOS 11 HCS 3.00 MFS 0.65 
THERMONUCLEAR REACTIONS, COMPUTER PROGRAMS 
CALCULATION OF TOROIDAL MAGNETIC FIELD CONFIGURATIONS, 
UCRL-SO1L61 16A N21 09 HCS 3.00 MFS 0.65 


THERMONUCLEAR REACTIONS, PLASMA MEDIUM 
WEAK TURBULENCE IN A HOMOGENEOUS PLASMA, 
MATT-496 168A N21 09 HCS 3.00 MFS 0.65 


THERMOSTABILITY 
TEMPERATURE LIMITATIONS OF POLYMERIC MATERIALS. PART I - 
GENERAL REVIEW. 
NOT-22716 1Lf SOS Li HCS 3.00 HFS 0.65 
THESES, LIBRARIES 
THESES AND DISSERTATIONS IN THE HOLDINGS OF THE ARMY 
LIBRARY. THIRD REVISED EDITION. 
AD-651 164 58 U67T 12 HCS 3.00 MFS 0.65 
THIN FILM 
THE EFFECT OF HUMIDITY ON SOLID LUBRICANT FILMS. 
N67-22787 LiH SO5 11 HCS 3.00 MFS 0.65 
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THIN FILM STORAGE DEVICES, SHIFT REGISTERS 
DOMAIN WALL STORAGE AND LOGIC DEVICES, 
Av-650 747 96 U6T 12 


THAN PLATE 
PLANE-STRESS» ELASTIC-PLASTIC STATES IN THE VICINITY OF 
CRACK TIPS. 
N67-23306 20K $05 1l HCS 3.00 MFS 0.65 
THIN WALLEO SHELL 
VIBRATIUNS OF ELASTICALLY KESTRAINED THIN CYLINDRICAL SHELLS 
SUBJECTED TO VISCOUS DAMPING. 
N67-23076 20K S$O5 LL HCS 3.00 MFS 0.65 
THIRST, STEMULATION 
EFFECT UF HYPERTUNIC SALINE INJECTIUNS AND WATER OEPRIVATION 
ON DRINKING, SERUM OSMULALITY AND GUT WATER, 
AD-650 974 5J U6T 12 


THIXOTRUOPIC ROCKET PROPELLANTS, RHEULUGY 
USE OF THE HYSTERESIS LOUP METHOD TO STUDY THIXOTROPIC 
SUSPENSIUNS. PART 2. ACETYLENE BLACK IN HYDRAZINE AND 
PYROGENIC SILICA IN LIWUIDS UF VARYING POLARITY, 
AD-651 022 211 U67 12 HCS 3.00 MFS 0.65 


THORIUM 
AN EVALUATION UF THORIUM FUEL CIRCULATION, 
N67-23032 18 SO5 Ll HCS 3.00 MFS 0.65 


THREE-BODY PRUBLEM 
ANALYTICAL PERTURBATIUN THEURY IN RELATION TU THE THREE 
BODIES PROBLEM APPLYING THE REGULATING VARIABLES. 

N67-22100 38 S05 Ll HC$S 3.00 MFS 0.65 


A NEW LIE SERIES METHOU FOK THE NUMERICAL INTEGRATION OF 
ORDINARY DIFFERENTIAL EQUATIONS, WITH AN APPLICATION TO THE 
RESTRICTED PROBLEM UF THREE BOUIES. 

NO7-23285 12A 305 LL HCS 3.00 MFS 0.65 


CLOSED COLLISION PATHS IN A PLANE CIRCULAR RESTRICTED THREE- 
BUDY PROBLEM. 
No7-23309 3C $05 Ll HCS 3.00 MFS 0.65 
THE LAMGOA—LAMBDA HYPEKNUCLEUS LAMBUA-LAMBUA HES. 

N67-23393 20H S05 lL HCS 3.00 MFS 0.65 


THREE-OIMENSIONAL MUT ION 
PLASMA COMPUTER EXPERIMENTS IN THREE DIMENSIONS - 
DEVELOPMENT OF A CUDE FUR GUIUING CENTER FLUIOS. 
N67-22983 201 SOS Ll HCS 3.00 MFS 0.65 


THRESHOLD DETECTOR 
CONTEMPORARY PROCESSES OF SPECTKUSCUPY OF FAST NEUTRONS 
USING THRESHOLD VALUE PKOGES. 
N67-23091 18b S$O5 Ll HCS 3.00 MFS 0.65 
THRESHOLOS(PHYSIOLOGY), HEARING 
THE EFFECT OF LARGE INTERAURAL TIME DIFFERENCES UPON THE 
JUDGEMENT OF SIDEONESS, 
AD-42 452 oP U67 12 HCS 3.00 
THULIUM 
NUCLEAR MATRIX ELEMENTS OF FIRST FORBIUDEN BETA TRANSITIONS 
IN THE NILSSON MODEL. 
NO7-23368 20H SOS LL HCS 3.00 MFS 0.65 
THUNDERSTORMS, USSR 
THUNDERSTORM ACTIVITY IN THE LENINGRAD REGION IN 1962. 
AD-650 886 46 U6T 12 HCS 3.00 MFS 0.65 


THYRATRONS, SYMPOSIA 
PROCEEDINGS OF THE SYMPUSIUM ON HYORUGEN THYRATRONS AND 
MODULATORS (5TH) HELD AT FURT MUNMUUTH, Ne Jee 20-22 MAY 
1958. 
AD-650 899 9A U6T 12 HCS 3.00 MFS 0.65 
THYROID GLAND, RADIATION EFFECTS 
PATHOLOGICAL EFFECTS OF THYRUID IKKADIATION, 
AO-651 161 6K U67 12 HCS 3.00 MFS 0.65 


THYROID GLAND, TRACER STUOIES 
ETUDES STATISTIQUES RELATIVES A L*EXPLORATION FONCTIONNELLE 
DE LA GLANDE THYROIDE CHEZ DES RATS AYANT SUBI UNE SECTION 
MEDULLAIRE HAUTE (STATISTICAL STUDIES RELATIVE TO THE 
FUNCTIONAL EXPLORATLON OF THYROID GLAND IN RATS HAVING 
UNDERGONE A SPINAL SECTION AT HIGH LEVEL). 
PB-174 566 6P U67T 12 HCS 3.00 MFS 0.65 


TIME CONSTANT 
INTEGRATION OF CONTROL EQUATIONS AND THE PROBLEM OF SMALL 
TIME CONSTANTS. 
N67-21960 12a S05 LL HCS 3.00 MES 0.65 
THE CHANGERS OF TIME CONSTANT IN THE FILTERS OF OC 
LOGARITHMIC PERIOOMETER - RESULTS ANDO POSSIBILITIES (1964). 
NO7-23376 160 $05 11 HCS 3.00 MFS 0.65 


TIME RESPONSE 
A MATRIX FORMULATION FOR THE TIME RESPONSE OF TIME-INVARIANT 
LINEAR SYSTEMS TO DISCRETE INPUTS. 


N67-22703 124 SO5 11 HCS 3.00 MFS 0.65 
TIME SIGNAL 

CENTURY CODED TIMING FURMAT. 

N67-22761 164 SO5 LL HCS 3.00 MFS 0.65 


TISSUES( BIOLOGY), ADHESIVES 
SYNTHESIS OF ALKYL 2-CYANOPROPIONATES AND MEASUREMENT OF 
THEIR SPREADING COEFFICIENTS ON 1 AQUEOUS CASEIN ANO ON 
WATER, 





AD-651 209 1LA U6T 12 HCS 3.00 MFS 0.65 


TISSUES( BIOLOGY), PRESERVATION 
DESCRIPTION OF CURRENT TISSUE BANK METHODS OF SKIN 


PRESERVATION, 
A0-650 939 6E U67 12 
TITANIUM 
NEWLY IDENTIFIED LINES IN NE I ISOELECTRONIC SEQUENCES. 
N67-22080 70 SOS LL HCS 3.00 MFS 0.65 


INVESTIGATION OF THE ADHESION OF METALS IN ULTRA-HIGH 
VACUUM. 
N67-22884 1LF SOS LL HCS 3.00 MFS 0.65 
TITANIUM COMPOUNDS, PHASE STUDIES 
ETUDES DE COMPOSES U-PU-C-TI (STUDIES OF U-PU-C-TI 
COMPOUNDS), 


P6-174 569 18) U67 12 HCS 3.00 MFS 0.65 
TOPOGRAPHY 

ANTARCTICA COMMISSION REPORTS 1963. 

N67~-22341 8G SOS 11 HCS 3.00 MFS 0.65 


TOPOLOGY, INVARIANCE 
SOME TOTAL INVARIANTS OF ASYMPTOTICALLY FLAT SPACE-TIMES. 
AD-651 096 12A U67T 12 HCS 3.00 MFS 0.65 


TOPOLOGY, REAL NUMBERS 
ON A CLASS OF CONVEX AND NON-ARCHIMEDEAN SOLUTION CONCEPTS 
FOR N-PERSON GAMES. 
AD-651 037 12A U67 12 HCS$ 3.00 MFS 0.65 
TOROIDAL PLASMA 
VELOCITY SPACE INSTABILITIES IN A TOROGIDAL GEOMETRY. 
N67-22905 201 SOS lL HCS 3.00 MFS 0.65 


INFLUENCE OF STATIC, RADIAL ELECTRIC FIELDS ON TRAPPED 
PARTICLE INSTABILITIES IN FOROIDAL SYSTEMS. 
N67-23391 201 SOS Lt HCS 3.00 MFS 0.65 


TORSION, MATHEMATICAL ANALYSIS 
SOLUTION OF A CIRCULAR RING STRUCTURAL PROBLEM. 
N65~-82307 134 U67T 12 HCS 3.00 MFS 0.65 


TOUCH, COMMUNICATION SYSTEMS 
ELECTROPULSE RESPONSIVITY TO ommee Ly SKIN MOISTURE, 
AD-651 053 12 


TOWERS, CONSTRUCTION MATERIALS 
DEVELOPMENT OF ELECTRICAL CONDUCTING MORTARS, 
PB-174 595 116 U67 12 HCS 3.00 MFS 0.65 


TOXINS * ANTITOXINS, ELECTROENC EPHALOGRAPHY 
EFFECT OF STAPHYLOCOCCAL ENTEROTOXIN 8 ON THE 
ELECTROENCEPHALOGRAM OF MONKEYS, 
AD-650 957 6M U67 12 

TRACER 
CONCENTRATION MEASUREMENTS OF AN INJECTED GAS IN A 
SUPERSONIC STREAM. 
N67-22862 14 SOS LL HCS 3.00 MFS 0.65 

TRACKING STUDY 
SOME CHARACTERISTICS OF THE HUMAN OPERATOR AND HIS 
MATHEMATICAL REPRESENTATION IN THE TRACKING ROLE. 

N67-22718 SE SOS LL HCS 3.00 MFS 0.65 


TRAFFIC, PASSENGER VEHICLES 
THE RELATIONSHIP BETWEEN THE DENSITY AND OCCUPANCY CONCEPTS, 
PB-174 481 13 U67 12 HCS 3.00 MFS 0.65 


TRAILING EDGE, BLUNT BODIES 
NOTE ON THE CONCEPT OF BLUNT TRAILING EDGE BLADES, 
AD-650 606 200 U67 12 HCS 3.00 MFS 0.65 


TRAJECTORY ANALYSIS 
SOME CONVENIENT FORMULAE FOR THE TRAJECTORY OF A SPACE PROBE 
APPLIED TO LUNIK I. 
N67-22715 22C SOS 11 HCS 3.00 MFS 0.65 

GEOMETRIC THEORY OF OPTIMUM DISORBIT PROBLEMS. 

N67T-22778 22C SOS 1k HCS 3.00 MFS 0.65 


TRAJECTORY OPTIMIZATION 

A NEW METHOD FOR TREATING OPTIMAL TRAJECTORIES WITH 

RESTRICTED SEGMENTS. 

N67-23306 22C SOS 11 HCS 3.00 MFS 0.65 
NECESSARY CONDITIONS FOR OPTIMAL LUNAR TRAJECTORIES WITH 
DISCONTINUOUS STATE VARIABLES AND INTERMEDIATE POINT 
CONSTRAINTS. 
N67-23335 22C SOS LL HCS 3.00 MFS 0.65 
TRANSFER FUNCTION 

THE DERIVATION OF THE TRANSFER FUNCTION OF A SYSTEM FROM 

FREQUENCY RESPONSE DATA. 

N67-23100 21H SOS A1 HCS 3.00 MFS 0.65 
ON THE CALCULATION OF AN INERTIAL NAVIGATION SYSTEM. 
N67-23476 176 $05 11 HCS 3.00 MFS 0.65 


TRANSIENT PRESSURE 

CALCULATIONS OF TRANSIENT FORCES ON DELTA WINGS. 

N67-22784 1A S05 11 HCS 3.00 MFS 0.65 
TRANSIENT RESPONSE 

TRANSIENT RADIATION EFFECTS ON THERMOCOUPLES. 

N67-23465 180 SOS 11 HCS 3.00 WS 0.65 
TRANSISTOR AMPLIFIER 











TRA-TUR 


A CLASS * A* 0.C. COUPLEU POWER AMPLIFIER. 
N67-22923 9 SO5 11 HCS 3.00 MFS 0.65 


TRANSISTORS, ELECTRONIC SwIICHES 

A HIGH SPEED ELECTRONIC SWITCH FOR BI-POLAR ANALOGUE 

SIGNALS» 

AD-651 008 9—E UT 12 HCS 3.00 MFS 0.65 
TRANSISTORS, MANUFACTURING METHOUS 

PRODUCTION ENGINEERING MEASURE FOR SILICUN SWITCHING 

TRANSISTORS. 

AO-807 416 9A UGT 12 HCS 3.00 MFS 0.65 
TRANSISTORS» PRODUCTION CONTROL 

PRODUCTION ENGINEERING MEASUKE. TRANSISTOR, VHF, SILICON, 

POWER 25 WATT, 100 MC. 

AD-807 982 9A UOT 12 HCS 3.00 MFS 0.65 
TRANSISTORS, VERY HIGH FREQUENCY 

PRODUCTION ENGINEERING MEASURE. TKANSISTUR, VHF, SILICON, 

POWER (25WATT — 100 MHZ). 

AD-807 693 9A U6T 12 HCS 3.00 MFS 0.65 
TRANSIT SATELLITE 

SATELLITE TRANSITS RECORVEU AT EARLYBURN, JANUARY TO MARCH 

1966. 

N67-22499 226 $05 Ll HCS 3.00 MFS 0.65 
TRANSITION ELEMENT 

CARBAMATE AND DIMETHYLLAKBAMATE FRUM TRANSITION METALS. 

N67-22128 76 SO5 11 HCS 3.00 MFS 0.65 


TRANSMISSION LINE 
FIVE HUNDRED KV LONG-DISTANCE ELECTRIC TRANSMISSION. 
NO7-221861 % SO5 11 HCS 3.00 MFS 0.65 


TRANSMISSION LINES, TOWERS 
DEVELOPMENT OF ELECTRICAL CUNDUCTING MORTARS, 
PB-174 595 116 U67 12 HCS 3.00 MFS 0.65 


TRANSMISSIONS, LUBRICANTS 
INVESTIGATION OF SOLID LUBRICANTS FOR HELICOPTER 
TRANSMISSIONS. 
AD-650 763 LiH U67 12 HCS 3.00 MFS 0.65 
TRANSONIC FLOW 
UN ONE-OLMENSIONAL FRICTIONLESS CUMPRESSIBLE GAS FLOW WITH 
HEAT ADDLTION AND AREA CHANGE UNDER PARTICULAR CONSIDERATION 
OF TRANSUNIC REGIME. 
N67-22966 1A $05 11 HCS 3.00 MFS 0.65 
TRANSONIC SPEEDO 
TRANSONIC STABILITY OF FIN ANU DRAG STABILIZED PROJECTILES. 
N67-23245 1A $05 LL HCS 3.00 MFS 0.65 


TRANSPARENT MATERIAL 
TEMPERATURE LIMITATIONS OF POLYMERIC MATERIALS. PART 7 - 
TRANSPARENCIES. 
NO@7~ 22782 iC $05 Lik HCS 3.00 MFS 0.65 
TRANSPIRATLON COOLING 
MAGNETOHYDRODYNAMIC TRANSPORATION COOLING. 
NO7-22937 1A S05 LL HCS 3.00 MFS 0.65 


TRANSPLANTATION, IMMUNOLOGY 
RESISTANCE OF LONG-LIVED LYMPHOCYTES AND PLASMA CELLS IN RAT 
LYMPH NODES TO TREATMENT WITH PREONISONEs, CYCLOPHOSPHAMIDE, 
@ MERCAPTOPURINE, ANDO ACTINUMYCIN Dy 
AD-650 863 60 U67 12 HCS 3.00 MFS 0.65 


TRANSPONDERS, AIR TRAFFIC CUNTROL SYSTEMS 
EVALUATION OF SLATE III MARK I. 
AD-650 835 17G U67 12 HCS 3.00 MFS 0.65 

TRANSPORT PLANES, AIRCRAFT FIRES 
EVALUATION OF FLIGHT FIKE PROTECTION MEANS FOR INACCESSIBLE 
AIACRAFT BAGGAGE COMPARTMENTS. 
AD-650 923 13 U67 12 HCS 3.00 MFS 0.65 

TRANSPORT PLANES, CARGO 
ANALYSIS OF ARMY FIXED-WING CARGO RESTRAINT DESIGN CRITERIA. 
AD-651 219 iC U67 12 HCS 3.00 MFS 0.65 


TRANSPQRT PROPERTY 
ANNUAL PROGRESS REPORT, 1966. 
N67-23205 1A S05 LL HCS 3.00 MFS 0.65 
TRANSPORTS» PROUPELLERSI MARINE) 
THRUST AND TORQUE FLUCTUATIONS FOR APA 249, TMB MODEL 4414, 
AD-650 998 13J U67 12 HCS 3.00 MFS 0.65 


TRANSVERSE VIBRATION 
FANITE ELEMENT MODELING OF A CANTILEVER BEAM. 
NOd-228861 20K S05 11 HCS 3.00 MFS 0.65 


TRAPPED PARTICLE 
VELOCITY SPACE INSTABILITIES IN A TOROIDAL GEOMETRY. 
N67-22905 201 SO5 LL HCS 3.00 MFS 0.65 


INFLUENCE OF STATIC, RADIAL ELECTRIC FIELOS ON TRAPPED 
PARTICLE INSTABILITIES IN TOROIDAL SYSTEMS. 
NO7~23391 201 SOS LL HCS 3.00 MFS 0.65 


TREES, BIBLIOGRAPHIES 
ANNOTATED BIBLIOGRAPHY OF WALNUT AND RELATED SPECIES. 
P8-174 509 2F U67T 12 HCS 3.00 MFS 0.65 


TREES, GROWTH 
OEER BROWSING IN NORTHERN HARDWOODS AFTER CLEARCUTTING. 
EFFECT ON HEIGHT, DENSITY, AND STOCKING OF REGENERATION OF 
COMMERCIAL SPECIES. J 


ob 


SUBJECT INDEX 















Pe-174 587 2 U67 12 HCS 3.00 MFS 0.65 





STUMP SPROUTING OF FOUR NORTHERN HARDWOODS. 
PB-174 590 2F U6T 12 HCS 3.00 MFS 0.65 


GERMINATION AND GROWTH OF PAPER BIRCH AND YELLOW BIRCH IN 
SIMULATED STRIP CUTTINGS. 
PB-174 591 2F U6T 12 HCS 3.00 MFS 0.65 


TRIPLET STATE 
SEPARABLE NON-LOCAL TWO-NUCLEON POTENTIAL FOR ODO-PARITY 
SPIN TRIPLET STATES. 
N67-22484 20H SOS 11 HCS 3.00 MFS 0.65 
TRITIATED COMPOUNDS, AMINO ACIOS 
SYNTHESES DE L*ACIDE DELTA AMINOLEVULIQUE APPLICATION A 
L* INTROOUCTION DE CARBONE 14 ET DE TRITIUM (SYNTHESIS OF 
DELTA-AMINOLEVULIC ACID. APPLICATION TO THE INTRODUCTION OF 
CARBON-14 AND OF TRITIUM). 
PB-174 564 TE U67 12 HCS 3.00 MFS 0.65 
TRITONS, NUCLEAR SPECTROSCOPY 
SHE(3HE,TI3P AT 44 MEV, 
A0-650 970 20H U67 12 HCS 3.00 MFS 0.65 
TROPICAL REGIONS, ENVIRONMENT 
EL REAL ENVIRONMENTAL SURVEY DARIEN PROVINCE, REPUBLIC OF 
PANAMA, 1962, 
A0-650 762 6F U6T 12 HCS 3.00 MFS 0.65 


TUBING 
PRELIMINARY EXAMINATION OF PROTOTYPE REFRACTORY BIMETALLIC 
TUBING FROM NUCLEAR METALS, INCORPORATED. 
NO7-22891 13H SOS 11 HCS 3.00 MFS 0.65 


TUMOR 
EQUIPMENT FOR LOCAL IRRADIATION OF TRANSPLANTED MOUSE TUMORS 
WITH THERMAL NEUTRONS IN REACTOR FRJ-1. 


N67-23033 6R SOS 11 HCS 3.00 MFS 0.65 
TUNGSTEN 

INVESTIGATION OF THE ADHESION OF METALS IN ULTRA-HIGH 

vACUUM. 

N67-22864 L1F SOS LL HCS 3.00 MFS 0.65 


TUNGSTEN ALLOY 
GENERATION OF LONG TIME CREEP DATA ON REFRACTORY ALLOYS AT 
ELEVATED TEMPERATURES QUARTERLY REPORT, 26 OCT. - 26 DEC. 
1966. 
N67-23323 L1F SOS 11 HCS 3.00 MFS 0.65 
TUNNEL DIODES, TEST EQUIPMENT( ELECTRONICS) 
A DEVICE FOR AUTOMATICALLY MEASURING THE PARAMETERS OF 
TUNNEL DIODES, 
AD-650 600 9C U6T 12 HCS 3.00 MES 0.65 
TURBINE BLADE 
ACCELERATED EROSION TESTING OF CANDIDATE SNAP-8 TURBINE 
ROTOR AND NOZZLE MATERIALS. 
N67-22855 16) 305 11 HCS 3.00 MFS 0.65 
TURBINES, DAMAGE 
TURBINE DROPLET IMPINGEMENT AND RELATED PHENOMENA. 
PO-174 Sik 200 U67 12 HCS 3.00 MFS 0.65 


TURBOMACHINE 
COMPRESSOR RESEARCH PACKAGE FOR RESEARCH AND DEVELOPMENT OF 
HIGH PERFORMANCE AXIAL-FLOW TURGOMACHINERY FINAL REPORT. 
N67-23341 10A SOS 11 HCS 3.00 MFS 0.65 


TUR BOPUMP 
EFFECT OF SIMULATED BEARING COOLANT INJECTION ON THE 
PERFORMANCE OF A TWO-STAGE, VELOCITY-COMPOUNDED TURBOPUMP 
ORIVE TURBINE. 
N67-228640 21H SOS 11 HCS 3.00 MFS 0.65 
TURBULENCE, HEAT TRANSFER 
EXPERIMENTAL INVESTIGATION OF INFLUENCE OF TURBULENCE OF 
FLOW ON HEAT EXCHANGE OURING MOTION OF AIR IN PIPES, 
AD-651 087 204 U6T 12 HCS 3.00 MFS 0.65 


TURBULENCE, PLASMA OSCILLATIONS 
MODE SYNCHRONIZATION PHENOMENA IN UNIVERSAL PLASMA 
INSTABILITIES. 
AD-651 092 201 U6T 12 HCS 3.00 HFS 0.65 
TURBULENCE, SHEAR STRESSES 
THE MAINTENANCE OF REYNOLDS STRESS IN TURBULENT SHEAR FLOW. 
AD-650 732 200 Us7? 12 


TURBULENCE, STATISTICAL ANALYSIS 
COMPARISON BETWEEN MOLECULAR AND TURBULENT OILFFUSION 
PROCESSES, 
AD-650 698 200 U6T 12 
TURBULENT AIR CURRENT 
THEORETICAL STUDY OF THE ROLLING RESPONSE OF AIRCRAFT TO 
TURBULENT AIR. 
N67-22796 1A SOS 11 HCS 3.00 MFS 0.65 
TURBULENT BOUNDARY LAYER, FLOW SEPARATION 
THEORETICAL AND EXPERIMENTAL INVESTIGATIONS ON THREE- 
DIMENSIONAL (LAMINAR AND TURBULENT) BOUNDARY LAVERS, IN 
PARTICULAR ON PROBLEMS OF TRANSITION, SEPARATION AND 
REATTACHMENT » 
AD-650 952 200 U67 12 HCS 3.00 MFS 0.65 
TURBULENT BOUNDARY LAYER, PRESSURE 
THE WALL PRESSURE SPECTRA IN A THICK TURBULENT BOUNDARY 


LAVER, 
A0-651 130 200 U67 12 HCS 3.00 HFS 0.65 
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SUBJECT 


TURBULENT FLOW 
SURVEY OF DETECTOKS AND UYNAMIC CALIBRATION METHOOS FOR 
REMOTE SENSING SYSTEMS. 
No7-22779 140 S05 11 HCS 3.00 MFS 0.65 

DECAY OF TURBULENT AXISYMMETRICAL FREE FLUWS WITH ROTATION. 

N67-22916 1A S05 LL HCS 3.00 MFS 0.65 


STEADY-STATE AND DYNAMIC PKUPERTIES OF JOURNAL BEARINGS IN 
LAMINAR FLOW REGIMES. I. TILTING-PAD BEARINGS. 
N67-23305 131 SOS LL HCS 3.00 MFS 0.65 


HOT-WIRE ANEMOMETEKS AT CUNSTANT TEMPERATURE. 
N67-23395 1A $05 11 HCS 3.00 MFS 0.65 


TURBULENT WAKE 
CHANGES IN THE FLOW AT THE BASE OF A BLUFF BODY DUE TO A 
DISTURBANCE IN ITS WAKE. 
N67-23249 1A S05 Lik HCS 3.00 MFS 0.65 
TwO-B00Y PROBLEM 
ON NONLEPTONIL DECAYS - INTERRELATION AMONG VARIOUS TYPES OF 
EFFECTIVE WEAK INTERACTIUNS. 
N67-22475 18H SOS LL HCS 3.00 MFS 0.65 
TWO-DIMENSIONAL FLOW 
FREE-MOLECULE FLOW AND SURFACE DIFFUSION THROUGH SLOTS AND 
TUBES A SUMMARY. 
N67-22040 1A SO5 11 HCS 3.00 MFS 0.65 
ANALYSIS OF THE UVISTRIBUTION UF THE PRESSURE UN THE BASE OF 
AIR CUSHION VEHICLES IN SMOOTH FLOW. 
N67-22971 1c SOS LL HCS 3.00 MFS 0.65 


TWO-PHASE FLOW 
RESEARCH PROGRAM FOK HYURODYNAMIC AND THERMODYNAMIC 
INVESTIGATIONS IN SINGLE ANO TwO-PHASE FLOW. 
No7T-22977 181 $05 11 HCS 3.00 MFS 0.65 


TYPEWRITERS, INPUT-OUTPUT VEVICES 
HARDWARE DOCUMENTATION OF AN 8-6UTTON KEYSUARD. 
AD-650 841 96 U6T 12 HC$ 3.00 MFS 0.65 


ULTRAHIGH VACUUM 
INVESTIGATION OF THE ADHESION UF METALS IN ULTRA-HIGH 
VACUUM. 
N67-22684 LLF SOS 11 HCS 3.00 MFS 0.65 
ULTRASONIC RADIATION, CAVITATION 
ONSET OF ULTRASONIC CAVITATIUN IN TAP WATER. 
a0-650 701 200 U67 12 


ULTRASONIC TESTING 
PRELIMINARY EXAMINATION UF PRUTOTYPE REFRACTORY BIMETALLIC 
TUBING FROM NUCLEAR METALS, INCORPORATED. 
N67-22891 13H SO5 LL HCS 3.00 MFS 0.65 


ULTRASONICS 
A NEW EFFECT IN THE LOW MAGNETIC FIELD ULTRASONIC 
ATTENUATION OF IMPURE SUPERCUNDUCTING NIOBIUM. 
NO7T-22473 20t SOS Ll HCS 3.00 MFS 0.65 


VLTRAVIOLET DETECTORS, ELECTRUMAGNETIC WAVES 
EXTREME ULTRAVIOLET RAVIATION DETECTORS. 
AD-650 682 17& U6T 12 HCS 3.00 MFS 0.65 


ULTRAVIOLET RAOLATION 
ULTRAVIOLET CORRECTIONS FUR THE PROCESS E PLUS PLUS E MINUS 
VIELOS MU PLUS PLUS MU MINUS PLUS GAMMA AND THE VALIDITY 
LIMIT OF THE BLOCH NORDSIECK METHOD. 
N67-23022 20H SOS LL HCS 3.00 MFS 0.65 


SOLAR AND GEOMAGNETIC EFFECTS ON UPPER ATMOSPHERIC 
TEMPERATURE. 
N67-23319 4A SO5 11 HCS 3.00 MFS 0.65 
ULTRAVIOLET SPECTROSCOPY, NITROGEN 
ABSORPTION SPECTRUM OF ALTIVATED NITROGEN IN THE 600 - 1100- 
A REGION. 
A0-650 704 70 U6T 12 
UNDERGROUND STRUCTURES, CUNCRETE 
STATIC ANDO DYNAMIC LABORATORY TESTS OF UNREINFORCED CONCRETE 
FIXED-END ARCHES 6URIED IN DRY SAND. 
AD-650 851 13M U67T 12 mFS 0.65 
UNDERGROUND STRUCTURES, FLEXIBLE STRUCTURES 
OYNAMICS OF FLEXIBLY SUPPURTED TUNNELS AND OTHER ROADBEDS, 
PB-173 645 13M U6T 12 HCS 3.00 MFS 0.65 


UNDERGROUND STRUCTURES, SHELTERS 
ATTENUATION OF PEAKED AIK SHOCK WAVES IN SMOOTH TUNNELS. 
AD-650 741 13M U67 12 HCS 3.00 MFS 0.65 


UNDERWATER SOUND 
COMMUNICATIONS SYSTEM FUR ZERO- G SIMULATION IN WATER. 
NO7-22844 176 SO5 11 HCS 3.00 MFS 0.65 


PROPOSED EXPERIMENTS FOR INVESTIGATING THE CHARACTERISTICS 
AND STABILITY OF ACUUSTIC TRANSMISSION PROPERTIES OF 
NORWEGIAN COASTAL WATERS. 

NO7-23134 20A SOS 11 HCS 3.00 MFS 0.65 


UNDERWATER SOUND SIGNALS, PROCESSING 
FINAL TECHNICAL REPORT. 
AD-650 966 L7A U6T 12 HCS 3.00 MFS 0.65 


UNDERWATER SOUND SIGNALS, SOUKCES 
& STRONG, SEASONAL BIO-ACOUSTIC SOUKCE OF THE EASTERN 
CARIBBEAN. 





INDEX TUR-URI 


AD-650 852 BA U6T 12 HCS 3.00 HFS 0.65 
UNDERWATER SOUND, PROPAGATION 
FINAL TECHNICAL REPORT. 
AD-650 966 17A U67T 12 HCS 3.00 MES 0.65 
UNDERWATER SOUND, SOUND TRANSMISSION 
A PREDICTION MODEL FOR SHALLOW WATER SOUND TRANSMISSION, 


AD-650 874 204 U67 12 HCS 3.00 MFS 0.65 
REFRACTEO/REFLECTED RAY TRANSMISSIONS IN A DIVERGENT 
CHANNEL, 

AD-651 032 20A U6T 12 


UNDERWATER SOUND, VELOCITY 
OCEANOGRAPHIC ATLAS OF THE NORTH ATLANTIC OCEAN. SECTION VI. 
SOUND VELOCITY. 
AD-650 880 6) U6T 12 
UNIFIED FIELO THEORY 
INTERPRETATION OF ETA YIELO 3 PI AND K YIELD 2 PI BY THE 
MESO-STRONG INTERACTIONS. 
N67~-22995 20H SOS 11 HCS 3.00 MFS 0.65 
UNIFORM FLOW 
GENERALISED AIRFORCES ON A CYLINORICAL SHELL OSCILLATING 
HARMONICALLY IN A UNIFORM FLOW. 
N67-22788 20K SOS 11 HCS 3.00 MFS 0.65 
UNITARITY 
THE UNITARY REPRESENTATIONS OF THE SIMILITUDE GROUP OF SPACE 
TIME. 
N67T-22461 20H SOS 11 HCS 3.00 MFS 0.65 
S U3 WIGNER COEFFICIENTS IN ANGULAR MOMENTUM SPACE. 
N67-22501 20H SO5 11 HCS 3.00 MFS 0.65 


UNIVERSITIES, MANAGEMENT PLANNING 
UTILIZING A COLLEGE*S RESOURCES TO PROVIDE MANAGEMENT 
ASSISTANCE TO BUSINESS FIRMS IN SOUTHERN WEST VIRGINIA. 
PB-1L74 471 5A U67 12 HCS 3.00 MFS 0.65 


UNMANNED SPACECRAFT 
MINIMAL ENERGY BALLISTIC TRAJECTORIES FOR MANNED AND 
UNMANNED MISSIONS TO MERCURY. ; 
N67-23291 22C SOS 11 HCS 3.00 MFS 0.65 
UPPER ATMOSPHERE 
SODIUM VAPOR EXPERIMENT QUARTERLY PROGRESS REPORT, 1 JUL. - 
30 SEP. 1966. 


N67-22436 4A S05 11 HCS 3.00 MFS 0.65 
SOLAR AND GEOMAGNETIC EFFECTS ON UPPER ATMOSPHERIC 
TEMPERATURE. 

N67-23319 4A SO5 11 HCS 3.00 MFS 0.65 


UPPER ATMOSPHERE, DENSITY 
THE VARIATION OF AIR DENSITY AT A HEIGHT OF 220 KM IN THE 
FIRST HALF OF 1966. 
AD-650 941 4A U6T 12 HCS 3.00 MFS 0.65 
UPPER ATMOSPHERE, PRESSURE 
UPPER ATMOSPHERE PRESSURE MEASUREMENTS WITH THERMAL 
CONDUCTIVITY GAUGES, 
AD-651 216 48 U67T 12 HCS 3.00 MFS 0.65 
UPPER IONOSPHERE 
AN ANALYSIS OF HIGH IONOSPHERE POSITIVE ION RAM PROBES. 
N67-22357 4A S05 11 HCS 3.00 MFS 0.65 


URANIUM COMPOUNDS, FLUORINATION 
ETUDE DES REACTIONS CLF3-U02F2 ET CLO2ZF-UO2F2 (STUDY OF THE 
REACTIONS CLE3-U02F2 AND CLO2F-U02F 2), 
PB-LT* 568 76 U67 12 HCS 3.00 MFS 0.65 


URANIUM COMPOUNDS, PHASE STUDIES 
ETUDES DE COMPOSES U-PU-C-TI (STUDIES OF U-PU-C-TI 
COMPOUNDS), 
PB-174 569 1853 U67 12 HCS 3.00 MFS 0.65 
URANIUM 235 
ELECTROCHEMICAL NUCLEAR ENERGY CONVERTER. 
N67-22468 10A SOS Ll HCS 3.00 MFS 0.65 


URANIUM, OISTRIBUTION 
URANIUM MICROMAPS TECHNIQUE FOR IN SITU MAPPING OF 
OISTRIBUTIONS OF FISSIONABLE IMPURITIES, 
AD-650 678 180 U6T 12 


URANIUM, SOLVENT EXTRACTION 
ETUDE DES FACTEURS PHYSICO-CHIMIQUES INTERVENANT DANS 
L* EXTRACTION DE L*URANIUM ET OU PLUTONIUM PAR LE PHOSPHATE 
DOE TRIBUTYLE EN MILIEU NITRIQUE (STUDY OF THE PHYSICO- 
CHEMICAL AGENTS INFLUENCING URANIUM AND PLUTONIUM EXTRACTION 
BY TRIGUTYLPHOSPHATE IN NITRIC MEDIA), 
PB-174 570 TE U67 12 HCS 3.00 MFS 0.65 


URANYL RADICALS, CHEMICAL REACTIONS 
ETUDE DES REACTIONS CLF3-U02F2 ET CLO2F-UO2F2 (STUDY OF THE 
REACTIONS CLF3-U02F2 AND CLO2F-U02F2), 
PB-174 568 76 U67 12 HCS 3.00 MFS 0.65 


URBAN PLANNING, COMMUNICATION SYSTEMS 
URBAN NODE IN THE INFORMATION NETWORK, 
A0-651 109 136 U6T 12 


URINE 
RESEARCH, DESIGN AND DEVELOPMENTS OF AN IMPROVED WATER 
RECLAMATION SYSTEM FOR MANNED SPACE VEHICLES. 
N67-23324 6K SOS 11 HCS 3.00 HFS 0.65 
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USSR» ARMED FORCES OPERATIUNS 
THE DEVELOPMENT UF THE SUVIET ARMED FURCES, L9L7T-1966. 
AD-650 975 15G U6T 12 HCS 3.00 MFS 0.65 


VACCINES, EFFECTIVENESS 
IMMUNIZATION OF MAN WITH THE LIVE M-44 Q-FEVER VACCINE, 
AD-651 136 6t U6T 12 HCS 3400 MFS 0.65 


VACCINES, VIABILITY 
THE POSITION OCCUPIED GY VALCINE "ATTENUATED* STRAINS OF 
BACTERIA IN THE SYSTEM UF MICKUORGANISMS, 
AD-651 170 6M U6T 12 HCS 3.00 MFS 0.65 


VACUUM EFFECT 
THE BEHAVIOK OF LUBRICATIUN SYSTEM COMPONENTS IN A VACUUM 
ENVIRONMENT. 
N67—23312 lit $05 Ll HCS 3.00 MFS 0.65 
VACUUM SYSTEM 
PLASMA PHYSICS AND CONTRULLED THERMONUCLEAR FUSION. 
N67-21861 201 $05 Ll HCS 3.00 MFS 0.65 


VACUUM CONDITIONS AND THEIK ATTAINMCNT IN THE LABORATORY. 
N67-22503 146 S05 Ll HCS 3.00 MFS 0.65 


VACUUM, MEASUREMENT 
PRESSURE MEASUREMENT IN THE 0.0001 TO 0,0000001 TURR RANGE, 
AD-650 914 146 U6T 12 HCS 3.00 MFS 0.65 


VACUUM, METALS 
INVESTIGATION OF ADHESION AND COHESION OF METALS IN 
ULTRAHIGH VACUUM. 
N62-10571 LIF U67 12 HCS 3400 MFS 0.65 


VALVES» WELL LOGGING 
A TUBULAR SPRING VALVE USED AS A TIGHT AND THIN-WALLED CORE- 
RETAINER, 
a0-650 723 8G U67 12 

VAN DE GRAAFF GENERATORS, EWERGY CUNVERSION 
L* ELEC TROHYORODYNAM I QUE UN PROCEDE Lt CONVERSION DIRECTE 
O'ENERGIE A HAUTE TENSION (ELECTROHYUROUYNAMICS A HIGH- 
TENSION DIRECT ENERGY CUNVEKSION PROCESS). 
PB-174 575 10A U6T 12 HCS 3.00 MFS 0.65 


VANADIUM 
NEWLY IDENTIFIED LINES IN NE I LSUELECTRONIC SEQUENCES. 
N67-22080 70 $05 LL HCS 3.00 MFS 0.65 


VANADIUM ALLOYS» REACTOK MATERIALS 
VANADIUM ALLOY SCREENING STUDIES AND FABRICATION OF V-15 ST. 
PERCENT TIi-7.5 WI. PERCENT CR TUBING FOR NUCLEAR FUEL 
CLADDING, 
ANL~-7206 LIF N21 09 HCS 3.00 MFS 0.65 


VAPOR PLATLNG, ELECTRON TUueS 
CHEMICAL VAPOR DEPOSITEU MATERIALS FORK ELECTRON TUBES. 
40-651 021 13H U67 12 HCS 3.00 MFS 0.65 


VARIATIONAL CALCULUS 

A NEW METHOD FOR TREATING OPTIMAL TRAJECTORIES WITH 

RESTRICTED SEGMENTS. 

N67-23306 22 $05 11 HCS 3.00 MFS 0.65 
NECESSARY CONDITIONS FUR UPTIMAL LUNAK TRAJECTORIES WITH 
DISCONTINUOUS STATE VARIABLES AND INTERMEDIATE POINT 
CONSTRAINTS. 
N67-23335 22 $05 11 HCS 3.00 MFS 0.65 
VARIQLA VIRUS, DISEASES 

CURRENT STATE OF SMALLPOK PRUPHYLAXIS, 

AD-650 890 6— U67 12 HCS 3.00 MFS 0.65 


VARIOLA VIRUS, VACCINES 
RESULTS OF SMALLPOX KEVACCINATIUN IN ADULTS IN L957_, 1960 


AND 1962, 

AD-650 686 6t U67T 12 HCS 3.400 MFS 0.65 

SMALLPOX IMMUNITY IN SAILORS, 

AD-651 171 6E U6T 12 HCS 3.00 MFS 0.65 
Vector 


RELATION BETWEEN BARE ANU PHYSICAL MASS OF VECTOR BOSONS IN 
A TWO-DIMENSIONAL FIELU THEURY. 
N67-23385 20h $05 LL HCS 3.00 MFS 0.65 


VECTOR MESUN 
RELATION BETWEEN BARE AND PHYSICAL MASS OF VECTOR BOSONS IN 
A THWO-DIMENSLONAL FIELD THEORY. 
N67-23385 20H S$O5 LL HCS 3.00 MFS 0.65 


VECTOR SPACES, GEOMETRY ° 
ON THE GEOMETRY OF SUBSPACES IN EUCLIDEAN N-SPACES, 
PB-174 504 12A U6T 12 HCS 3.00 MFS 0.65 


VEHICLE CHASSIS CUMPUNENTS, KAILKOAD CAKS 
ROCKWELL TRUCK DEVELOPMENT FOR UAY AREA RAPID TRANSIT 
OISTRICT. 
PB-174 536 i3f U67T 12 HCS 3.00 MFS 0.65 


TEST REPORT ON GENERAL 70-& TRUCKS APPLIED TO SAN 
FRANCISCO BAY AREA RAPIV TRANSIT LABORATURY CAR *C* = SERIES 
Ie 
PB-174 537 13f U67 12 HCS 3.00 MFS 0.65 


ROAD TEST OF PULLMAN-STANUVARU TRUCKS UN SFBARTO TEST TRACT, 
PB-174 542 13F U67 12 HCS 3.00 MFS 0.65 


VEHICLES, CURRUSION INHIGITION 
EVALUATION UF VEHICLE CORKUSION PREVENTIVES.. 
AD-476 493 13H U6T 12 HCS 3.00 MFS 0.65 
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VELOCITY DISTRIBUTION 
PARTICLE ASPECT ANALYSES OF ELECTROMAGNETIC AND 
ELECTROSTATIC INSTABILITIES OVE TO ANISOTROPIC VELOCITY 
DISTRIBUTIONS. 
N67-22984 201 $05 11 HCS 3.00 MFS 0.65 
VELOCITY MEASUREMENT 
THE ELECTRIC-SPARK TECHNIQUE APPLIED TO THE MEASUREMENT OF 
VELOCITY IN A LEADING-EOGE VORTEX. 
N67-22710 1A SO5 11 HCS 3.00 MFS 0.65 


VELOCITY, UNDERWATER SOUND 
OCEANOGRAPHIC ATLAS OF THE NORTH ATLANTIC OCEAN. SECTION VI. 
SOUND VELOCITY. 
a0-650 860 8) U6T 12 

VENOMS, ELECTROPHYSIOLOGY 
ELECTROPHYSIOLOGICAL STUDY OF NEUROMUSCULAR BLOCKING ACTION 
OF COBRA NEUROTOXIN, 
AD-650 774 6T U67 12 

VENOMS, TRACER STUDIES 
DISTRIBUTION OF BUNGARUS MULTICINCTUS VENOM FOLLOWING 
ENVENOMATION, 
AD-650 775 6T U6T 12 

VERTICAL TAKE-OFF PLANES, AERODYNAMIC CHARACTERISTICS 
WIND-TUNNEL INVESTIGATIONS OF A 1/20-SCALE POWERED MODEL 
OPEN-OCEAN V/STOL SEAPLANE. 
AD-651 099 200 U67T 12 HCS 3.00 MFS 0.65 

VERY LOW FREQUENCY 
REALIZATION OF A RADIO ASTRONOMY EXPERIMENT IN SPACE. 
N67-23383 4A SO5 LL HCS 3.00 MFS 0.65 


VESTIBULAR APPARATUS 
KINEMATICS NOMENCLATURE FOR PHYSIOLOGICAL ACCELERATIONS WITH 
SPECIAL REFERENCE TO VESTIBULAR APPLICATIONS. 
N67-23331 6S SOS 11 HCS 3.00 MFS 0.65 


VESTIBULAR APPARATUS, PHYSIOLOGY 
PROCEEDINGS OF THE FIRST CONFERENCE ON VESTIBULAR PHYSIOLOGY 
AND SPATIAL DISORIENTATION, SCHOOL OF AVIATION MEDICINE, 
USAF, 24-25 JUNE 1958. 
AD-651 150 6S U67T 12 HCS 3.00 MFS 0.65 
VESTIBULAR EFFECT 
THE EGOCENTRIC LOCALIZATION OF THE VISUAL HORIZONTAL IN 
NORMAL AND LABYRINTHINE- DEFECTIVE OBSERVERS AS A FUNCTION 
OF HEAO ANO BODY TILT. i 
N67-23251 6S SO5 11 HCS 3.00 MFS 0.65 
VIBRATION ISOLATORS, EFFECTIVENESS 
VIBRATION ISOLATION WHEN MACHINE AND FOUNDATION ARE 
RESILIENT AND WAVE EFFECTS OCCUR IN THE MOUNTS. 
AD-650 586 131 U67 12 HCS 3.00 MFS 0.65 


VIBRATION TESTING 
ANALYTICAL AND EXPERIMENTAL DETERMINATION OF LOCALIZED 
STRUCTURE TO BE USED IN LABORATORY VIBRATION TESTING OF 
SHELL STRUCTURE-MOUNTED COMPONENTS, SATURN V PROGRESS 
REPORT, MAY - NOV. 1966. 
N67T~23253 220 SOS 11 HCS 3.00 MFS 0.65 
AUTOMATICALLY CONTROLLED AIR SPRING SUSPENSION SYSTEM FOR 
VIBRATION TESTING. 
N67-23267 146 SOS 11 HCS 3.00 MFS 0.65 
VIBRATION TESTING MACHINE 
LASS * A* 0.C. COUPLED POWER AMPLIFIER. 
N67-22923 9€ SOS 11 HCS 3.00 MFS 0.65 


VIBRATIONAL RELAXATION 
ON THE THEORY OF VIBRATIONAL RELAXATION IN GASES. 
N67-22794 70 SOS Li HCS 3.00 MFS 0.65 


VIBRATION, MEASUREMENT 
EXPERIMENTAL TECHNIQUES FOR MEASURING VIBRATIONS USING A 
LASER INTERFEROMETER. 
A0-650 720 20F U67 12 HCS 3.00 MFS 0.65 
VIDEO EQUIPMENT 
AUTOMATIC TV AUDIO CUEING/OUBBING SYSTEM. 
N67-23419 14C SOS 11 HCS 3.00 MFS 0.65 


VISCOELASTICITY, CONTINUUM MECHANICS 
A CLASS OF VISCOELASTIC-PLASTIC MEDIA, 
A0-651 185 20K U67 12 HCS 3.00 MFS 0.65 


VISCOELASTICITY, THEORY 
ON OBTAINING SOLUTIONS IN NONLINEAR VISCOELASTICITY. 
AD-651 163 20K U67T 12 HCS 3.00 MFS 0.65 


VISCOSITY 
AN OSCILLATORY DISTURBANCE OF RIGIOLY ROTATING FLUID. 
N67T-22991 200 SOS 11 HCS 3.00 MFS 0.65 


VISCOUS DAMPING 
VIBRATIONS OF ELASTICALLY RESTRAINED THIN CYLINDRICAL SHELLS 
SUBJECTED TO VISCOUS DAMPING. 
N67-23076 20K SOS 11 HCS 3.00 MFS 0.65 
VISCOUS FLOW 
A METHOD OF ASYMPTOTIC EXPANSIONS FOR SINGULAR PERTURBATION 
PROBLEMS WITH APPLICATION IN VISCOUS FLOW. 
N67-22867 200 SOS 11 HCS 3.00 MFS 0.65 


VISCOUS FLUID 
MAGNETQHYORODYNAMIC TRANSPORATION COOLING. 
N67-22937 1A S05 LL HCS 3.00 MFS 0.65 
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SUBJECT INDEX 


Tee anat ive NEUROPHYSIULULY OF VISION FINAL SCIENTIFIC 
REPORT, SEP. 15, 1965 ~ SEP. 14, 1966. 
N67-23050 6P SO5 ll HCS 3.00 MFS 0.65 
visual ALO 
THE ADDITION OF PERIPHERAL VISION TU THE ARTIFICIAL HORIZON. 
No7-22793 51 SOS LL HCS 3.00 MFS 0.65 


VISUAL PERCEPTION 
THE EGOCENTRIC LOCALIZATION OF THE VISUAL HORIZONTAL IN 
NORMAL AND LABYRINTHINE— DEFECTIVE OBSERVERS AS A FUNCTION 
OF HEAD AND BODY TILT. 
NO7-23251 6S $05 11 HCS 3.00 MFS 0.65 

VISUAL SIGNALS» PERFORMANCE (HUMAN) 
KEEPING TRACK OF SEQUENTiaL EVENTS 
AND PACED REHEARSAL, 
AD-650 997 


IRRELEVANT INFORMATION 
5J U6T l2 


VISUAL SIGNALS, PSYCHOMETRICS 
KEEPING TRACK OF SEQUENTIAL EVENTS 
TIME AND INTERSTIMULUS OFF-TIME. 
AD-650 938 


EFFECTS OF STIMULUS ON- 
SJ U6T 12 


VITAMIN B COMPLEX, DEFICIENCY VISEASES 
THE FREE AMINO ACIOS IN THE PLASMA AND URINE OF HUMAN 
SUBJECTS UN A VITAMIN Go-vEFICIENT DIET, 
AD-650 767 OA U6T 12 


VOLTAGE, RAILROAD TRACKS 
0.C~ CHOPPER CONTROL — TKANSIENT GENERATIUN STUDY OF BARTD, 
Pu-174 520 13F U67 12 HCS 3.00 MFS 0.65 


VOLTMETERS, CALIBRATION 

DIFFERENTIAL VOLTMETEKS, JUHN FLUKE GU1ly GOLILA, BOIR, BO1LB, 

6O1B/AG, BOLBR, BOLBR/AG, BOLHy SOLH/G, 303, B03R, 8038, 

B03B/AF, 803/AGe 803BKR ANU 60456R/AG. 

PB-1L74 582 146 U67 12 HCS 3.00 MFS 0.65 
DIFFERENTIAL VOLTMETEKS FLUKE 800 AND 800K. 
PB-174 583 148 U67 12 HCS 3.00 MFS 0.65 
TRUE ROOT-MEAN-SQUARE GALLANTINE 320. 

PB-174 596 9C U6T 12 HCS 3.00 MFS 0.65 
VORTEX FLOW 

THE ELECTRIC-SPARK TECHNIQUE APPLIED TU THE MEASUREMENT OF 

VELOCITY IN A LEADING-EDGE VORTEX. 

N67-22710 1A S05 11 HCS 3.00 MFS 0.65 
CHARACTERISTICS OF VORTEX VEVICES. 

N67-23079 13G $05 11 HCS 3.00 MFS 0.65 
VORTICES, CYLINORICAL BOLIES 

A SURVEY OF CORRELATION LENGTH MEASUREMENTS OF THE VORTEX 

SHEDDING PROCESS BEHIND A CIRCULAR CYLINDER. 

AD-650 649 200 U6T 12 HC$ 3.00 MFS 0.65 
VOYAGER PROJECT 

AUTOMATED BIOLOGICAL LABORATORY SOIL SAMPLING STUDY FINAL 

REPORT, 17 FEB. 1966 - 17 FEB. 1967. 

N67T-22222 224 S$O5 LL HCS 3.00 MFS 0.65 
VULCANIZATES, TEST METHODS 

THE CHARACTERIZATION UF ETHYLENE-PRUPYLENE VULCANISATES. 

AD-650 942 1lJ U67 12 HCS 3.00 MFS 0.65 


WAGES, MATHEMATICAL PREDICTION 
PROJECTIONS OF THE NUMBER UF POOK FAMILIES TO 1970 AND 1975. 
PB-174 449 51 U67T 12 HCS 3.00 MFS 0.65 


WAKE 
WAKES, THEIR STRUCTURE AND INFLUENCE UPON AERODYNAMIC 
DECELERATORS. 
NOT-22777 1A $05 11 HCS 3.00 MFS 0.65 

WAKE, HYPERSONIC FLIGHT 
THE HYPERSONIC WAKE PRUGKAM I. 
INTEGRAL SOLUTION, 

AD-651 159 


A FORTRAN PROGRAM FOR THE 


200 U67 12 HCS 3.00 MFS 0.65 
WARFARE, CIVIL DEFENSE SYSTEMS 
MANUAL OF DATA GATHERING PRACTICE RELATIVE TO THE 
REUSABILITY OF BUILDINGS AFTER A WARFIRE, 
AD-651 009 A3L U67 12 HCS 3.00 MFS 0.65 
TRIAL SURVEY AND ANALYSIS OF SEVERAL BUILDINGS RELATIVE TO 
THEIR REUSABILITY AFTER A WARFIRE. 
40-651 010 13. U67 12 HCS 3.00 MFS 0.65 
WARNING SYSTEMS, ICE 
PAVEMENT ICING WARNING SYSTEMS LABORATORY EVALUATION OF 
ECONOLITE ANDO NELSON PROTOTYPE DEVICES, 
PB-174 482 136 U67 12 HCS 3.00 MFS 0.65 
WASTE GASES» GAS FLOW 
STUDY OF STACK-GAS FLOW ON LSO286- AND LS032-CLASS SHIPS FROM 
TESTS WITH MODEL 4552 IN THE CIRCULATING-WATER CHANNEL. 
40-650 608 134 U67 12 HCS 3.00 MFS 0.65 


WASTESC INDUSTRIAL), DISPOSAL 
CONTROL AND DISPOSAL OF COTTON-GINNING WASTES. 
8-174 427 138 U67 12 HCS 3.00 MFS 0.65 
WATER 
WEAR RATES OF METALS AND OXIDES IN 80 DEG AND 160 DEG F HIGH 
PURITY WATER. 


N67-22476 18J S05 11 HCS 3.00 MFS 0.65 





VIS-WEA 


CORROSION OF STAINLESS STEELS IN HIGH TEMPERATURE WATER AND 
STEMA. 
N67-22906 LLF SOS 11 HCS 3.00 MFS 0.65 
WATER ENTRY, GUIDED MISSILE MODELS 

A PRELIMINARY STUDY OF THE MECHANISM OF WATER-ENTRY WHIP OF 

20-DEGREE CONE NOSED MODELS, 

AD-650 925 168 U67 12 HCS 3.00 MFS 0.65 
WATER ENTRY, SOUND 

SPLASHES AS SOURCES OF SOUND IN LIQUIDS, 

AD-650 702 20A U6T 12 


WATER LANDING 

DYNAMIC MODEL INVESTIGATION OF THE ROUGH-WATER LANDING 

CHARACTERISTICS OF A SPACECRAFT. 

N67-23281 228 SOS 11 HCS 3.00 MFS 0.65 
WATER-LANDING CHARACTERISTICS OF A 1/10-SCALE MODEL OF A 
WINGED MISSILE. 
N67-23282 160 SOS 11 HCS 3.00 MFS 0.65 
WATER RECOVERY 

RESEARCH, DESIGN AND DEVELOPMENTS OF AN IMPROVED WATER 

RECLAMATION SYSTEM FOR MANNED SPACE VEHICLES. 

N67-23324 6K $O5 11 HCS 3.00 MFS 0.65 
WATER VAPOR, ABSORPTION 

ATTENUATION OF MILLIMETER WAVELENGTH RADIATION BY GASEOUS 

WATER, 

AD-650 812 20N U67 12 HCS 3.00 MFS 0.65 
WATER VAPOR, SPECTRA INFRARED) 

EXPERIMENTAL INVESTIGATION OF THE ABSORPTION OF INFRARED 

RADIATION. 

AD-651 043 70 U67T 12 HCS 3.00 MFS 0.65 
WATER WAVES, SPECTROSCOPY 

THE DETERMINATION OF DIRECTIONAL WAVE SPECTRA IN THE TMB 

MANEUVER ING-SEAKEEP ING BASIN. 

AD-650 604 148 U67 12 HCS 3.00 MFS 0.65 
WATER, MOLECULAR ASSOCIATION 

A STUDY OF RANDOM NETWORK MODELS. CHARACTERIZATION OF A 300 

UNIT TETRAHEDRAL NETWORK AND COMPARISON WITH VITREOUS SILICA 

AND LIQUID WATER. 

AD-650 754 70 U67 12 HCS 3.00 MFS 0.65 
WATER, NITROGEN COMPOUNDS 

THE SPECTROPHOTOMETRIC DETERMINATION OF AMMONIA AND LABILE 

AMINO COMPOUNDS IN FRESH AND SEAWATER BY OXIDATION TO 

NITRITE. 

AD-650 650 80 U67 12 
WATER, SAMPLERS 

INSTRUMENTS AND METHODS A LARGE WATER SAMPLER, RUPTURE- 

DISC TRIGGERED, FOR STUDIES OF DISSOLVED ORGANIC COMPOUNDS. 

AD-650 713 83 U6T 12 


WATER, THERMODYNAMICS 
THERMODYNAMIC PROPERTIES OF LIQUID WATER TO ONE KILOBAR, 
AD-651 105 20M U67T 12 HCS 3.00 MFS 0.65 


WAVE FUNCTIONS, TABLES 
TABLES OF SPHEROIDAL WAVE FUNCTIONS. PART 2 - PROLATE 
RADIAL FUNCTIONS OF THE FIRST AND SECOND TYPE, 
AD-650 575 12A U67T 12 HCS 3.00 MFS 0.65 
TABLE OF HARTREE-FOCK SELF CONSISTENT FIELD WAVE FUNCTIONS 
WITH EXCHANGE. SUPPLEMENT III, 
AD-651 072 38 U67 12 HCS 3.00 MFS 0.65 
WAVE PROPAGATION 
ANNUAL REPORT 1965-1966. 
N67-22950 36 SOS 11 HCS 3.00 MFS 0.65 
WAVE REFLECTION 
PLASMA WAVE REFLECTION IN SLOWLY VARYING MEDIA. 
N67-23392 201 SO5 11 HCS 3.00 MFS 0.65 
WAVEGUIDE CIRCULATORS, S BAND 
THEORY, DESIGN AND PERFORMANCE OF A RING CIACULATOR. 
AD-650 582 9A U6T 12 HCS 3.00 MFS 0.65 


WAVEGUIDES, DIELECTRICS 
MEASUREMENT OF THE DIELECTRIC CONSTANT OF ALUMINUM OXIDE. 
AD-651 005 116 U67 12 HCS 3.00 MFS 0.65 


WEAR 
WEAR RATES OF METALS AND OXIDES IN 80 DEG ANDO 160 DEG F HIGH 
PURITY WATER. 
N671~22476 16J5 SO5 11 HCS 3.00 MFS 0.65 
OPERATION OF HYDRODYNAMIC JOURNAL BEARINGS IN SODIUM AT 
TEMPERATURES TO 800 DEG F ANDO SPEEDS TO 12000 RPK. 


N67-23301 131 SOS 11 HCS 3.00 MFS 0.65 
THE BEHAVIOR OF LUBRICATION SYSTEM COMPONENTS IN A VACUUM 
ENVIRONMENT. 

N67-23312 11H S$O5 11 HCS 3.00 MFS 0.65 


WEATHER COMMUNICATIONS, ENVIRONMENT 
ARSR WEATHER SURVEILLANCE RADAR KIT. 
A0-650 615 A771 U67 12 HCS 3.00 MFS 0.65 
WEATHER FORECASTING, EXPERIMENTAL DATA 
SUMMARY OF SHORT-PERIOD TERMINAL WEATHER INFORMATION 
STUDIES. 
AD-650 826 46 U67T 12 HCS 3.00 HFS 0.65 


WEATHER FORECASTING, FOG 











WEA-ZER 





PREDICTION AND MAINTENANCE OF RAUIATION FOG. 
AD-651 115 4A U6T 12 HCS 3.00 MFS 0.65 






WEATHER FORECASTING, RAIN 
THE ROLE OF PERSISTENCE, INSTABILITY» AND MOISTURE IN THE 
INTENSE RAINSTORMS IN EASTERN COLOKADU, JUNE 14-17, 1965. 
P8-174 609 46 U6T 12 HCS 3.00 MFS 0.65 


WEATHER FORECASTING, SYSTEMS ENGINEERING 
AN INVESTIGATION OF HUMAN PROCESSING UF INFORMATION IN 
WEATHER FORECASTING. 
AD-650 918 46 U67 12 HCS 3.00 MFS 0.65 
WEATHER FORECASTING, VIETNAM 
LOW LEVEL PERSISTENCY ANALYSIS FOR SOUTHEAST ASIA (2000 A/0 
3). 
AD-650 903 48 U67T 12 HC$ 3.00 MFS 0.65 
WEATHER STATIONS, AVIATION SAFETY 
SUMMARY OF SHORT-PEKIOU TEKMINAL WEATHER INFORMATION 
STUDIES. 
AD-650 826 46 U6T 12 HCS 3.00 MFS 0.65 
WEATHER, STOCHASTIC PROCESSES 
A STOCHASTIC MODEL OF THE FREQUENCY AND DURATION OF WEATHER 
EVENTS, 
AD-650 947 46 U6T 12 
WEIGHT ANALYSIS 
WEIGHT-AREA TRADE-OFF STUDY FOR A FLAT SNAP-8 RADIATOR. 
N6@7-22850 16N SO5 11 HCS 3.00 MFS 0.65 


WEIGHTLESSNESS 
COMMUNICATIONS SYSTEM FOK ZERO- G SIMULATION IN WATER. 
N67-22844 176 S05 11 HCS 3.00 MFS 0.65 


EXPERIMENTAL INVESTIGATION UF INTERFACIAL BEHAVIOR FOLLOWING 
TERMINATLON OF OUTFLOW IN WEIGHTLESSNESS. 
N67-22865 200 S05 Ll HCS 3.00 MFS 0.65 


WEIGHTLESSNESS SIMULATION 
SPACE ENVIRONMENTS — THEIK EFFECTS ON SPACECRAFT DESIGN. 
N67-22500 206 S05 11 HCS 3.00 MFS 0.65 


WELDED JOINT 
EVALUATION OF COLOWELUVED BUTT JUINT TRANSITION PIECE. 
N67-228651 LIF SOS LL HCS 3.00 MFS 0.65 


ALUMINUM-TO-COPPER COLOWELDED JOINTS FOR SNAP-8 ELECTRICAL 
TERMINAL APPLICATIONS. 
N67-22856 lif SO5 LL HCS 3.00 MFS 0.65 
WELOING 

WELDED TRANSITION JUINTS OF 9 CR-1 MO ALLOY STEEL/316SS FOR 

SHORT LIFE (100 HOURS MAXIMUM) APPLICATION. 

N67-22841 13H SOS LL HCS 3.00 MFS 0.65 


WELDING, GREAT 6P'JAIN 
WELDING EQUIPA®? AND MATERIALS IN THE UNITED KINGOOM. 
PB-174 552 SC U67 12 HCS 3.00 MFS 0.65 


WELL LOGGING, VALVES 
A TUBULAR SPRING VALVE USEU AS A TIGHT AND THIN-WALLED CORE- 
RETAINER, 
AD-650 723 8G U67 12 
WEST GERMANY, PAPER INOUSTRY 
MACHINERY, COMPONENTS AND ACCESSORIES FOR PULP AND PAPER 
PROOUCTION AND PAPER CONVERTING IN THE FEDERAL REPUBLIC OF 
WEST GERMANY. 
P8-174 550 5C U67 12 HC$ 3.00 MFS 0.65 
WHITE NOISE, LINEAR SYSTEMS 
LOWER ORDER LINEAR FILTERING AND PREOICTION OF NONSTATIONARY 
RANDOM SEQUENCES. 
AD-650 641 12A U67 12 HCS 3.00 MFS 0.65 
WIENER FILTER 
SOME REMARKS ON THE PHASE-LOCK LOOP. 
N67-22495 9— SOS 11 HCS 3.00 MFS 0.65 


WIGNER COEFFICIENT 
THE UNITARY REPRESENTATIONS OF THE SIMILITUDE GROUP OF SPACE 
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40-650 765 86 U67 12 HCS 3.00 MFS 0.65 


AERONAUTICAL RESEARCH COMMITTEE (GT. BRIT.) 
A PROBLEM UF WING-BODY INTERFERENCE. 
N67-22769 1A $05 11 HCS 3.00 MFS 0.65 


AERONAUTICAL RESEARCH COUNCIL (GT. BRIT.) 
SUPERSONIC WIND TUNNEL MEASUREMENTS OF THE LOADS AND 
INTERNAL PRESSURE DISTRIBUTIONS UN DUSTS AT INCIDENCE. 
N67-22790 1A S05 LL HCS 3.00 MFS 0.65 


MEASUREMENTS OF **AQUAPLANING HEIGHT** ON A METEOR AIRCRAFT, 
AND PHOTOS UF FLOW PATTEKN UNDER A MOVEL TYRE. 
NO7T-22791 16 SOS LL HCS 3.00 MFS 0.65 





CALIBRATION METHOOS FOR THE ACCURATE ASSESSMENT OF THE 
STATIC AND DYNAMIC PERFORMANCE OF SOME FLIGHT TESTS 
INSTRUMENTS. 

N67-22792 10 SOS 11 HCS 3.00 MFS 0.65 


ON ORWARD EJECTION FOR THERMAL INSULATION IN HYPERSONIC 
FLIGHT. 
N67-22795 1A S05 11 HCS 3.00 MFS 0.65 


THEORETICAL STUDY OF THE ROLLING RESPONSE OF AIRCRAFT TO 
TURBULENT AIR. 
N67-22796 1A SOS 11 HCS 3.00 MFS 0.65 


A NOTE ON THE ESTIMATION OF THE EFFECT OF WIND TUNNEL WALLS 
ON THE FORCES OF SLOWLY OSCILLATING SLENDER WINGS. 
N67-22797 1A $05 11 HCS 3.00 MFS 0.65 


THE PRESSURE DISTRIBUTION AT ZERO-LIFT ON SOME SLENDER DELTA 
WINGS AT SUPERSONIC SPEEDS. 
N67-22799 1A SOS 11 HCS 3.00 MFS 0.65 


AERONAUTICAL RESEARCH LABS., MELBOURNE (AUSTRALIA). 


A SOLID STATE HIGH VOLTAGE DYNAMIC FILTER. 
N67-22466 9A SOS LL HCS 3.00 MFS 0.65 


AERONAUTICAL RESEARCH LABS.» MELBOURNE (AUSTRALIA). DEPT. 
OF SUPPLY. 


AN OSCILLATORY DISTURBANCE OF RIGIDLY ROTATING FLUID. 
N67-22991 200 SOS 11 HCS 3.00 MFS 0.65 


AERONUTRONIC, NEWPORT BEACH, CALIF. SPACE AND RE-ENTRY 
SYSTEMS DIV. 


AUTOMATED BIOLOGICAL LABORATORY SOIL SAMPLING STUDY FINAL 
REPORT, 17 FEB. 1966 - 17 FEB. 1967. 
N67-22222 22A SOS 11 HCS 3.00 MFS 0.65 


AEROSPACE CORP.» EL SEGUNDO, CALIF. 


ON THE EFFECT OF AZIMUTH ON THE ACCURACY OF AN 
INTERFEROMETER RADAR, 


A0-460 973 A171 U67 12 HCS 3.00 


AEROSPACE INDUSTRIES ASSOCIATION OF AMERICA INC WASHINGTON D 
c 


EVALUATION OF ALUMINUM ALLOY 7001-175. 
AD-650 948 LIF U67 12 MFS 0.65 


AEROSPACE RESEARCH LABS WRIGHT-PATTERSON AFB OHIO 


TABLE OF HARTREE-FOCK SELF CONSISTENT FIELD WAVE FUNCTIONS 
WITH EXCHANGE. SUPPLEMENT III, 
AD-651 072 38 U67T 12 HCS 3.00 MEFS 0.65 
SOME TOTAL INVARIANTS OF ASYMPTOTICALLY FLAT SPACE-TIMES. 

AD-651 096 12A U67 12 HCS 3.00 MFS 0.65 


AIR FORCE CAMBRIDGE RESEARCH LABS L G HANSCOM FIELO MASS 


ABSORPTION SPECTRUM OF ACTIVATED NITROGEN IN THE 600 - 1100- 
A REGION. 
AD-650 704 70 U67 12 


RADAR OBSERVATIONS OF INSECTS IN FREE FLIGHT. 
A0-650 705 171 U6T 12 


RESPONSE TIMES IN DECISION-MAKING TASKS. 
AD-650 908 5J°U67T 12 HCS 3.00 MFS 0.65 


A STOCHASTIC MODEL OF THE FREQUENCY AND DURATION OF WEATHER 
EVENTS,» 
AD-650 947 46 U67 12 


LASER DAMAGE A SELECTED LITERATURE SURVEY. 
AD-651 210 20€ U67 12 HCS 3.00 MFS 0.65 


AIR FORCE FLIGHT DYNAMICS LAB WRIGHT-PATTERSON AFB OHIO 


PRESSURE MEASUREMENT IN THE 0.0001 TO 0.0000001 TORR RANGE, 
A0-650 914 148 U67 12 HCS 3.00 MFS 0.65 


AIR FORCE FLIGHT TEST CENTER, EDWARDS AFG, CALIF. 


SYMPOSIUM ON PARACHUTE TECHNOLOGY AND EVALUATION, 
PROCEEDINGS. VOLUME I. 
AD-452 430 1c U67 12 HCS 3.00 
SYMPOSIUM ON PARACHUTE TECHNOLOGY ANDO EVALUATION, 
PROCEEDINGS. VOLUME II. 

A0-452 431 iC U67 12 HCS 3.00 


AIR FORCE MATERIALS LAB WRIGHT-PATTERSON AFB OHI 


0 
MECHANICS OF COMPOSITE MATERIALS. PART II. THEORETICAL 
ASPECTS. 


A0-650 829 11D U67T 12 HCS 3.00 MFS 0.65 


AIR FORCE SYSTEMS COMMAND, EOWAROS AFB, CALIF. ADVANCED 
VEHICLES RESEARCH BRANCH. 


CORRELATION OF X-15 SIMULATION EXPERIENCE WITH FLIGHT TEST 
RESULTS. 
N67-23247 IC $05 11 HCS 3.00 FS 0.65 


AIR FORCE SYSTEMS COMMAND, WASHINGTON, 0. C 


MANAGEMENT OF CONTRACTOR DATA AND REPORTS. VOLUME II 
AUTHORIZED DATA LIST. 


P8-172 870-H 58 U67 12 HCS 3.00 


AIR UNIV MAXWELL AFB ALA AEROSPACE STUDIES INST 


THE DEVELOPMENT OF THE SOVIET ARMED FORCES, 1917-1966. 
A0-650 975 15G U67 12 HCS 3.00 MFS 0.65 


AIRBORNE INSTRUMENTS LAB DEER PARK N Y 3302 


OFFSET MARKER BEACON ANTENNA. 











AIR-ARM CORPORATE AUTHOR INDEX 


AD-650 921 9E U67T 12 HCS 3.00 MFS 0.65 


AKTIEBOLAGET ATOMENEKGI, STOCKHULM (SWEDEN). 
THE INTERACTION BETWEEN CONTROL KOUS AS ESTIMATED BY SECOND- 
QRVER ONE-GROUP PERTURBATION THEORY. 
N67~-22904 161 S05 LL HCS 3.00 MFS 0.65 


HIGH TEMPERATURE TENSILE PROPERTIES OF UNIRRADIATED AND 
NEUTRON LRRADIATEO 20 CK- 35 NI AUSTENITIC STEEL. 
N67-22957 LIF SOS 11 HCS 3.00 MFS 0.65 


POSSIBLE DEFORMED STATES IN 115 IN ANDO L117 IN, 
N67-23390 20H $05 11 HCS 3.00 MFS 0.65 


DECAY PROPERTIES OF 147 ND. 
N67-23396 16H SOS 11 HCS 3.00 MFS 0.65 


AKTIEBOLAGET ATOMENERGI, STUOSVIK (SWEDEN). 
DECAY OF THE 16.3 MIN 162 TA LSOMEK. 
N67-23397 16H SOS LL HCS 3.00 MFS 0.65 


ALABAMA UNIV. RESEARCH INSI., HUNTSVILLE. 
STUDY OF OPTIMAL AND ADAPTIVE CONTKUL THEORY FINAL REPORT, 
MAY 1964 - JUN. 1966. 
N67-22213 9C SO5 LL HCS 3.00 MFS 0.65 


ALASKA UNIV.,s COLLEGE. GEUPHYSICAL INST. 
A STUDY ON THE MORPHOLOGY OF MAGNETIC STORMS. GEOMAGNETIC 
TIME. 
AD-91 445 BN U67 12 HCS 3.00 


ALASKA UNIVse, CULLEGE. INST. OF MARINE SCIENCE. 
NATIONAL SCIENCE FOUNDATIUN SHIP SUPPORT FOR 1964-65. 
PB-174 523 6H U67T 12 HCS 3.00 MFS 0.65 


ALPHA RESEARCH AND DEVELUPMENTs INC.» BLUE HILL, ILL. 
INVESTIGATIONS LEADING TO IMPROVED DENTAL RESTORATIVE 
MATERIALS. 

PB-174 453 6& U67 12 HCS 3.00 MFS 0.65 


AMERICAN INSTITUTES FOR RESEAKCH IN THE BEHAVIOKAL SCIENCES 
PALO ALTO CALIF 
STUDY OF TRAINING EQUIPMENT AND INDIVIDUAL OIFFERENCES. 
AD-650 850 51 U67T 12 HCS 3.00 MFS 0.65 


AMERICAN METEOROLOGICAL SOCIETY BOSTON MASS 
THERMAL PROPERTIES OF AMPHIBOLES AS A FUNCTION OF ALKALI 
CONTENT. 
AD-650 876 80 U67T 12 HCS 3.00 MFS 0.65 


THUNDERSTORM ACTIVITY IN THE LENINGRAD REGION IN 1962. 
AD-650 886 46 U6T 12 HCS 3.00 MFS 0.65 


LIST OF TRANSLATIONS 1966 FUREIGN LITERATURE RELATING TO 
THE GEOPHYSICAL SCIENCES. 
AD-651 044 4A U6T 12 HC$ 3.00 MFS 0.65 


AMERICAN SCIENCE AND ENGINEERING, INC.s CAMBRIDGE, MASS. 
A PROGRAM OF HIGH ANGULAK RESOLUTION STUDIES OF CELESTIAL X- 
RAY SOURCES. 


N67-22780 38 SO5 LL HCS$ 3.00 MFS 0.65 
AMERICAN UNIV WASHINGTON D C CENTER FOR RESEARCH IN SOCTAL 
SYSTEMS 

RESETTLEMENT IN LATIN AMERICA AN ANALYSIS OF 35 CASES,» 

AD-651 116 5A U67 12 HCS$ 3.00 MFS$ 0.65 


APPLICAZIONI E RICERCHE SCIENTIFICHEs NAPLES (ITALY). OFFICE 
NATIONAL D ETUDES ET DE RECHERCHES AEROSPATIALES, PARIS 


(FRANCE). -8 
STUDVING THE GROUND-EFFECT IN WIND-TUNNELS. 
N67-22903 1A SO5 11 HC$S 3.00 MFS 0.65 


APPLIED PHYSICS LAB.» JOHNS HOPKINS UNIV.» SILVER SPRING, 
° 
SUPERSGNIC MIXING OF HYDROGEN AND AIR. 
NO7T—22859 216 SO5 11 HC$ 3.00 MFS 0.65 


ARECIBO IONOSPHERIC OBSERVATORY PUERTO RICO 
OBSERVATIONS OF THE RADIO SOURCE CTA 102, 
AD-650 670 36 U67 12 


ARGONNE NATIONAL LAB.» ILL. 
FARET IN-CORE INSTRUMENT DEVELOPMENT, 
ANL-7161 161 N21 09 HC$S 3.00 MFS 0.65 


VANADIUM ALLOY SCREENING STUDIES AND FABRICATION OF V-15 ST. 
PERCENT TI-7.5 WE. PERCENT CR TUBING FOR NUCLEAR FUEL 


CLADDING, 
ANL-7206 L1F N2k 09 HC$ 3.00 MFS 0.65 
SNARG-1D A GNE-DIMENSIONAL, DISCRETE-THEORY PROGRAM FOR THE 
COC-3600, 
ANL~7221 20H N21 09 HCS 3.00 MFS 0.65 


ENERGY-ANALYZING SYSTEM FO® THE ARGONNE 60-INCH CYCLOTRON, 
ANL~7251 206 N21 09 HC$ 3.00 MFS 0.65 


BUBBLE - ccaemmd 1964-1966, 
ANL~-726 18D N21 09 HCS 3.00 MFS 0.65 


ARIZONA UNIV.» TUCSON. 
COMMUNICATIONS OF THE LUNAR AND PLANETARY LABORATORY, VOLUME 
Se PART 3, NO. 72-78. 
N67-22511 3A SO5 11 HCS 3.00 MFS 0.65 


A NEW METHOD FOR TREATING OPTIMAL TRAJECTORIES WITH 

RESTRICTED SEGMENTS. 

N67-23306 22C SOS 11 HCS 3.00 MFS 0.65 
ARKANSAS UNIVe, LITTLE ROCK. 


ue 





THE ROLE OF NUCLEOTIDE METABOLISM IN THE REPAIR OF RADIATION 
—” SEMIANNUAL PROGRESS REPORT, 1 OCT. 1966 - 1 APR. 


967. 
Wo?-23267 6R SOS 11 HCS 3.00 MFS 0.65 


ARMED FORCES INST OF PATHOLOGY WASHINGTON D C 
ORUG REACTIONS IN THE FIELO OF PATHOLOGY, 
AD-650 956 GE U67 12 


ARMED FORCES INST OF PATHOLOGY WASHINGTON D C DENTAL AND 
ORAL PATHOLOGY DIV 

OSTEOSARCOMA OF THE JAWS, 

AD-650 954 6E U6T 12 


ARMED FORCES RADIOBIOLOGY RESEARCH INST BETHESDA MO 
THE POSITIVE PERIOD METHOD OF CALIBRATING CONTROL ROOS OF 
THE AFRRI-TRIGA REACTOR USING THE AFRRI DATA ACQUISITION 
SYSTEM, 
A0-651 000 181 U67 12 HCS 3.00 MFS 0.65 


THE ACUTE MORTALITY RESPONSE OF MONKEYS (MACACA MULATTA) TO 
MIXED GAMMA-NEUTRON RADIATIONS AND 250 KVP XK RAYS, 
AD-651 055 OR U6T 12 HCS 3.00 MFS 0.65 


ARMED FORCES-NRC COMMITTEE ON BIO-ASTRONAUTICS WASHINGTON 0 
c 


OBSERVATIONS ON THE ROLE OF THE REACTIVITY OF GREAT GERBILS 
TO P. PESTIS DURING THE DEVELOPMENT OF THE EPI ZOOTOLOGICAL 
PROCESS. IV. EXPERIENCE IN USING FHE PASSIVE 
HEMAGGLUTINATION REACTION IN A STUDY OF THE NATURAL PLAGUE 
FOCUS IN THE MUYUN KUM, 

AD0-650 691 6C U67 12 HCS 3.00 MFS 0.65 


CONTRIBUTIONS TO A STUDY OF THE RELATIONS OF SOME TYPES OF 
P. PESTIS IN MIXED CULTURES, 
AD-650 693 6M U6T 12 HCS 3.00 MFS 0.65 


ARMY BIOLOGICAL CENTER FREDERICK MO 
COMPARATIVE CYTOFLUOROMETRIC STUDY OF THE ONA CONTENT IN 
HIGH POLYPLOIDOY CELL NUCLEI STAINED WITH ACRIDINE ORANGE AND 
FLUORESCENT SCHIFF-TYPE REAGENT, 
AD-651 175 6M U6T 12 HCS 3.00 MFS 0.65 


THE VITALITY OF FLUORESCENCE MICROSCOPIC INVESTIGATIONS 
CARRIED OUT WITH THE HELP OF THE FLUOROCHROMES OF ACRIDINE 
GRANGE AND 3,4 BENZPYRENE, 

AD-651 178 6A U67 12 HCS 3.00 MFS 0.65 


ARMY BIOLOGICAL LABS FREDERICK MO 
RESULTS OF SMALLPOX REVACCINATION IN ADULTS IN 1957, 1960 


AND 1962, 
A0-650 888 6E USF 12 HCS 3.00 MFS 0.65 
HEREDITARY TRANSMISSION OF PLAGUE RESISTANCE IN PALLASIOMYS 
MERIDANUS, 
AD-650 889 6C U67T 12 HCS 3.00 MFS 0.65 


CURRENT STATE OF SMALLPOX PROPHYLAXIS, 
AD-650 890 6E U67T 12 HCS 3.00 MFS 0.65 


METHOOICAL BASES FOR THE STUDY OF THE BIOLOGICAL PROPERTIES 
OF THE PLAGUE CAUSATIVE AGENT, 
AD-650 892 6M U67 12 HCS 3.00 MFS 0.65 


AN EXPERIMENTAL STUDY OF SIMULTANEOUS VACCINATION AGAINST 
TULAREMIA AND TUBERCULOSIS, 


AD-650 894 6E U67T 12 HCS 3.00 MFS 0.65 
IMMUNIZATION OF MAN WITH THE LIVE 4-44 Q-FEVER VACCINE, 

AD-651 136 6E U67 12 HCS 3.00 MFS 0.65 
BIOSYNTHESIS OF STAPHYLOCOCCAL PHAGE ON CELL FREE BACTERIAL 
AD-651 137 6M U67 12 HC$ 3.00 MFS 0.65 


CONTRIBUTIONS TO THE STUDY OF F. TULARENSIS STRAINS ISOLATED 
IN SOUTHERN EUROPE, 
AD-651 138 6M U6T 12 HCS 3.00 MFS 0.65 


THE USE OF HIGUCHI-SMITH MEDIUM FOR IMPROVING THE 
IMMUNOGENIC PROPERTIES OF PLAGUE VACCINE STRAINS, 


AD-651 168 6M U67 12 HCS 3.00 MFS 0.65 
DETERMINATION OF MOLECULAR WEIGHT BY USING AN ANALYTICAL 
ULTRACENTRIFUGE, 

AD-651 169 70 U67 12 HCS 3.00 MFS 0.65 


THE POSITION OCCUPIED BY VACCINE *ATTENUATED® STRAINS OF 
BACTERIA IN THE SYSTEM OF MICROORGANISMS, 
A0-651 170 6M U67 12 HCS 3.00 MFS 0.65 


SMALLPOX IMMUNITY IN SAILORS, 
AO-651 i171 6E U6T 12 HCS 3.00 MFS 0.65 


CONCERNING THE PROBLEM OF INFECTIOUS DISEASE ERADICATION, 
AD-651 172 6E U67T 12 HCS 3.00 MFS 0.65 


EXPERIMENTAL MASS INFECTION OF LICE ADAPTED TO FEEDING ON 
RABBITS WITH RICKETTSIA PROWAZEKI, 
AD-651 173 6C U67 12 HCS 3.00 MFS 0.65 


ADAPTATION OF NEWCASTLE VIRUS TO MAMMALS, 
AD-651 174 6C U67 12 HCS 3.00 MFS 0.65 


ANTIHEMAGGLUTINATING ANTIBODY SPECTRUM FOLLOWING 
EXPERIMENTAL IMMUNIZATION WITH TICK-BORNE ENCEPHALITIS 
VIRUSES, 

AD-651 176 om vor 42 HCS 3.00 MFS 0.65 


METHODS FOR COLLECTING FLEAS FROM THE BURROWS OF GERBILS IN 
PLAGUE SURVEYS IN THE SANDS OF THE NORTHERN CASPIAN SHORES, 
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CORPORATE AUTHOR INDEX ARM-ATO 


aD-651 177 6C U67 12 HCS 3.00 MFS 0.65 
EPIDEMIOLOGICAL CHARACTERISTICS OF A FOCUS OF TICK-BORNE 
ENCEPHALLTIS IN PRESAYAN (IKKUTSK OBLAST), 

AD-651 180 6 U6T 12 HCS 3.00 MFS 0.65 


QBSERVATLONS ON THE VAKIABILITY UF THE PLAGUE BACILLUS IN 
THE FLEAS. I1. PASSAGE OF THE AVIRULENT SUBCULTURE 610-4 
THROUGH FLEAS AND PREGNANT GUINEA PIGS, 

AD-651 196 6M U67T 12 HCS 3.00 MFS 0.65 


SEROLOGICAL INTERRKELATIONSHIPS BETWEEN THE PLAGUE MICROBE 
AND BACTERIA OF THE INTESTINAL GROUP, 


AD-651 197 6M UOT 12 HCS 3.00 MFS 0.65 
MATERIALS CONCERNING Trit BIULUGY UF THE PSEUVOTUBERCULUSIS 
BACTERIOPHAGE, 

AD-651 198 6M U6T 12 HCS 3.00 MFS 0.65 


ARMY COATING AND CHEMICAL LAG ABERVEEN PROVING GROUND MO 
IDENTIFICATION OF AEROSUL PROPELLANTS IN PAINT PRODUCTS BY 
GAS-LIQUID CHROMATOGRAPHY. 
AD-050 642 11C U67 12 HCS 3.00 MFS 0.65 

ARMY ELECTRONICS COMMAND FORT MUNMUUTH N J 
THEORY OF OHMIC CONTACTS. 
AD-650 738 9A U6T 12 HCS 3.00 MEFS 0.65 

MICROWAVE DETECTORS USING HUT CARKIER EFFECTS. 

AD-651 023 Ye U6T 12 HCS 3.00 MFS 0.65 


THEORY OF A PARALLEL~ACTING AUTUMATION. 
AD-651 027 96 U6T 12 HCS 3.00 MFS 0.65 


BROADBAND LASER DIGITAL VEFLECTOR. 
AD-651 220 20& U67T 12 HCS 3.00 MFS 0.65 


ARMY ELECTRONICS LABS FORT MONMUUTH N J 31 
PROCEEDINGS UF THE SYMPUSIUM UN HYUROGEN THYRATRONS AND 
MODULATORS (5TH) HELD AT FORT MONMOUTH, Ne Jee 20-22 MAY 
1958. 
AD-650 699 9A U6T 12 HCS 3.00 MFS 0.65 
ARMY ELECTRONICS LABS.s FORT MONMUUTH, Ne. Je 
THE CURRENT PROBE A NEW DEVICE IN THE FIELD OF RADIO 
INTERFERENCE MEASUREMENT. 
AD-249 904 146 U6? 12 HCS 3.00 
ARMY ENGINEER GEODESY INTELLIGENCE AND MAPPING RESEARCH AND 
DEVELOPMENT AGENCY FORT BELVOIK VA 
A GEOMETRIC SIMULTANEOUS MULTISTATION DETERMINATION, WITH 
CONSTRAINTS» USING DATA FROM GEUDETIC SATELLITES. 
AD-650 739 228 U67 12 HC$ 3.00 MFS 0.65 


ARMY ENGINEER NUCLEAR CRATERING GROUP, LIVERMORE, CALIF. 
SITE-SELECTION INVESTIGATIONS. PRUJECT PRE-GONDOLA, 
PNE-1101 18C N21 09 HCS 3.00 MFS 0.65 


ARMY ENGINEER RESEARCH AND VEVELOPMENT LABS FORT BELVOIR VA 
NIGHT VISION LAb 
CHARACTERISTICS OF A 20-KwW, LIWUID-COULEV, XENON ARC 
SEARCHLIGHT. 
AD-650 861 13A U67 12 HCS 3.00 MFS 0.65 
ARMY ENGINEER RESEARCH AND DEVELUPMENT LABS FORT BELVOIR VA 
THE KINETICS OF THE THERMAL DECOMPOSITION OF MOLTEN SILVER 
ALIDE. 
AD-651 062 19A U6T 12 HCS 3.00 MFS 0.65 
ARMY ENGINEER RESEARCH AND DEVELUPMENT LABS.» FORT BELVOIR, 


° 
HYDRAZOIC ACID AND THE METAL AZIVES (A LITERATURE SURVEY), 
AD-268 586 78 U67 12 HCS 3.00 


ARMY ENGINEER WATERWAYS EXPERIMENT STATION VICKSBURG MISS 
DEVELOPMENT OF A MICROCKACKING TECHNIQUE FOR MEASURING IN 
SITU STRESS AND STRAIN. REPORT 1. LABORATORY TESTS. 

AD-650 563 20K U67 12 MFS 0.65 


DEVELOPMENT OF A MICROCRACKING TECHNIQUE FUR MEASURING IN 
SITU STRESS AND STRAIN. REPORT 2. FIELD TESTS. 
AD-650 564 20K U67 12 MFS 0.65 


DURABILITY ANO BEHAVIOR OF PRESTRESSED CONCRETE BEAMS. 
REPORT 2. POSTTENSIONED CONCRETE INVESTIGATION PROGRESS TO 
JULY 1966. 
AD-650 727 13M U67 12 MFS 0.65 
STATIC AND DYNAMIC LABORATORY TESTS OF UNREINFORCED CONCRETE 
FIXEO-END ARCHES BURIED IN DRY SAND. 

AD-650 651 13M U67 12 MFS 0.65 


ARMY LIBRARY WASHINGTON OD C 
THESES AND DISSERTATIONS IN THE HOLOINGS OF THE ARMY 
LIBRARY. THIRD REVISED EDITION. 
AD-651 164 56 U67 12 HCS 3.00 MFS 0.65 
ARMY MATERIALS RESEARCH AGENCY WATERTOWN MASS 
DIFFERENTIAL ULTRASONIC SPECTROSCOPY FOR DEFECT AND 
WICROSTRUCTURE IDENTIFICATION. 
AD-650 787 148 U67 12 HCS 3.00 MFS 0.65 
TEMPERED MARTENSITE EMBRITTLEMENT AND FRACTURE TOUGHNESS IN 
4340 STEEL. 
AD-651 066 1L1F U67 12 HCS 3.00 MFS 0.65 
& REFINEMENT OF THE PARAMETERS OF ALPHA MANGANESE. 
AD-651. 205 206 U67 12 HCS 3.00 MFS 0.65 


ARMY MEDICAL RESEARCH ANDO NUTRITION LAB DENVER COLO 
THE FREE AMINO ACIOS IN THE PLASMA AND URINE OF HUMAN 





SUBJECTS ON A VITAMIN saenteees OIET, 
A0-650 767 U6? 12 


HEMODYNAMIC ALTERATIONS PRODUCED BY ARTIFICIAL FAT EMULSIONS 
PERFUSED THROUGH THE ISOLATED RAT LIVER, 
AD-650 989 6P U6T 12 


ALTERATIONS IN BODY COMPOSITION IN MAN AFTER ACUTE EXPOSURE 
TO HIGH ALTITUDE, 


A0-651 O11 6S U67 12 

ASCORBIC ACID METABOLISM IN MAN, 

AD-651 012 6P U67 12 

THE FAULTLESS MOUSE HOLDER, 

A0-651 O15 6L U6T 12 

INFLUENCE OF DIETARY LITHOCHOLIC ACID ON HEPATIC LIPID 
TRANSPORT, 

AD-651 016 6P U6T 12 


LACK OF EFFECT OF DIETARY CHENODEOXYCHOLIC ACID ON PLASMA 
AND LIVER LIPIOS AND THE OUCTULAR CELL REACTION IN THE 
CHICK, 
A0-651 018 6P U6T 12 

LIPOGENESIS AND ENZYME ACTIVITY IN RAT AND MOUSE EPIDIDYMAL 
ADIPOSE TISSUE, 

AD-651 019 6P U67 12 


THE WHOLESOMENESS OF IRRADIATED FOODS, 
AD-651 020 6H U6T 12 


PROLONGED GLUTEN ADMINISTRATION IN NORMAL SUBJECTS, 
A0-651 025 6P U67T 12 


ARMY MEDICAL UNIT FREDERICK MD 


EFFECT OF STAPHYLOCOCCAL ENTEROTOXIN 68 ON THE 
ELECTROENCEPHALOGRAM OF MONKEYS, 


AD-650 957 6M U6T 12 


ARMY MISSILE COMMAND REDSTONE ARSENAL ALA ADVANCED SYSTEMS 
AB 
THE HYPERSONIC WAKE PROGRAM I. A FORTRAN PROGRAM FOR THE 


INTEGRAL SOLUTION, 


AD-651 159 200 U67 12 HCS 3.00 MFS 0.65 


ARMY MISSILE COMMAND REDSTONE ARSENAL ALA PHYSICAL SCIENCES 
LAB 


RADIATION DAMAGE BY COMPTON SCATTERING IN GAMMA OR K RAY 
PUMPED OPTICAL MASERS, 
AD-651 1866 20€ U67 12 HCS 3.00 MFS 0.65 
THE AMICOM PLASMA ORIVEN SHROUD WIND TUNNEL (DESIGN AND 
CONSTRUCTION REPORT), 


AO-651 167 148 U67 12 HCS 3.00 MFS 0.65 


ARMY NATICK LABS MASS EARTH SCIENCES DIV 


ARTHROPOOS OF MEDICAL IMPORTANCE IN AFRICA. PART I. 
INTRODUCTORY AND EXPLANATORY MATERIAL DATA ON MOSQUITOES, 
AD-650 931 6C U67 12 HCS 3.00 MFS 0.65 


ARTHRODPOOS OF MEDICAL IMPORTANCE IN AFRICA. PART II. DATA 
ON ARTHROPODS OTHER THAN MOSQUITOES, 
AD-650 949 6C U67 12 HCS 3.00 MFS 0.65 


ARMY SIGNAL MISSILE SUPPORT AGENCY, WHITE SANDS MISSILE 
RANGE, N. MEX. “ 


MISSILE GEOPHYSICS RESEARCH TOWER. 
A0-210 021 48 U67 12 HCS 3.00 


ARMY WEAPONS COMMAND, ROCK ISLAND, ILL. RESEARCH AND 
ENGINEERING DIV 


EVALUATION OF VEHICLE CORROSION PREVENTIVES. 
AD-476 493 13H U6T 12 HCS 3.00 HFS 0.65 


ARNOLD ENGINEERING DEVELOPMENT CENTER ARNOLD AIR FORCE 
STATION TENN 


NITROGEN TETROXIDE-STAINLESS STEEL CRYOPANEL CORROSION AND 
COATING DEGRADATION IN SPACE CHAMBER PROPULSION TESTING, 
AD-650 690 1LF U67 12 HCS 3.00 HFS 0.65 


SOME ASPECTS OF THERMAL MODEL TESTING IN SPACE CHAMBERS. 
AD-650 614 228 U6T 12 HCS 3.00 MFS 0.65 


INSTRUMENTATION DEVELOPMENT PROGRAM. 
AD-650 857 21C U6T 12 HCS 3.00 MFS 0.65 


ATMOSPHERIC SCIENCES LAB WHITE SANDS MISSILE RANGE N MEX 


ATTENUATION OF MILLIMETER WAVELENGTH RADIATION BY GASEOUS 
WATER, 


AD-650 812 20N U67 12 HCS 3.00 MFS 0.65 


WIND MEASUREMENTS IN THE SUBPOLAR MESOPAUSE REGION, 
AD-650 813 48 U67 12 HCS 3.00 MFS 0.65 


UPPER ATMOSPHERE PRESSURE MEASUREMENTS WITH THERMAL 


CONOUCTIVITY GAUGES, 
AD-651 216 48 U6T 12 HCS 3.00 HFS 0.65 


ATOMIC ENERGY COMMISSION RESEARCH ESTABLISHMENT, LUCAS 
HEIGHTS (AUSTRALIA). 


LABORATORY DEVELOPMENT OF THE GRIND-LEACH PROCESS FOR THE 
HoT eGeCoRe FUEL CYCLE. PART 2. DISSOLUTION OF BERVELIA IN 
NITRIC ACIO SOLUTIONS. 

N67-23206 A S05 11 HCS 3.00 HFS 0.65 


ATOMIC ENERGY OF CANADA, LTD.» CHALK RIVER (ONTARIO). 
NUCLEAR LA 


8. 
WEAR RATES OF METALS AND OXIDES IN 80 DEG AND 160 DEG F HIGH 
PURITY WATER. 





ATO-B8RU 





NO7~22476 18J $05 11 HC$S 3.00 MFS 0.65 
ATOMIC ENERGY OF CANADA, LTU0.y CHALK RIVER (ONTARIO). 

MEASUREMENT OF NEUTRON FLUENCE 6Y FISSION FRAGMENT DAMAGE 

TRACK OETECTION. 

N67-22478 18D S05 1L HC$ 3.00 MFS 0.65 
COSMIC RAY NM-64 NEUTRUN MUNITOR DATA- V MONTHLY GRAPHS, 
JAN. ~ DEC. 1966. 
N67-22900 44 $05 11 HCS$ 3.00 MFS 0.65 
COSMIC RAY NM-64 NEUTRUN MONITOR DATA - IV MONTHLY GRAPHS, 
JAN. ~ AUG. 1966. 
N67-22974 4A SOS LL HC$S 3.00 MFS$ 0.65 
ATOMICS INTERNATIONAL, CANUGA PARK, CALIF. 

RADIATION EFFECTS OF SILVER AND ZINC BATTERY ELECTRODES 

FINAL REPORT, APR. 1965 - OCT. 1966. 

N67-23280 10C $05 1l HC$ 3.00 MFS 0.65 


AVCO CORP LOWELL MASS AVCO SPACE SYSTEMS DIV 
DEVELOPMENT AND EVALUATIUN OF TRANSPARENT MAGNESIUM OXIDE. 
AD-650 621 116 U67 12 HCS 3.00 MFS 0.65 


AVCO CORP WILMINGTON MASS AVCO SPACE SYSTEMS OIV 
THEORETICAL STUDY OF THE PROPAGATION OF INTRASONIC WAVES IN 
THE ATMOSPHERE. 
AD-650 752 20A U67 12 HCS 3.00 MFS 0.65 
AVCO CORP.» WILMINGTON, MASS. KESEARCH AND TECHNOLOGY 
LABS. 
FEASIBILITY STUDY UF A METEORUILD COMPUSITION ANALYZER 
SPECTROGRAPHIC SYSTEM FINAL REPORT. 
N67~-23325 20F SOS Ll HCS 3.00 MFS$ 0.65 


AVCO EVERETT RESEARCH LAB EVERETT MASS 2207 
FEASIBILITY OF A HIGH PERFURMANCE AERUDYNAMIC IMPULSE 
FACILITY. 
AD-651 042 148 U6T 12 HCS 3.00 MFS 0.65 

AVCO EVERETT RESEARCH LAB., EVERETT, MASS. 

A MAGNETLC ANNULAR ARC UKIVEN SHOCK TYPE. 
aD-807 719 146 U67 12 HC$ 3.00 MFS 0.65 


AVIATION SAFETY ENGINEERING ANU KESEAKCH PHOENIX ARIZ 
ANALYSIS OF ARMY FIXED-wING CARGO KESTRAINT DESIGN CRITERIA. 
AD-651 219 lc U67 12 HCS 3.00 MFS 0.65 


BALLISTIC RESEARCH LABS ABERUVEEN PRUVING GROUND MD 
ATTENUATION OF PEAKED AIR SHOCK WAVES IN SMOOTH TUNNELS. 


AD-650 741 13M U67 12 HCS 3.00 MFS 0.65 
DENSITY-FRINGE SHIFT RELATIUNSHIP FOR AXISYMMETRIC 
INTERFEROGRAMS. 

AD-650 742 200 U67 12 


EVALUATION OF NEW SELF-KECURDING AIR BLAST INSTRUMENTATION 
PROJECT 1.36 OPERATION SNOW GALL. 
AD-651 041 190 U6T 12 HC$ 3.00 MFS 0.65 


BALLISTIC RESEARCH LAGS.+ ABERVEEN PROVING GROUND, MO. 
APPARATUS FOR STULY OF FLUIU MUTIUN IN A SPINNING CYLINDER. 


AD-247 552 200 UeT 12 HCS 3.00 
BARCLAY (B. He)» PRODUCT SALES ANALYSIS LTO.» LONDON 
(ENGLAND). 
WELOING EQUIPMENT AND MATERIALS IN THE UNITED KINGOOM. 
PB-174 552 SC U67 12 HCS 3.00 MFS 0.65 


ANIMAL HUSBANORY EQUIPMENT IN THE UNITED KINGDOM. 
PB-174 554 5C U67 12 HCS 3.00 MFS 0.65 


BATTELLE MEMORIAL INST.» COLUMBUS, OHIO. 
AN EVALUATION OF THE APPLICABILITY OF EXISTING DATA TO THE 
ANALYTICAL DESCRIPTION OF A NUCLEAR-REACTOR ACCIDENT. 
6MI-1790 161 N21 09 HCS 3.00 MFS 0.65 


INVESTIGATION OF THE INITIATION AND EXTENT OF DUCTILE PIPE 
RUPTURE. 
BMI-1793 161 N21 09 HCS 3.00 MFS 0.65 
BATTELLE MEMORIAL INST.» CULUMBUS, UHIO. COLUMBUS LABS. 
THE REMOVAL ANDO UTILIZATION OF JUNKEO AUTOMOBILES IN EASTERN 
KENTUCKY. 
PB-174 464 13F U67 12 HCS 3.00 MFS 0.65 
BATTELLE-NORTHWEST, RICHLAND, WASH. PACIFIC NORTHEST LAB. 
FABRICATION COSTS FOR PLUTONIUM FUEL ELEMENTS. PART E. THE 
VARIATION IN FABRICATION CUST wITH SOME FUEL DESIGN 
PARAMETERS, 
ONWL-13LE 181 N21 09 HCS 3.00 MFS 0.65 
BATTELLE-NORTHWEST, RICHLAND, WASH. PACIFIC NORTHWEST LAB. 
PLUTONIUM ABSTRACTS. VOLUME 6, NUMBER LI. 
BNWL~113-23 70 N21 O09 HCS 3.00 MFS 0.65 


PACIFIC NORTHWEST LABORATORY ANNUAL REPORT FOR 1965 IN THE 
BIOLOGICAL SCIENCES, 
BNWL-280 6R N21 09 HCS 3.00 MFS 0.65 
URANIUM PRICE SCHEDULES 6Y UCUST CODE COMPUTATION, 

BNWL-312 5A N21 09 HCS 3.00 MFS 0.65 


DEMONSTRATION OF THE SALT CYCLE PROCESS IN A HIGH-LEVEL 
RADI OCHEMICAL FACILITY, 
6NML-355 TE N21 09 HCS 3.00 MEFS 0.65 
UNIQUE DETERMINATION OF EDDY CURRENT FLOW PATTERNS FROM 
MEASUREMENT OF EXTERNAL FIELOS, 


BNWL-364 160 N21 09 HCS 3.00 MFS 0.65 
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BENDIX CORP ANN ARBOR MICH AEROSPACE SYSTEMS DIV 
COSMIC RAY. 
AD-650 687 180 U67 12 HCS 3.00 MFS 0.65 

BENDIX CORP TEETERBORO N J FLIGHT CONTROL LAB 
COMMERCIAL INERTIAL NAVIGATION SYSTEM PREDICTED ACCURACY OF 
THE BANC-461/LN-12 INERTIAL NAVIGATION SYSTEM WHEN INSTALLED 
IN A DC-8 AIRCRAFT. 
AD-650 859 17G U67T 12 HCS 3.00 MFS 0.65 

BERG (T G OWE) INC SANTA ANA CALIF 
INVESTIGATION OF THE KINETICS OF CONDENSATION. 

AD-650 848 7D U67 12 HC$ 3.00 MFS 0.65 


BERGEN RESEARCH ENGINEERING CORP TETERBORO N J 
DEVELOPMENT OF A LOW COST SECONDARY AIRPORT LIGHTING SYSTEM, 
A0-650 919 1E U67 12 HC$ 3.00 MFS 0.65 


BOEING CO SEATTLE WASH TURBINE OIV 
SMALL GAS TURBINE ENGINE COMPONENT TECHNOLOGY, HIGH- 
TEMPERATURE TURBINE MATERIALS RESEARCH. 
AD-651 103 21E U67 12 HCS 3.00 MFS 0.65 


BOEING SCIENTIFIC RESEARCH LABS SEATTLE WASH GEO-ASTRO 
PHYSICS LAB 

THE SCALE SIZE OF SCINTILLATIGN-PROOUCING IRREGULARITIES IN 

THE AURORAL IONOSPHERE, 

AD-651 156 4A U6T 12 HCS 3.00 MFS 0.65 
BOEING SCIENTIFIC RESEARCH LABS SEATTLE WASH MATHEMATICS 
RESEARCH LAB 

THE TROJAN MANIFOLD IN THE SYSTEM EARTH-MOON, 

AD-651 147 3C U67 12 HCS 3.00 MFS 0.65 


OPTIMAL REPRESENTATION OF A FUNCTION AS A LINEAR COMBINATION 
OF FUNCTIONS, 
AD-651 148 12A U67 12 HC$ 3.00 MFS 0.65 
CONVEX FUNCTIONS ON CONVEX POLYTOPES, 

AD-651 157 12A U67 12 HCS 3.00 MFS 0.65 


BOEING SCIENTIFIC RESEARCH LABS SEATTLE WASH SOLID STATE 
PHYSICS LAB 
THE PROBABILITY DISTRIBUTION OF THE DISTANCES BETWEEN ATOMS 
IN A LATTICE, 
AD-651 146 208 U67T 12 HCS 3.00 MFS 0.65 
BOHAN (WALTER A.) CO.» PARK RIDGE, ILL. 
TIROS CLOUD FREE ATLAS NORTH AMERICA CENTRAL UNITED STATES 
SPRING SEASON, 
PB-174 610 48 U67T 12 HCS 3.00 MFS 0.65 
TIROS CLOUD FREE ATLAS NORTH AMERICA EASTERN UNITED STATES 
SPRING SEASON, 
PB-174 611 4B U6T 12 HCS 3.00 MFS 0.65 


TIROS CLOUD FREE ATLAS NORTH AMERICA WESTERN UNITED STATES 
SPRING SEASON, 
PB-174 612 48 U67 12 HCS 3.00 MFS 0.65 
BRISTOL SIDDELEY ENGINES, LTO. (ENGLAND). 

CHANGES IN THE FLOW AT THE BASE OF A BLUFF BODY DUE TO A 

OISTURBANCE IN ITS WAKE. 

N67-23249 1A SOS 11 HCS 3.00 MFS 0.65 
BRITISH AIRCRAFT CORP., STEVENAGE (ENGLAND). 

A FLUIDIC DIGITAL DISPLACEMENT INDICATOR. 

N67-23080 13G SO5 11 HCS 3.00 MFS 0.65 


BRITISH HYDROMECHANICS RESEARCH ASSOCIATION, CRANFIELD 
(ENGLAND). 

& COMPARISON OF FLUID DIODES. 

N67-23071 13G SO5 11 HCS 3.00 MFS 0.65 
BROOKHAVEN NATIONAL LAB.» UPTON, Ne Yo 

STATIC GAS COUNTERS FOR INIMICAL GASES, 

BNL~50028 180 N21 09 HC$S 3.00 MFS 0.65 


BROWN AND ROOT, INC.» HOUSTON, TEX. 
PRELIMINARY PLANNING TOURIST FACILITIES ALABAMA=COUSHATTA 
INDIAN RESERVATION, POLK COUNTY, TEXAS. 
PB-174 466 5C U6T 12 HCS 3.00 MFS 0.65 


BROWN UNIV PROVIDENCE R I DEPT OF PHYSICS 
INTERACTION OF MAGNETO-PLASMA WAVES IN A TWO COMPONENT SOLID 
STATE PLASMA, 
A0-650 708 201 U6T 12 
RESEARCH ON FLUID DYNAMICAL MODELS OF THE LARGE SCALE 
ATMOSPHERIC CIRCULATIONS. 
AD-651 046 4A U6T 12 HCS 3.00 MFS 0.65 
BRUSSELS UNIV (BELGIUM) 
L*ACTION DES CATIONS ALCALINO-TERREUX SUR LES TRANSMISSIONS 
NEUROMUSCULAIRE ET SYNAPTIQUES (EFFECT OF ALKALINE EARTH 
CATIONS ON NEUROMUSCULAR AND SYNAPTIC TRANSMISSIONS), 
A0-650 728 


BRUSSELS UNIV (BELGIUM) FACULTE DES SCIENCES 
RESEARCH ON NON-EQUILIBRIUM STATISTICAL PHYSICS. 
AD-651 069 20M U67T 12 HCS 3.00 MFS 0.65 


BRUSSELS UNIV. (BELGIUM). INSTITUT O* AERONAUTIQUE. 
EXPERIMENTAL VEHICLE PV¥-1 WITH AIR CUSHIONS. FLIGHT TEST 
(VEHICLE WITHOUT FLAPS). 
N67~22970 


ANALYSIS OF THE DISTRIBUTION OF THE PRESSURE ON THE BASE OF 
AIR CUSHION VEHICLES IN SMOOTH FLOW. 
N67-22971 1C $05 11 HCS 3.00 MFS 0.65 


AC SOS 1A HCS 3.00 MFS 0.65 
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BUDD COs» PHILADELPHIA, PA. 
PHASE V - FIELD TESTING AND TRUCK CONTRACT Z 401. 
PB-174 538 13F U67 12 HCS 3.00 MFS 0.65 


BUNKER-RAMO CORP CANUGA PARK CALIF SYSTEMS EFFECTIVENESS 


T 

A FURTHER STUOY UF THE USE UF HUMAN FACTURS INFORMATION BY 
DES IGNEKS. 

AD-651 076 SE Ue7 12 HC$ 3.00 MFS 0.65 


BUNKER-RAMO CORP., CANOGA PARK, CALIF. 
& CONSOLE SYSTEM FOR TEXT MANIPULATION AND PAGE COMPOSITION. 
PB-174 518 56 U67 12 HCS 3.00 MFS 0.65 


BUNKER-RAMO CORP.» CANOGA PARK, CALIF. OFFENSE SYSTEMS DIV. 
COMPUTER-AIDED RESEARCH IN MACHINE TRANSLATION. 
PB-174 534 56 U67 12 HCS 3.00 MFS 0.65 


BUREAU UF COMMERCIAL FISHERIES, SEATILEs WASH. BIOLOGICAL 
LAB. 
PACIFIC SALMON LITERATURE COMPILATION-~ 1900-1959. 
INSTRUCTLONS AND INDEX, 

PB-174 101 6C U67 12 HCS 3.00 MFS 0.65 


PACIFIC SALMON LITERATURE COMPILATIUN--1900-1959. 
MICROFICHE SET, 
PB-174 102 6C U67 12 MF $85.00 


BUREAU OF NAVAL WEAPONS KEPRESENTATIVE, POMONA, CALIF. 
METROLOGY ENGINEERING CENTER. 
MICROWAVE SIGNAL SOURCE POLARAD 1206 1.95 TO 4.20 GHZ. 
PO-174 525 148 U67T 12 HCS 3.00 MFS 0.65 


MICROWAVE SIGNAL SOURCE PULARAD 1205 0.95 TO 2.40 GHZ. 
PB-174 526 146 U67 12 HCS 3.00 MFS 0.65 


MICROWAVE SIGNAL SOURCE POLARAD 1207 3.8 TO 8.2 GHZ. 
PB-174 527 146 U67T 12 HCS 3.00 MFS 0.65 


PORTABLE PRESSURE CALIBRATION SYSTEM MODEL 3460 (KING 
NUTRONICS CORPORATION). 
PB-174 528 146 U67 12 HCS 3.00 MFS 0.65 


MICROWAVE SIGNAL SOURCE POLARAD 1208 7.0 TO 11.0 GHZ. 
PB-1L74 529 146 U67 12 HCS$ 3.00 MFS 0.65 


DIFFERENTIAL VOLTMETERS FLUKE 800 AND 800R. 
PB-1L7T@ 583 148 U67 12 HCS 3.00 MFS$ 0.65 


TRUE ROUT—MEAN-SQUARE BALLANTINE 320. 
PB-174 596 9L U67T 12 HCS 3.00 MFS 0.65 


BUREAU OF RECLAMATION, DENVER, CULO. CUNCRETE AND 
STRUCTURAL BRANCH. 
DEVELOPMENT OF ELECTRICAL CONUUCTING MORTARS» 
PB-174 595 116 U67 12 HC$ 3.00 MFS 0.65 


BURNDY CORP NORWALK CONN 
PRODUCTION ENGINEERING OF TRIAXIAL PULSE CONNECTORS. 
AD-651 193 9A U6T 12 HCS 3.00 MFS 0.65 


BURROUGHS CORP PAOLI PA CUNTROL INSTRUMENT DIV 
GUIDE-LITE HELIPORT SYSTEM. 
AD-650 910 le U67 12 HCS 3.00 MFS 0.65 


BURROUGHS CORP PAOLI PA DEFENSE SPACE AND SPECIAL SYSTEMS 
GROUP 


DETECTION OF ESSENTIAL ORDERING IMPLICIT IN COMPILER 
LANGUAGE PROGRAMS. 
AD-650 845 98 U6T 12 HCS$ 3.00 MFS 0.65 


CALIFORNIA INST OF TECH PASADENA 
URANIUM MICROMAPS TECHNIQUE FUR IN SITU MAPPING OF 
DISTRIBUTIONS OF FISSIUNABLE IMPURITIES, 


AD-650 678 180 U67 12 

SHE(3HE,TI3P AT 44 MEV, 

AD-650 970 20H U67 12 HCS 3.00 MFS 0.65 
CALIFORNIA INST OF TECH PASADENA GATES AND CRELLIN LABS OF 
CHEMISTRY 

STEREOCHEMICAL ASPECTS OF THE DIELS-ALDER REACTION. 

AD-650 825 7C U67 12 


CALIFORNIA INST OF TECH PASAVENA UWENS VALLEY RADIO 
OBSERVATORY 
FURTHER OBSERVATIONS OF PLANETARY NEBULAE AT 10 CM 
WAVELENGTH, INCLUDING THE PECULIAR NEBULA NGC 6302, 
AD-651 014 36 U67 12 


A OISTANGE LIMIT FOR THE QUASI-~STELLAR OBJECT 3C 147, 
AD-651 029 36 U67 12 


CALIFORNIA INST OF TECH PASADENA SEISMOLUGICAL LAB . 
SPECTRUM OF P AND PCP IN RELATION TO THE MANTLE-CORE 
BOUNDARY AND ATTENUATIUN IN THE MANTLE, 

A0-650 658 6K U6T 12 


CALIFORNIA INST. OF TECH.» PASADENA. 
THE CONTRIBUTION OF UNRECUGNIZED MINERAL PRECIPITATES OF 
MARINE ORGANISMS TO MARINE SEDIMENTS. 
PB-174 381 8G U67T 12 HCS 3.00 MFS 0.65 


CALIFORNIA INST. OF TECH.» PASAVENA. OWENS VALLEY RADIO 
OBSERVATORY. 

A COMPILATION OF RADIO SOURCE FLUX DENSITIES, 

AD-442 603 38 U67T 12 HCS 3.00 
CALIFORNIA STATE DIV. OF HIGHWAYS, MATERIALS AND RESEARCH 

PT 


° 
PAVEMENT ICING WARNING SYSTEMS LABORATORY EVALUATION OF 
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ECONOLITE AND NELSON PROTOTYPE DEVICES, 
PB-174 482 138 U67 12 HCS 3.00 MFS 0.65 


CALIFORNIA UNIV BERKELEY 
KINETIC THEORY OF A SPHERICAL ELECTROSTATIC PROBE IN A 
STATIONARY PLASMA, 
AD-650 590 201 U6T 12 


CALIFORNIA UNIV BERKELEY DIV OF APPLIED MECHANICS 
ON OBTAINING SOLUTIONS IN NONLINEAR VISCOELASTICITY. 


AD-651 1863 20K U67T 12 HCS 3.00 MFS 0.65 

A LINEAR THEORY OF STRAIGHT maces Roos. 

AD-651 184 20K U6T 12 HC$ 3.00 MFS 0.65 
CALIFORNIA UNIV BERKELEY INST OF TRANSPORTATION AND TRAFFIC 
ENGINEER ING 

EVALUATION OF RUNWAY LIGHTING SYSTEMS FOR EFFECTIVENESS IN 

DENSE FOG. 

AD-650 864 17G U67 12 HCS 3.00 MFS 0.65 


CALIFORNIA UNIV LOS ANGELES DEPT OF METEOROLOGY 
DIAGNOSTIC STUDIES OF WEATHER SYSTEMS OF LOW AND HIGH 
LATITUDES (ROSS6Y NUMBER 1). 
AD-650 573 48 U67 12 HCS 3.00 MFS 0.65 


CALIFORNIA UNIV SAN DIEGO LA JOLLA DEPT GF THE AEROSPACE AND 
MECHANICAL ENGINEERING SCIENCES 
ABSOLUTE INFRARED INTENSITY MEASUREMENTS ON THE FUNDAMENTAL 
OF NO, 
A0-650 659 70 U6T 12 


CALIFORNIA UNIV., BERKELEY. SPACE SCIENCES LAB. 
INVESTIGATION OF KILOVOLT ION SPUTTERING QUARTERLY PROGRESS 
REPORT, NOV. 1966 - JAN. 1967. 

N67-22064 20H SOS 11 HCS 3.00 MFS 0.65 


CHEMISTRY OF LIVING SYSTEMS SEMIANNUAL REPORT, 1 OCT. 1966 - 
31 MAR. 1967. 
N67-22380 6A SOS LL HCS 3.00 MFS 0.65 


A GEOMETRIC TREATMENT OF THE PROBLEM OF SOURCE ENCODING A 
GAUSSIAN RANDOM VARIABLE. 
N67-22427 9 SOS 11 HCS 3.00 MFS 0.65 


CALIFORNIA UNIV., BERKELEY. ELECTRONICS RESEARCH LAB. 
OPTIMAL CONTROL OF CONTINUOUS-TIME STOCHASTIC SYSTEMS. 
A0-489 159 12A U6T 12 HCS 3.00 MFS 0.65 


CALIFORNIA UNIVse>e BERKELEY. MACHINE TRANSLATION PROJECT. 
A LEXEMIC DICTIONARY GOALS AND PROCEOURE DE1, 
PB-174 556 5G U67 12 HCS 3.00 MFS 0.65 


PROGRAM DESCRIPTION THE LOOKUP ADAPTOR (LADAPT) 3 (DLA), 
PB-174 558 58 U67 12 HCS 3.00 MFS 0.65 


PROGRAM DESCRIPTION THE LOOKUP DICTIONARY PRINT PROGRAM 
(LPRINT) 04 (OPP), 
PB-174 559 58 U67T 12 HCS 3.00 MFS 0.65 


A FINAL ADMINISTRATIVE REPORT, 
PB-174 560 5G U67 12 HCS 3.00 MFS 0.65 


PROGRAM DESCRIPTION THE LOOKUP PROGRAM (LOOKUP) PS (0LP), 
PB-174 561 58 U67 12 HCS 3.00 MFS 0.65 


CALIFORNIA UNIV.» LIVERMORE. LAWRENCE RADIATION LAS. 
MACRODEFORMATION RESULTING FROM THE HANOCAR EVENT, 
UCRL-50149 8G N21 09 HCS 3.00 MFS 0.65 


A MEASUREMENT OF THE VOLUME OF VOID IN THE SHOAL CHIMNEY, 
UCRL-50150 16C N21 O09 HCS 3.00 MFS 0.65 


CALCULATION OF TOROIDAL MAGNETIC FIELD CONFIGURATIONS, 
UCRL-50161 164A N21 09 HCS 3.00 MFS 0.65 


AVAILABLE DISINTEGRATION ENERGY OF ALL RADIONUCLIDES (FOR 
USE IN DOSIMETRY PROBLEMS). I. HALF-LIVES 12 HOURS OR 
GREATER, 

UCRL-50164 6R N21 09 HCS 3.00 MFS 0.65 


CALIFORNIA UNIV.» LOS ANGELES. LAB. OF NUCLEAR MEDICINE AND 
RADIATION BIGLOGY. 
SOLUBILIZATION METHOD FOR CENTI-GRAM TO KILO-GRAM PLANT 
SAMPLES, 
UCLA-12-613 6R N21 09 HCS 3.00 BFS 0.65 
CANADIAN ARMAMENT RESEARCH AND DEVELOPMENT ESTABLISHMENT, 
VALCARTIER (QUEBEC). 
TRANSONIC STABILITY OF FIN AND DRAG STABILIZED PROJECTILES. 
N67-23245 1A SOS 11 HCS 3.00 MFS 0.65 


CARNEGIE INST OF TECH PITTSBURGH PA MANAGEMENT SCIENCES 
RESEARCH GROUP 
SOME NETWORK CHARACTERIZATIONS FOR MATHEMATICAL PROGRAMMENG 
AND ACCOUNTING APPROACHES TO PLANNING AND CONTROL, 
AD-650 613 SA U6T 12 


CASE INST OF TECH CLEVELAND OHIO 
DEPOSITION OF CARBON ON DIAMOND SEED CRYSTALS, 
AD-651 059 208 U67 12 HCS 3.00 HFS 0.65 


CENTRE O ETUDE DE & ENERGIE NUCLEAIRE, MOL (BELGIUM). 
THE BAZ TESTING REACTOR AND ITS CONNECTED LABORATORIES 
ANNUAL PROGRESS REPORT, 1965. 
N67-22921 18m SOS 11 HCS 3.00 FS 0.65 
CENTRE D ETUDE SPATIALE DES RAYONNEMENTS, TOULOUSE (FRANCES. 


SPECTROMETRY OF PRIMARY PROTONS AND OF SOLAR ORIGIN PROTONS 
AT SKOGAR, ICELAND (1 APPROXIMATELY 5,7). 
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N67-22918 4A S05 LL HC$ 3.00 MFS 0.65 
CENTRE O ETUDE SPATIALE DES RAYONNEMENTS, TUULOUSE (FRANCE). 
FACULTE DES SCIENCES. 
MEASUREMENT OF AURORAL X-KAYS. 
N67-229 32 4A SOS Ll HC$S 3.00 MFS 0.65 
CENTRE DE PHYSIQUE ELECTRONIQUE ET CORPUSCULAIRE, ORSAY 
(FRANCE). 
HALF MILLIMETER GACKWARU WAVE OSCILLATOR TECHNICAL PROGRESS 
REPORT, 1 JUL« — 30 SEP. 1966. 
N67~-23140 9— SOS 11 HC$ 3.00 MFS 0.65 
CENTRE NATIONAL DE LA RECHERCHE SCIENTIFIQUE, MEUDON 
(FRANCE). LABURATOIRE Vt AERUTHERMIQUE. 
HOT-WIRE ANEMOMETERS AT CUNSTANT TEMPERATURE. 
N67-23395 1A $05 LL HCS 3.00 MFS 0.65 


CENTRE NATIONAL DE LA RECHERCHE SCIENTIFIQUE, VERRIERES-LE- 
BUISSON (FRANCE). 
PHYSICAL STRUCTURE OF KESUNANCE RADIATIONS EMITTED BY AN 
ALKALI ARTIFICIAL CLOUU AND MEASUREMENT OF LONOSPHERE 
TEMPERATURE. 
N67-23399 4A SO5 11 HCS 3.00 MFS 0.65 
CHICAGO UNLV ILL 
DE HAAS-VAN ALPHEN EFFECT IN FERRUMAGNETIC NICKEL, 
AD-650 715 20L U67 12 


THE THERMODYNAMIC PROPERTIES UF THE ALUMINUM SILICATES. 
AD-650 749 8G U6T 12 


CHICAGO UNLV ILL COMMITTEE ON MATHEMATICAL BIOLOGY 
APPLICATION OF INFORMATION THEUKY TO THE NERVOUS SYSTEM. 
AD-651 123 6P U67T 12 HCS 3.00 MFS 0.65 


CHICAGO UNLV [Lt ENRICO FERMI INST FOR NUCLEAR STUOIES 
COSMIC RAY EXPOSURE AGES OF IRUN METEORITES BY THE NE2Z1/AL26 
METHOD. 
AD-650 655 3A U6T 12 
CHRYSLER CORP., NEW ORLEANS, LA. 
COMPOUND PRESSURE AND VACUUM KELIEF VALVE, 2-INCH. LADEWIG 
VALVE COMPANY PART NUMBER 3302- Fy NASA DRAWING NUMBER 75 
404406 PRY-3. 
N67-23278 13K SO5 LL HCS 3.00 MFS 0.65 
CINCINNATI UNIV.s OHIO. 
TRANSIENT RADIATION EFFECTS ON THERMOCOUPLES. 
N67-23465 180 $05 11 HC$ 3.00 MF$ 0.65 


CITY COLL RESEARCH FOUNDATION Néw YORK 33 
ELECTROSTATIC FOCUSING OF HOLLUwW SPIRALING ELECTRON BEAMS. 
AD-650 577 9A U6T 12 HCS 3.00 MFS 0.65 


COLLEGE OF WILLIAM AND MARY,» WILLIAMSBURG, VA. 
OPTICAL RADAR MEASUREMENTS OF THE ATMOSPHERE. 
N67~-21982 4A S05 11 HC$ 3.00 MFS 0.65 


COLLINS RADIO CO CEDAR RAPIVS IOWA 
COMPUTER/SIMULATION STUDY OF AIR-LERIVED SEPARATION 
ASSURANCE SYSTEMS IN MULTIPLE AIRCRAFT ENVIRONMENT. 
AD-650 621 16 U67 12 HC$ 3.00 MEFS 0.65 


COLORADO UNIV BOULDER 
BROADENING OF ISOLATED LINES IN THE IMPACT APPROXIMATION 
USING A DENSITY MATRIX FORMULATION, 
ad-650 737 38 U67 12 


COLQGRADO UNIV BOULDER DEPT OF PHYSICS AND ASTROPHYSICS 
GALVANOMAGNETIC EFFECTS OF N-INS6 BELOW 1 K. 
AD-650 771 20L U67 12 HCS 3.00 MFS 0.65 


COLORADO UNIV.» BOULDER. 
GEOMETRIC THEORY OF OPTIMUM DISORBIT PROBLEMS. 
N67-22778 22C SO5 1k HC$ 3.00 MFS 0.65 


AN APPROACH TO THE PROBLEM OF UPTIMIZING ORBITAL MANEUVERS. 
N67-23271 22C $05 11 HCS 3.00 MFS 0.65 


COLUMBLA UNIV DOBBS FERRY N Y HUDSON LABS 
HAROWARE DOCUMENTATION OF AN 8&-BUTTON KEYBOARD. 
AD-650 841 98 U67 12 HCS 3.00 MFS 0.65 


A STRONG, SEASONAL BIO-ACOUSTIC SOURCE OF THE EASTERN 
CARI GBEAN. 
AD-650 852 8A U6T 12 HCS 3.00 MFS 0.65 


ATOMIC ABSORPTION ANALYSIS FOR CA, CRe COs CUy FEs PBs Liye 
MGe MN Nis Ky RBe NAy AND SR IN THE HUDSON RIVER. 


A0-650 853 70 U67 12 HCS 3.00 MFS 0.65 
COLUMBIA UNIV NEW YORK INST FOR THE STUDY OF FATIGUE AND 
RELIABILITY 

PHONON AND ELECTRON DRAG COEFFICIENTS IN SINGLE-CRYSTAL 

ALUMINUM. 

A0-650 612 20A U6T 12 


COLUMBIA UNIV NEW YORK OPERATIONS RESEARCH GROUP 
MAINTENANCE POLICIES AND DISCIPLINES IN MULTI-CHANNEL 
SYSTEMS AND MARKOVIAN MULTI-SERVICE TYPE SYSTEMS. 
A0-650 792 126 U67 12 HCS 3.00 MFS 0.65 


QPTEIMAL CONTINUOUS REVIEW POLICIES FOR TWO PRODUCT INVENTORY 
SYSTEMS WITH JOINT SETUP COSTS. 
A0-650 793 5A U67 12 HC$ 3.00 MFS 0.65 
COMISION NACIONAL DE ENERGIA ATOMICA SAN CARLOS DE BARILOCHE 
(ARGENTINA) CENTRO ATOMICO BARILOCHE 
PLASTIC DEFORMATION IN ORDERED SOLID SOLUTIONS AND ITS 
EFFECTS ON PHYSICAL PROPERTIES. 
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AD-651 192 11F U67 12 HCS 3.00 MFS 0.65 
COMITATO NAZIONALE PER L ENERGIA NUCLEARE, FRASCATI CITALY). 
LABORATORIO GAS IONIZZATI. 
EXPLOSIVE TECHNIQUES FOR APPLICATIONS IN EXPERIMENTAL 
PHYSICS. 
N67-22488 20C $05 11 HCS 3.00 MFS 0.65 
THE PROPAGATOR FOR DISTURBANCES IN A PLASMA. 
N67-22490 201 SOS LL HCS 3.00 MFS 0.65 


COMITATO NAZIONALE PER L ENERGIA NUCLEARE, FRASCATI (ITALY). 


INTERNATIONAL SYMPOSIUM OF ELECTRON AND POSITRON STORAGE 
RINGS,» PART I. 
N67-22698 206 SOS 11 HCS 3.00 MFS 0.65 
COMITATO NAZIONALE PER L ENERGIA NUCLEARE, FRASCATI (ITALY). 
LAB. NAZIONALI DI FRASCATI. 
THE MICROTRON - THEORY AND PRINCIPAL ELEMENTS OF THE 
PROJECT. 
N67-23016 206 SOS 11 HCS 3.00 MFS 0.65 
FABRICATION OF A SPARK CHAMBER WITH MAGNETOSTRICTIVE WIRE 
FOR USE WITH A PARTICLE HDOSCOPE. 
16D SO5 11 HCS 3.00 MFS 0.65 


N67-23017 

ON THE SHIELDING FOR THE QUENCHING SHAFT OF THE FRASCATI 
LINAC. 

N67-23018 206 SOS LL HC$S 3.00 MFS 0.65 


PROPOSAL FOR A NEW TYPE OF CAVITY RESONATOR. 
N67-23019 9A SOS 11 HCS 3.00 MFS 0.65 


COMITATO NAZIONALE PER L ENERGIA NUCLEARE, FRASCATI (ITALY). 


ULTRAVIOLET CORRECTIONS FOR THE PROCESS E PLUS PLUS E MINUS 
YIELDS MU PLUS PLUS MU MINUS PLUS GAMMA AND THE VALIDITY 
LIMIT OF THE BLOCH- NORDSIECK METHOD. 

N67-23022 20H SOS 11 HCS 3.00 MFS 0.65 


EXPERIMENTAL RESULTS OF THE STUDY OF NUCLEAR STRUCTURE BY 
MEANS OF PIONS. 
N67-23025 20G SOS 11 HCS 3.00 MFS 0.65 
COMMISSARIAT A L ENERGIE ATOMIQUEs FONTENAY- AUX-ROSES 
(FRANCE). 

VIBRATIONAL DISSOCIATION ANO CASCADE DISSOCIATION OF H2+ 

IONS BY COLLISION WITH MOLECULES OF A GAS. 

N67~-22135 7D SOS 11 HCS 3.00 MFS 0.65 


COMMISSARIAT A L ENERGIE ATOMIQUE, SACLAY (FRANCE). 
THE CHANGERS OF TIME CONSTANT IN FILTERS OF OC 
LOGARITHMIC PERIODMETER — RESULTS AND POSSIBILITIES (1964). 
N67-23376 160 SO5 11 HCS 3.00 MFS 0.65 


COMMISSARIAT A L*°ENERGIE ATOMIQUE, FONTENAY-AUX-ROSES 
(FRANCE). CENTRE D* ETUDES NUCLEAIRES. 
METABOLISME DU L37CESIUM, 1L37BARYUM CHEZ LE RAT 
THERAPEUTIQUE DE LA CONTAMINATION (METABOLISM OF L37CESIUM, 
137BARIUM IN THE RAT. THERAPEUTICS OF THE CONTAMINATION), 
PB-174 563 6R U6T 12 HC$ 3.00 MFS 0.65 


ETUDE DU SOLVANT PHOSPHATE TRIBUTYLIQUE 30 -DODECANE {STUDY 
OF THE TRIBUTYL PHOSPHATE - 30 DODECANE SOLVENT, 
PB-174 565 16) U67 12 HCS 3.00 MFS 0.65 


MESURE DE FLUX DE NEUTRONS EN RALENTISSEMENT AU MOVEN DE 
DETECTEURS EN SANDWICHES AU-LA-CO-MN (MEASUREMENT OF 
MODERATED NEUTRON FLUXES USING AU-LA-CO-MN SANDWICH 


DETECTORS), 

PB-174 567 160 U67 12 HC$ 3.00 MFS 0.65 
ETUDES DE COMPOSES U-PU-C-TI (STUDIES OF U-PU-C-TI 
COMPOUNDS), 

PB-174 569 16J U67 12 HCS 3.00 MFS 0.65 


ETUDE DES FACTEURS PHYSICO-CHIMIQUES INTERVENANT DANS 
L*EXTRACTION DE L*URANIUM ET OU PLUTONIUM PAR LE PHOSPHATE 
DE TRIBUTYLE EN MILIEU NITRIQUE (STUDY OF THE PHYSICO- 
CHEMICAL AGENTS INFLUENCING URANIUM ANDO PLUTONIUM EXTRACTION 
BY TRIBUTYLPHOSPHATE IN NITRIC MEDIA), 

PB-174 570 TE U6T 12 HCS 3.00 MFS 0.65 


MESURE ABSOLUE D*UN FLUX ETALON DE NEUTRONS THERMIQUES PAR 
ACTIVATION DE DETECTEURS D*°OR (ABSOLUTE MEASUREMENT OF A 
STANDARD THERMAL-NEUTRON FLUX USING GOLO-DETECTOR 
ACTIVATION), 
PB-174 572 160 U6T 12 HCS 3.00 MFS 0.65 
PROCEDE CONTINU DE PRECIPITATION DES SELS DE PLUTONIUM 
(CONTINUOUS PRECIPITATION PROCESS OF PLUTONIUM SALTS), 
PB-174 576 TE U67 12 HCS 3.00 MFS 0.65 


COMMISSARIAT A L*ENERGIE ATOMIQUE, FONTENAY-AUX-ROSES 
(FRANCE). CENTRE D*ETUDES NUCLEAIRES. 
ETUDE EXPERIMENTALE DE PLAQUES MINCES CARREES ET ENCASTREES 
SUR LEURS QUATRE RIVES (PLAFONDS DE CAISSONS ETANCHES) 
(EXPERIMENTAL STUDY OF THIN SQUARE SLABS, EMBEDDED ON ALL 
FOUR SIDES (PRESSURE VESSEL FLOORSI), 
PB-174 S77 161 U67 12 HCS 3.00 FS 0.65 


COMMISSARIAT A L* ENERGIE ATOMIQUE, GRENOBLE (FRANCE). 

CENTRE D*°ETUDES NUCLEAIRES. 
ETUDES STATISTIQUES RELATIVES A L*EXPLORATION FONCTIONNELLE 
DE LA GLANDE THYROIDE CHEZ DES RATS AVANT SUBI UNE SECTION 
MEDULLAIRE HAUTE (STATISTICAL STUDIES RELATEVE TO THE 
FUNCTIONAL EXPLORATION OF THYROID GLAND IN RATS HAVING 
UNDERGONE A SPINAL SECTION AT HIGH LEVEL}. 
PB-174 566 6P U6T 12 HCS 3.00 HFS 0.65 
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L* ELECT RUHYDRODY NAMI QUE UN PROCELE LE CONVERSION OIRECTE 
D* ENERGIE A HAUTE TENSION (ELECTROHYOUROUYNAMICS A HIGH- 
TENSION DIRECT ENERGY CONVERSION PROCESS). 

PB-174 575 LOA U67 12 HCS 3.00 MFS 0.65 


REALISATION D*UN EMSEMBLE D*' ANALYSE BIPARAMETRIQUE. 
APPLICATLON A L*ETUVE VE LA VESINTEGRATION OU NIVEAU DE 16, 
41 MEV OU 12C) (CONSTRUCTION OF A BIPARAMETRIC ANALYSIS 
SYSTEM. APPLICATION TO THE STUDY OF THE BREAK-UP OF THE 16. 
ll MEV ENERGY LEVEL OF 12C). 
PB-174 578 160 U67 12 HCS 3.00 MFS 0.65 
COMMISSARIAT A L* ENERGIE ATOMIQUEs SACLAY (FRANCE). CENTRE 
OY ETUDES NUCLEAIRES. 
EXPERIENCES DE PULSATIUNS NEUTRONIQUES SUR LE REACTEUR A 
GRAPHITE KOF 3 (PULSEO NCUTRUN EXPERIMENTS ON THE GRAPHITE 
POWER REACTOR EDF 3), 
PB-174 562 16L U67T 12 HCS 3.00 MFS 0.65 
SYNTHESES DE L*ACIDE DELTA AMINULEVULIQUE APPLICATION A 
L*INTRODUCTION DE CARBUNE 14 ET DE TRITIUM (SYNTHESIS OF 
DELTA-AMINOLEVULIC ACIU. APPLICATION TO THE INTRODUCTION OF 
CARBON-14 AND OF TRITIUM). 
PB-174 564 TE U67 12 HC$ 3.00 MFS 0.65 
ETUDE DES REACTIONS CLF 3-U02F2 ET CLO2F-U02F2 (STUDY OF THE 
REACTIONS CLF3-U02F2 AND CLO2F-U02F2), 
PB-174 568 76 U67 12 HCS 3.00 MFS 0.65 


CALCUL OU GLISSEMENT DE LA FREQUENCE D&E RESONANCE DO*UNE 
CAVITE CHARGEE PAK UN PLASMA EN PRESENCE OU NON D*UN CHAMP 
MAGNETIQUE STATIQUE (CALCULATION OF THE RESONANCE FREQUENCY 
CHANGE FOR A CAVITY CHAKGED BY A PLASMA WITH OR WITHOUT A 
STATIC MAGNETIC FIELD), 

PB-174 571 201 U6? 12 HCS 3.00 MFS 0.65 


GUIDE DE CRITICITE. I. INIRODUCTION A LA CRITICITE. II. 
REGLES PRATIQUES (CRITICALITY GUIDE. I. INTRODUCTION TO 
CRITICALITY. 1. PRACTICAL RULES). 

PB-174 573 18K U67 12 HCS 3.00 MFS 0.65 


DISTRIBUTION DES ENERGIES ELECTRUNIQUES DANS UN PLASMA 
FALBLEMENT IONISE (ELECTRONIC ENERGY DISTRIBUTION IN A 
WEAKLY IONISED PLASMA). 
PB-L7T4 574 201 U67 12 HC$ 3.00 MFS$ 0.65 
COMMISSARIAT A L* ENERGIE ATUMIQUE, SACLAY (FRANCE). CENTRE 
O* ETUDES NUCLEAIARES. 
OPTIMISATION DES DESCENTES DE COURANT DANS OES ENCEINTES 
CRYOGENIQUES (OPTIMUM INPUT LEADS FOR CRYGENIC APPARATUS), 
PB-174 579 146 U67T 12 HCS$ 3.00 MFS 0.65 


COMMONWEALTH SCIENTIFIC AND INOUSTRIAL RESEARCH 
ORGANIZATION, MELBOURNE (AUSTRALIA). 
FOODER CONSERVATION RESEARCH IN CSIRO 1954-1964, 
PB-174 458 2b UoT 12 HC$ 3.00 MFS 0.65 


COMPTOMETER CORP., NILES, ILL~- UNIUN THERMOELECTRIC OIV. 
UTC NEWS LETTER, NO. 20, UCTUBER 1960. 
AD-246 378 9A U6T 12 HC$S 3.00 


CONCORD COLL.» ATHENS» W. VAs CENTER FOR ECONOMIC ACTION. 
UTILIZING A COLLEGE*S RESOURCES TU PROVIDE MANAGEMENT 
ASSISTANCE TU BUSINESS FIRMS IN SOUTHERN WEST VIRGINIA. 
PB-174 471 5A U6T 12 HCS 3.00 MFS 0.65 


CONTROL DATA CORP MINNEAPOLIS MINN RESEARCH DIV 
COMPARISON OF JIMSPHERE AND RAWINSONDE WIND SHEARS. 
AD-650 836 46 U67 12 HCS 3.00 MFS 0.65 


CONTROL DATA CORP.» MINNEAPOLIS, MINN. RESEARCH DIV. 
FEASIBILITY STUDY FOR A SCANNING CELESTIAL ATTITUDE 
DETERMINATION SYSTEM (SCAUS) FOR THREE AXIS ATTITUDE 
DETERMINATION AT A COMMAND AND DATA ACQUISITION (CDA) 
STATION FINAL REPORT. 

N67-23052 14C $05 11 HCS 3.00 MFS 0.65 


CORNELL AERONAUTICAL LAB INC BUFFALO N Y 33 
SPECIES OIFFUSION IN THE FROZEN LAMINAR BOUNDARY LAYER ON A 
CATALYTIC FLAT PLATE, 
A0-650 766 200 U6T 12 HC$ 3.00 MFS 0.65 
CORNELL UNIV ITHACA N Y LAB OF ATOMIC ANO SOLID STATE 
PHYSICS 
ELECTRON SPIN RESONANCE OF THE ICL(-) VK-CENTER. 
AD-650 770 20L U67 12 


THERMODYNAMIC FLUCTUATIONS UF THE ORDER PARAMETER IN TYPE II 
SUPERCONDUCTORS NEAR THE UPPER CRITICAL FIELD H SUB C2. 
AD-650 856 20L U67 12 HCS 3.00 MFS 0.65 


COUNCIL FOR SCIENTIFIC ANO INDUSTRIAL RESEARCH, PRETORIA 
(SOUTH AFRLCA). NATIONAL INST. FOR TELECOMMUNICATIONS 
RESEARCH. * 

ANNUAL REPORT 1965-1966. 

N67-22950 36 SOS 11 HCS 3.00 MFS 0.65 


QBAVID TAYLOR MODEL BASIN WASHINGTON D C AERODYNAMICS LAB 
WIND TUNNEL INVESTIGATION OF AN ASPECT RATIO 10 TANDEM WING 
AIACRAFT CONFIGURATION IN GROUND EFFECT. PART II. LATERAL 
CHARACTERIZATION, 
AD-650 996 1C U67 12 HCS 3.00 MFS 0.65 

MINO-TUNNEL INVESTIGATIONS OF A 1/20-SCALE POWERED MODEL 

OPEN-OCEAN V/STOL SEAPLANE. 

AD-651 099 200 U67 12 HCS 3.00 MFS 0.65 

DAVID TAYLOR MODEL BASIN WASHINGTON D C APPLIED MATHEMATICS 

Lab 


UNIVAC PROCESSING OF THE ELECTRONIC FAILURE TABULATION 
PROBLEM FOR FHE BUREAU OF SHIPS. 


‘ AD-650 601 





AD-650 568 15E U67 12 HCS 3.00 MFS 0.65 


THE NAVY AUTOMATED RESEARCH AND DEVELOPMENT INFORMATLON- 
SYSTEM (NAROIS). 
AD-650 570 58 U67 12 HCS 3.00 MFS 0.65 
COMPUTER PROGRAM DOCUMENTATION STEAM CONDENSER DESIGN. 

AD-650 571 13A U67 12 HCS 3.00 MFS 0.65 


SURVEY OF AUTOMATIC DIGITAL PLOTTERS. 
AD-650 592 98 U67T 12 HCS 3.00 HFS 0.65 


THE ELECTRONIC INSTALLATION a SYSTEM PROBLEM. 
A0-650 593 U67 12 HCS 3.00 MFS 0.65 


MAGNETIC TAPE PROGRAMS AND USAGE FOR THE OPERATIONS CONTROL 
CENTER PROJECT, 
AD-650 596 98 U67 12 HCS 3.00 MFS 0.65 
RADAR REFRACTIVE INDEX CALCULATIONS. 

171 U67 12 HCS 3.00 MFS 0.65 


TRAINING MANUAL ON PROGRAMMING FOR THE [8M 704. 
AD-650 603 96 U67 12 HCS 3.00 MFS 0.65 


THE CXPQ COMPUTER. A PRELIMINARY DESCRIPTION FOR 
PROGRAMMING PURPOSES» 
AD-650 605 98 U67 12 HCS 3.00 MFS 0.65 


S-C 4020 MICROFILM RECORDER PROGRAMMING MANUAL 2. 


AD-650 691 98 U67 12 HCS 3.00 MFS 0.65 
COMPARISON BETWEEN MOLECULAR AND TURBULENT OLFFUSION 
PROCESSES, 

A0-650 698 200 U67 12 


DAVID TAYLOR MODEL BASIN WASHINGTON D C HYDROMECHANICS LAB 


INHERENT LIMITATIONS OF ACCELEROMETERS FOR HIGH-FREQUENCY 
VIBRATION MEASUREMENTS. 


AD-650 561 148 U6T 12 
MATHEMATICAL SHIP SURFACE. 
AD-650 585 133 U67 12 HCS 3.00 MFS 0.65 


VIBRATION ISOLATION WHEN MACHINE AND FOUNDATION ARE 
RESILIENT AND WAVE EFFECTS OCCUR IN THE MOUNTS. 
AD-650 586 131 U67 12 HCS 3.00 MFS 0.65 


POWERING CHARACTERISTICS OF AN LCVP WITH OPEN SCREW AND KORT 
NOZZLES FROM TESTS WITH MODEL 4031-1. 
AD-650 587 134 U67 12 HCS 3.00 MFS 0.65 


EVALUATION OF LORAC RADIOLOCATION SYSTEM FOR CONDUCTING 
SPEED AND MANEUVERING TRIALS OF NAVAL VESSELS. 
A0-650 588 133 U67 12 HCS 3.00 MFS 0.65 


WAKE SURVEY FOR A PASSENGER-CARGO VESSEL,» NS SAVANNAH, 
REPRESENTED BY MODEL 4671. 
AD-650 597 133 U67 12 HCS 3.00 MFS 0.65 
COOPERATIVE ROTATING-ARM AND STRAIGHT-LINE EXPERIMENTS WITH 
ITTC STANDARD MODEL (MARINER TYPE SHIP). 


A0-650 598 13J U67T 12 HCS 3.00 MFS 0.65 
RESISTANCE CHARACTERISTICS FOR LCM-A AS REPRESENTED BY MODEL 
4746. 

AD-650 599 


133 U67T 12 HCS 3.00 MFS 0.65 


POWERING CHARACTERISTICS AND FLOW STUDIES FOR AN AMPHIBIOUS 
ASSAULT SHIP, MODELS 4662 AND 4704. 
AD-650 602 133 U67 12 HCS 3.00 MFS 0.65 


THE DETERMINATION OF DIRECTIONAL WAVE SPECTRA IN THE TMB 
MANEUVER ING-SEAKEEPING BASIN. 
AD-650 604 148 U67 12 HCS 3.00 HFS 0.65 
STUDY OF STACK-GAS FLOW ON LSO28- AND LSD32-CLASS SHIPS FROM 
TESTS WITH MODEL 4552 IN THE CIRCULATING-WATER CHANNEL. 

AD-650 608 133 U67 12 HCS 3.00 HFS 0.65 


POWERING PREDICTIONS FOR AN AMPHIBIOUS ASSAULT SHIP WITH 


DESIGN PROPELLER MODEL 4704. 
AD-650 609 134 U67 12 HCS 3.00 HFS 0.65 
A STUDY OF THE HYDRODYNAMIC LOADS ON A CYLINORICAL MAST AND 
RADOME. 

AD-650 610 200 U67 12 HCS 3.00 MFS 0.65 


POWERING CHARACTERISTICS FOR LCM-A AS REPRESENTED BY MODEL 


AD-650 611 1343 U67 12 HCS 3.00 MFS 0.65 
THE a DISTRIBUTION ON FOUR SONAR DOME BOTTOM: 

AD-650 6 A7A U67 12 HCS Hin nes 0.65 
PROPULSION SHAFT CALIBRATION FOR TORSIONAL MODULUS OF 

a0 650 699 134 U67T 12 HCS 3.00 HFS 0.65 


ONSET OF ULTRASONIC CAVITATION IN TAP WATER. 
A0-650 701 200 U67T 12 


SPLASHES AS SOURCES OF SOUND IN LIQUIDS, 
A0-650 702 20A U6T 12 


THE DAMPING OF AN OSCILLATING ae, WEAR A FREE SURFACE. 
A0-650 703 7 12 


THRUST AND TORQUE FLUCTUATIONS FOR APA 249, THB MODEL 4414, 
AD-650 998 133 U6T 12 HCS 3.00 FS 0.65 
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OAV-ELE CORPORATE 
THE TOWING CHARACTERISTICS UF A PROJECT PHOENIX BOW-BLOCKER 
HOSEs 
AD-650 999 13K U67 12 HCS 3.00 MFS 0.65 


DAVIO TAYLOR MODEL BASIN WASHINGTUN 0 C STRUCTURAL MECHANICS 
Las 


STRESSES IN A PHOTOELASTIC MOVEL OF THE ORIGINAL DESIGN OF A 
BOTTGM LONGITUDINAL CONNECTION IN I-2 TANKERS. 
AD-650 569 13J U67 12 HCS 3.00 MFS 0.65 


GRAPHICAL METHODS FOR DETERMINING THE PLASTIC SHELL—BUCKLING 
PRESSURES OF RING-STIFFENED CYLINDERS SUBJECTED TO EXTERNAL 
HYDROSTATIC PRESSURE. 
AD-650 574 20K U67 12 HC$ 3.00 MFS 0.65 
AN EXPERIMENTAL INVESTIGATION OF THE STRENGTH OF SMALL-SCALE 
CONICAL REDUCER SECTIONS BETWEEN CYLINORICAL SHELLS UNDER 
EXTERNAL HYDROSTATIC PRESSURE. 
AD-650 584 20K U67 12 HCS 3.00 MFS 0.65 
STRENGTH OF ANTIPITCHING FINS AND SHIP MOTIONS MEASURED ON 
USS COMPASS ISLAND (EAu 153). 


AD-650 591 133 U67 12 HCS 3.00 MFS 0.65 
BUCKLING AND ULTIMATE STKENGTHS OF PLATING LOAVED IN EDGE 
COMPRESSION. 

AD-650 594 13J U67T 12 HCS 3.00 MFS 0.65 


SOME CASES OF VIBRATION FURCED BY BASE MUTIONS OR BY 
EXTERNAL FORCES. 


AD-650 600 1345 U67 12 HCS 3400 MFS 0.65 
VIBRATION SURVEY ON U. S. ARMY SHIP LT. COL JOHN Us. De. PAGE 
(60L~-1x). 

A0-650 607 133 U67 12 HCS 3.00 MFS 0.65 


TECHNIQUES FOR SIMULATING THE HYURODYNAMIC FORCES ON SONAR 
DOMES 6Y STATIC LOADS. 
AD-650 635 L7A U6T 12 HCS 3.00 MFS 0.65 
A PHOTOELASTIC INVESTIGATION UF STRESSES IN THE HUB OF A 
PROPOSED 20,000-SHP CONTKOLLASLE-PITCH PROPELLER, 

AD-650 643 13J U67 12 HCS 3.00 MFS 0.65 


ON THE IN-VACUO VIBRATIONS OF SIMPLY SUPPORTED RING~ 
STIFFENED CYLINORICAL SHELLS, 


A0-650 699 13m U6T 12 
GENERAL RECIPROCITY RELATION, 
A0-650 700 20A U6T 12 


DAVID TAYLOR MODEL BASIN WASHINGTON OD C 0900 
INSTRUMENTATION SYSTEM FOR EVALUATION OF AUTOMATIC 
DEGAUSSING CONTROL SYSTEMS. 
AD-650 595 13J U67 12 HC$S 3.00 MFS 0.65 

PRELIMINARY DESIGN UF AN ACOUSTIC RANGING INDICATOR, 

AD-650 633 17A U6T 12 HCS 3.00 MFS 0.65 


HYDRODYNAMIC DESIGN AND EVALUATION UF A SIZE 5 REINFORCED- 
PLASTIC MINESWEEPING FLOAT, 
AD-650 636 133 U67 12 HCS 3.00 MS 0.65 
HYORODYNAMICS OF SLAMMING UF SHIPS, 

AD-650 687 133 U67 12 HCS 3.00 MFS 0.65 


COMPARATIVE RESISTANCE TESTS WITH ATTC STANDARD MODEL, 
AD-651 094 £435 U67 12 HCS 3.00 MFS 0.65 


DAYTON UNIV OHIO RESEARCH INST 
STUDENT INDEXER TRAINING PROGRAM ANO THE IMPROVED OPERATION 
OF A DOCUMENT RETRIEVAL SYSTEM. 
AD-651 039 58 UOT 12 HCS 3.00 MFS 0.65 
DEFENCE CHEMICAL BIOLUGICAL ANDO KADIATIUN LASS OTTAWA 
(ONTARIO) 
THE ENHANCEMENT UF PENETRATION OF AN URGANOPHOSPHORUS 
ANT ICHOL LNESTERASE THROUGH GUINEA PIG SKIN SY OI METHYL 


SULFOXIDE, 

Aa0-650 797 oT U67 12 

STUDIES ON PLAQUE VARIANTS UF COXSACKIEVIRUS 65 BY BURST 
ANALYSES, 

A0-651 078 6M U67 12 


DELAWARE UNIV NEWARK 
THE ROLE OF FUR IN HEAT REGULATION IN THE GUINEA PIG, 
A0-650 673 6C U6T 12 


ETHICS OR ECONOMICS. A VIEW OF PROFESSIONAL ETHICS. 
AD-650 972 6€ U67 12 


DENVER RESEARCH INST.» CULU. 
THEORETICAL STUDY OF NATURAL CONVECTION FLUWS IN CLOSED-END 
CYLENORICAL VESSELS FINAL REPORT. 
N67-23254 20M S05 LL HCS 3.00 MFS 0.65 


DENVER UNIV COLO DEPT OF PHYSICS 
BALLOON-BORNE GRATING SPECTROMETER, 
AD-650 966 20F U6T 12 


DEPARTMENT OF THE ARMY WASHINGTON OD C 0900 
TECHNOLOGY AND ARMAMENT. 
A0-651 106 15G U67 12 HCS 3.00 MFS 0.65 

DEUTSCHE VERSUCHSANSTALT FUER LUFT-UND RAUMFAHRT E V 

FREIBURG-IM-BREISGAU (WEST GERMANY) 

UBER FIN VARIATIONS PRUBLEM AUS DER NICHTLINEAREN 
STABILITATSTHEORIE ZAHER, INKOMPRESSIBLER STROMUNGEN (A 
VARIATION PROBLEM CONCERNING NONLINEAR STABILITY THEORY 
INVOLVING VISCOUS, INCOMPRESSIGLE FLOW), 
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A0-651 079 200 U67 12 
DEUTSCHE VERSUCHSANSTALT FUR LUFT- UND RAUMFAHRT, 
OBERPFAFFENHOFEN (WEST GERMANY). INST. FUER FLUGFUNK UND 
MIKROWELLEN. 
GRAPHICALS METHODS FOR ORBIT CALCULATIONS OF SATELLITES. 
N67-22965 22C SOS LL HCS 3.00 MFS 0.65 
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HIGH RELIABILITY SCREENING OF SEMICONDUCTOR AND INTEGRATED 
CIRCUIT DEVICES. 
N67~23322 9A $05 11 HCS 3.00 MFS 0.65 
GT. BRIT. MINISTRY OF AVIATION, LONOON. 
THE AUTOMATIC CHARGING OF UNSPILLABLE LEAD ACCUMULATORS. 
N67-22946 10C S05 11 HCS 3.00 MFS 0.65 


HEAT EXCHANGE WITH BOILING CARBON DIOXIDE AT NEAR-CRITICAL 
PRESSURES. 
N67-22962 20M SOS 11 HCS 3.00 MFS 0.65 
WH NU SYSTEMS INC MENLO PARK CALIF 

LASER PARAMETER MEASUREMENTS HANDGOOK. VOLUME I. 

A0-650 870 20€ U6T 12 HCS 3.00 MFS 0.65 


LASER PARAMETER MEASUREMENTS HANDBOOK. VOLUME II. 
A0-650 671 20€ U67 12 HCS 3,00 MFS 0.65 


LASER PARAMETER MEASUREMENTS HANDBOOK. VOLUME III. 
AD-650 672 20€ U67 12 HCS 3.00 MFS 0.65 
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HARVARD COLL GBSERVATURY CAMBRIDGE MASS SOLAR DEPT 
CLASSIFICATION OF SOLAR PKOMINENCES FUK SUNSPOT CYCLE NO. 19 
- 1964, 
AD-651 132 36 U6T 12 HCS 3.00 MFS 0.65 

HARVARD UNLV CAMBRIUGE MASS CKUFT LAB 2208 
SELF— AND MUTUAL~ ADMITTANCES OF TWO IDENTICAL CIRCULAR LOOP 
ANTENNAS IN A CONDUCTING MEDIUM AND IN AIR. 


AD-650 640 9t U6T lea 
HARVARD UNIV CAMBRIDGE MASS OLV OF ENGINEERING AND APPLIED 
PHYSICS 
EXPERIMENTAL BAND-PASS LIMITER ENVELOPE DISTRIBUTIONS AND 
STATISTICS. 
AD-650 946 9t U6T 12 HCS 3.00 MFS 0.65 


MODULO-M LINEAR SEQUENTIAL CIRCUITS, PARTIAL RESPONSE 
SIGNALING FORMATS, AND SIGNAL FLOW GRAPHS. 
A0-650 958 9D U6T 12 HCS 3.00 MFS 0.65 


SEMLANNUAL PROGRESS REPORT COVEKING PERIOD JULY ly 1966- 
DECEMBER 31, 1966. 
ad-651 121 20L U67 12 HCS 3.00 MFS 0.65 
HARVARD UNIV CAMBRIUGE MASS GURDUN MCKAY LAS 

OPTICAL PROPERTIES OF EXPITAXIAL PbS FILMS IN THE ENERGY 

RANGE 2-6 EV. 

AD-651 215 20L U67 12 HCS 3.00 MFS 0.65 


HAUSER RESEARCH ANU ENGINEERING CUsy BOULDER, COLO. 
ROUND-ROBIN COLD BRITTLENESS TESTS OF BALLUON FILMS. 
PB-174 521 1C U6T 12 HCS 3.00 MFS 0.65 


HAWAIL UNIV HONOLULU 
MULTILEVEL ATOM RADIATIVE TKANSFER PROBLEMS. 
AD-650 631 70 U6T 12 HCS 3.00 MFS 0.65 


WAZELTINE CORP LITTLE NECK N Y HAZELTINE ELECTRONICS DIV 
ALPHA NUMERIC SYMBUL GENERATION EQUIPMENT. 
AD-050 3865 17G U67 12 HCS 3.00 MFS 0.65 


HERMANUS MAGNETIC OBSERVATORY (SOUTH AFRICA). 
SEABORNE MAGNETIC MEASUREMENTS CAPE TOWN - SANAE, DECEMBER 
1965 — JANUARY 1966. 
N67-22470 8N SOS 11 HC$S 3.00 MFS 0.65 
HONEYWELL LNC MINNEAPOLIS MINN AERONAUTICAL DIV 
FLUID STATE HYDRAULIC VAMPER. 
AD-651 104 10 U67 12 HCS 3.00 MFS 0.65 
HONEYWELL» INCes MINNEAPOLIS, MINN. 
THE SYNTHESIS OF 15 MU INFRARED HUKIZON RADIANCE PROFILES 
FROM METEORULOGICAL DATA INPUTS. 
N67-23304 4A SO5 LL HCS 3.00 MFS 0.65 
HUGHES AIRCRAFT CO., FULLEKTUN, CALIF. GROUND SYSTEMS 
Group. 
AN INVESTIGATION OF BASIC MECHANISMS OF TRANSIENT HIGH 
ENERGY KADIATION EFFECTS IN INSULATORS AND SEMICONDUCTORS. 
AD-462 730 9A U6T 12 HCS 3.00 


HUGHES RESEARCH LABS MALIBU CALIF CHEMICAL PHYSICS DEPT 
302 MILLIMETER WAVE OSCILLATOR. 
AD-650 768 9E U6T 12 HCS 3.00 MFS 0.65 

HUGHES TOOL CO CULVER CITY CALIF AIRCRAFT DLV 
PRELIMINARY DESIGN UF A RUTORK SYSTEM FOR A HOT CYCLE HEAVY- 
LIFT HELICOPTER. 
AD-651 217 1C U67 12 HCS 3.00 MFS 0.65 

HUMAN ENGINEERING LABS ABERDEEN PROVING GROUND MD 
KEEPING TRACK OF SEQUENTIAL EVENTS EFFECTS OF STIMULUS ON- 
TIME AND INTERSTIMULUS OFF-TIME. 
A0-650 936 5J U6T 12 

KEEPING TRACK OF SEQUENTIAL EVENTS IRRELEVANT INFORMATION 

AND PACED REHEARSAL, 

AD-650 997 5J U67T 12 

HUMAN ENGINEERING LABS.» ABERDEEN PRUVING GROUND, MD. 
REPORT ON PRELIMINARY OBSERVATIONS OF HUMAN ENGINEERING 
PROBLEMS UNDER ARCTIC CONDITIONS 1952-53, 


AD-12 497 5H U67 12 HCS 3.00 

A LITERATURE SURVEY OF HUMAN PERFORMANCE UNDER ARCTIC 
ENVIRONMENT, 

AD-63 045 5E U67T 12 HCS 3.00 MFS 0.65 


WUMAN FACTORS RESEARCH INC GOLETA CALIF 
TEMPORAL PATTERNS OF SIGNALS AND VIGILANCE PERFORMANCE. 
AD-651 047 5E U67T 12 HCS 3.00 MFS 0.65 


HUMAN SCIENCES RESEARCH INC MCLEAN VA 4710 
CONSUMER BEHAVIOR AND WORKER PARTICIPATION IN RECOVERY 
ACTIVITIES, 
AD-651 098 15C U67 12 HCS 3.00 MFS 0.65 
HYODRONAUTICS INC LAUREL MO 
THE MAINTENANCE OF REYNOLOS STRESS IN TURBULENT SHEAR FLOW. 
AD-650 732 200 U67 12 


{OM WATSON RESEARCH CENTER YORKTOWN HEIGHTS N Y 
LASER-PUMPED STIMULATED EMISSION FROM ORGANIC DYES 
EXPERIMENTAL STUDIES AND ANALYTIC COMPARISONS, 
AD-650 736 20€ U67 12 


IBA WATSON RESEARCH CENTER, YORKTOWN HEIGHTS, N. Y. 
AN EXPERIMENTAL SYSTEM FOR THE EXCHANGE OF SCIENTIFIC 
INFQRMATLON, 


A0-297 278 58 U67 12 HCS 3.00 





IDAHO NUCLEAR CORP., IDAHO FALLS. UTAH STATE UNIV.+ LOGAN. 
LINEAR-MOTION BENT-CRYSTAL GAMMA-RAY SPECTROMETER, 
IN-1025 180 N21 09 HCS 3.00 MFS 0.65 


IIT RESEARCH INST CHICAGO ILL 
STUDY OF DETERMINE DESIGN CRITERIA FOR A STEREO FIBER OPTIC 
PERISCOPE FOR AIRCRAFT APPLICATION. 
AD-651 060 1C U67 12 HCS 3.00 MFS 0.65 


TIT RESEARCH INST CHICAGO ILL MECHANICS RESEARCH DIV 
A SURVEY OF THE METHOD OF INITIAL PARAMETERS, 
AD-650 912 134 U67 12 HCS 3.00 MFS 0.65 


IIT RESEARCH INST.» CHICAGO, ILt. 
DEVELOPMENT OF NEUTRON SPECTROMETRY FOR CRITICAL ASSEMBLIES. 
LITRI-578P 31-1 16D N21 09 HCS 3.00 MFS 0.65 


ERROR ANALYSIS OF CELESTIAL-INERTIAL NAVIGATION FOR LOW 
THRUST INTERPLANETARY VEHICLES. 
N67-21983 17G SOS 11 HCS 3.00 MFS 0.65 
SURVEY OF DETECTORS AND DYNAMIC CALIBRATION METHODS FOR 
REMOTE SENSING SYSTEMS. 
N67-22779 14C SOS 11 HCS 3.00 MFS 0.65 
ILLINOIS INST OF TECH CHICAGO DEPT OF MECHANICS 

MINIMUM WEIGHT DESIGN OF STRUCTURES. 

AD-651 139 13m U67 12 HCS 3.00 MFS 0.65 


ILLINOIS STATE NATURAL HISTORY SURVEY URBANA 
THE ANALYSIS OF THE CONTROL OF ACTIVATED ANTI-ROLL TANKS. 
AD-650 724 13) U67 12 HCS 3.00 MFS 0.65 


ILLINOIS STATE WATER SURVEY URBANA 
RAINDROP DISTRIBUTIONS AT MAJURO ATOLL, MARSHALL ISLANDS. 
AD-650 913 46 U67 12 HCS 3.00 MFS 0.65 


ILLINOIS UNIV URBANA 
THE WATER CONTENT OF HARDENED CONCRETE. 
A0-650 822 118 U67 12 HCS 3.00 MFS 0.65 


THE PLASTIC RESPONSE OF SOLIDS, 
AD-651 153 20K U67T 12 HCS 3.00 MFS 0.65 


ILLINOIS UNIV URBANA ANTENNA LAB 
THEORY OF PARTIAL COHERENCE A REVIEW. 
AD-651 068 20F U67 12 HCS 3.00 MFS 0.65 


ILLINOIS UNIV URBANA DEPT OF MINING METALLURGY ANU PETROLEUM 
ENGINEER ING 
PLASTIC FLOW RATES IN NYLON INTERPRETED IN TERMS OF 
DISLOCATION MOTION, 
A0-650 578 1lI U67 12 HCS 3.00 MFS 0.65 
ILLINOIS UNIV URBANA DEPT OF PHYSICS 1422 
VIOLATION OF CP INVARIANCE AND NON-LEPTONIC DECAYS, 
A0-650 951 20H U6T 12 HCS 3.00 MFS 0.65 


A REGGE-QUARK MODEL OF HADRON SCATTERING, 
AD-651 038 20H U67 12 HCS 3.00 MFS 0.65 


NEUTRON SPECTRA FROM MONOENERGETIC PHOTONS ON BISMUTH. 
AD-651 LLL 20H U67 12 HCS 3.00 MFS 0.65 


ILLINOIS UNIV URBANA TRAINING RESEARCH LAB 
CONTEXTUAL PREDICTABILITY AND FREQUENCY FACTORS. 
AD-651 095 5G U67 12 HCS 3.00 MFS 0.65 


ILLENOIS UNIV., URBANA. COORDINATED SCIENCE LAB. 
PASSIVE DAMPING OF THE GENERAL RELATIVITY SATELLITE GYRO. 
N67-23061 17G SOS 11 HCS 3.00 MFS 0.65 


INDIANA UNIV. FOUNDATION, BLOOMINGTON. 
NATIONAL ARTS CENTER PROJECT FEASIBILITY STUDY. 
PB-174 469 SC U67T 12 HCS 3.00 MFS 0.65 


INDIANA UNIV., BLOOMINGTON. DEPT. OF ANATOMY AND 

PHYSIOLOGY. 
THE INFLUENCE OF ALTITUDE ON THE ANAEROBIC AND AEROBIC 
CAPACITIES OF MEN IN WORK FINAL SCIENTIFIC REPORT. 
N67-23252 6S $05 11 HCS 3.00 mFS 0.65 


OISTRIBUTION OF LACTIC ACID BETWEEN PLASMA AND RED CELLS 
DURING WORK AND RECOVERY. 
N67-23255 6S $05 11 HCS 3.00 MFS 0.65 
INFORMATION MANAGEMENT INC BURLINGTON MASS 
SYSTEM DEVELOPMENT PLAN FOR A NATIONAL CHEMICAL INFORMATION 
SYSTEM. 
A0-650 900 58 U67 12 HCS 3.00 FS 0.65 
SYSTEM PERFORMANCE SPECIFICATION FOR A NATIONAL CHEMICAL 
INFORMATION SYSTEM. 
A0-650 901 58 U67 12 HCS 3.00 MFS 0.65 
INNSBRUCK UNIV. (AUSTRIA). INST. FOR THEORETICAL PHYSICS 
NUMERICAL TREATMENT OF NON-IDEAL MGO BASIC EQUATIONS. 
N67-22449 201 SOS 11 HCS 3.00 HFS 0.65 


GASOYNAMIC METHODS IN MAGNETOHYDROOYNAMICS FINAL REPORT, 1 


JAN. 1963 —- 31 DEC. 1966. 


N67-23120 201 SOS 11 HCS 3.00 HFS 0.65 


INSTITUT FRANCO-ALLEMAND DE RECHERCHES, ST. LOUIS (FRANCE). 
NON-LDEAL DETONATION WITH CONSTANT LATERAL EXPANSION. 
N67-23072 218 SOS 11 HCS 3.00 HFS 0.65 

INSTITUT FUR PLASMAPHYSIK G.M.B.He» GARCHING (WEST GERMANY). 


BINOING ENERGIES OF THE NEXT INNER SUBSHELL OF ATOMS AND 
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INS-JEB 


IONS FROM 6 TO ZN. 


N67-22982 7D SOS AL HCS 3.00 MFS 0.65 


EXPERIMENTAL INVESTIGATIUNS UF A HYDROGEN ARC IN AN AXIAL 
MAGNETIC FIELO. 
N67-22986 201 $05 11 HCS 3.00 MFS 0.65 
EXPERIMENT STUDYING THE INTERACTION OF SHOCK WAVES WITH 


STATIGNARY MAGNETIC FIELDS. 
N67-22988 201 $05 11 HCS 3.00 MFS 0.65 


MEASUREMENTS OF THE OIFFUSION KATE OF A WEAKLY IONIZED 
PLASMA TRANSVERSE TO A MAUNETIC FIELD. 
N67-23078 201 SOS Ll HCS 3.00 MFS 0.65 


INSTITUTE FOR ADVANCED STUOY PRINCETON N J 
UBER POINCARESCHE KELHEN ZUK STEGELSCHEN MUDULGRUPPE (ON 
POINCARES SERIES FOR SIEGEL*S MOVULAR GROUP), 
AD-651 080 12A U6T 12 


BEMERKUNGEN ZUR KONVERGENZ VON PUINCARESCHEN KEIHEN 
(OBSERVATIONS ON CONVERGENCE OF POINCARES SERIES), 
AD-651 O81 12A Vol 12 


INSTITUTE FOR DEFENSE ANALYSES ARLINGTON VA RESEARCH AND 
ENGINEERING SUPPORT DIV 
THE EXCITATION OF ELECTRONIC ANU UTHER DEGREES OF FREEDOM IN 
A HYPERSONIC SHOCK WAVE IN AIR. 
AD-650 950 200 U67 12 HCS 3.00 MFS 0.65 
INSTITUTE FOR DEFENSE ANALYSES, ARLINGTUNs VA. ECONOMIC AND 
POLITICAL STUDIES DIV. 
THE EVALUATION OF SELECTED PRESENT AND POTENTIAL POVERTY 
PROGRAMS, 
PB-174 444 5C U67 12 HCS 3.00 MEFS 0.65 
THE DISTRIBUTION OF GROSS BENEFITS OF PRESENT FEDERAL 
WELFARE AND INCOME MAINTENANCE PRKUGKAMS, 
PB-174 445 5A U6T 12 HCS 3.00 MFS 0.65 


POVERTY AND LABOK-FURCE PARTICIPATION. 
PB-174 446 51 U67 12 HCS 3.00 MFS 0.65 


THE STRUCTURAL CHANGE HYPOTHESIS FUR EMPLOYMENT AMONG YOUTH, 
THE AGED, AND MINORITIES A CRITICAL ANALYSIS. 
PB-174% 447 51 U67 12 HC$ 3.00 MFS 0.65 


COMPARISON OF ALTERNATIVE METHUODS UF PKOJECTING THE POVERTY 
RATE. 


PB-174 448 51 U67 12 HCS 3.00 MFS 0.65 


PROJECTIONS OF THE NUMBER OF PUOR FAMILIES TO 1970 AND 1975. 
PB-174 449 51 U67 12 HCS 3.00 MFS 0.65 


INSTITUTE FOR PERCEPTLON RVO-TNO, SOESTERSERG (NETHERLANDS). 


SOUNDPRESSURE MEASUREMENTS UNGUARD WARSHIPS, I. 
NO7-23074 6S SOS Ll HCS 3.00 MFS 0.65 


INSTITUTE OF MODERN LANGUAGES INC WASHINGTON DC 
WATER SUPPLY SERVICE AND SANITARY ENGINEERING, 


A0-650 906 13A U6T 12 HCS 43.00 MFS 0.65 
ELECTRON-MICROSCOPE INVESTIGATION UF THE SYSTEM OF ALLOYS AL 
ZN-MG, 

AD-650 909 LLF U6? 12 HCS 3.00 MFS 0.65 


INSTITUTES FOR ENVIRONMENTAL RESEARCH, BOULDER, COLO. 
A THREE-DIMENSIONAL RAY TRACING COMPUTER PRUGRAM. 
PB-174 502 20N U67 12 HCS 3.00 MFS 0.65 


QUARTERLY RADIO NOISE DATA SEPTEMBER, OCTOBER, NOVEMBER 
1965. 


P6-174 530 20N U6T 12 HCS 3.00 MFS 0.65 


INTERMOUNTAIN FOREST AND RANGE EXPEKIMENT STATION, OGDEN, 
UTAH. 
SKIING TRENOS AND OPPORTUNITIES IN THE WEWSTERN STATES. 


PB-174 473 SC U67 12 HCS 3.00 MFS 0.65 
INTERNATIONAL CENTRE FOR THEORETICAL PHYSICS, TRIESTE 
irae UNETARY REPRESENTATIONS UF THE SIMILITUDE GROUP OF SPACE 
ner-226e1 20H SO5 LL HC$ 3.00 MFS 0.65 


SEPARABLE NUN-LOCAL TWO-NULLEON POTENTIAL FOR ODD-PARITY 
SPIN TRIPLET STATES. 
N67-22484 20H SOS LL HCS 3.00 MFS 0.65 
RELATION BETWEEN PROTON-NUCLEUS AND PROTON- NUCLEON 

INTERACTION AT 20 GE Ve. 
N67-22489 20H SO5 11 HC$ 3.00 MFS 0.65 
S U3 WIGNER COEFFICIENTS IN ANGULAR MOMENTUM SPACE. 

N67-22501 20H $05 11 HCS 3.00 MFS 0.65 


VELOCITY SPACE INSTABILITIES IN A TORUIDAL GEOMETRY. 
N67-22905 201 $05 Ll HC$S 3.00 MFS 0.65 


SUPERCONVERGENCE IN PIUN PHOTUPRODUCTION. 
N67~233861 20H $05 LL HCS 3.00 MFS 0.65 


MATRIX ELEMENTS FOR IRREOUCIBLE REPRESENTATIONS OF THE 
U/6,6/ ALGEBRA IN HARMONIC FUNCTIUN SPACE. 
N67—-23362 20H SOS LL HCS 3.00 MFS 0.65 


RELATION BETWEEN BARE AND PHYSICAL MASS OF VECTOR BOSONS IN 
A TWO-DIMENSIONAL FIELD THEORY. 


N67-23385 20H SOS LL HCS 3.00 MFS 0.65 
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STRESS TENSOR AND THE 2PLUS MESONS. 
N67-23386 20H SOS LL HCS 3.00 MFS 0.65 


ON OISCRETE DEGENERATE REPRESENTATIONS OF THE CONFORMAL 
GROUP IN SPACE-TIME. 
N67-23387 


NUCLEAR MATRIX ELEMENTS OF FIKST FORBIODEN BETA TRANSITIONS 
IN THE NILSSON MODEL. 


12A $05 11 HCS 3.00 MFS 0.65 


N67~23388 20H SOS 11 HCS 3.00 MFS 0.65 
PERTURBATION OF RESONANCE STATES AND ENERGY SHIFT IN MIRROR 
NUCLEI. 

N67-23389 20H SOS 11 HCS 3.00 MFS 0.65 


INFLUENCE OF STATIC, RADIAL ELECTRIC FIELOS ON TRAPPED 
PARTICLE INSTABELITIES IN TOROIDAL SYSTEMS. 
N67-23391 201 SOS 11 HCS 3.00 MFS 0.65 


PLASMA WAVE REFLECTION IN SLOWLY VARYING MEDIA. 
N67~23392 201 SOS 11 HCS 3.00 MFS 0.65 


THE LAMBDA-LAMBDA HYPERNUCLEUS LAMBDA-LAMBDA HE6. 
N67-23393 20H S$O5 11 HCS 3.00 MFS 0.65 


ON THE QUASI-LINEAR LIMIT OF A DRIFT INSTABILITY AND ITS 
RELATION TO AURORAL BOMBARDMENT. 
N67-23394 4A SOS 11 HCS 3.00 MFS 0.65 


IOWA STATE UNIV AMES DEPT OF SOCIOLOGY AND ANTHROPOLOGY 
SYSTEM LINKAGES AMONG WOMEN'S ORGANIZATIONS AN EXPLORATORY 
STUDY OF MEMBERSHIP AND LEADERSHIP LINKAGES AMONG WOMEN'S 
FORMAL ORGANIZATIONS IN A LOCAL COMMUNITY. 

AD-651 049 SK U67T 12 HCS 3.00 MFS 0.65 


IOWA UNIV IOWA CITY DEPT OF CHEMISTRY 1601 
LADDER POLYQUINOXAL INES, 


AD-650 707 7D U6? 12 


ISRAEL ATOMIC ENERGY COMMISSION YAVNE SOREQ RESEARCH 
ESTABLISHMENT 
ZERO PHONON LINES IN DIAMOND AND Pyne a MODES, 
AD-650 756 


ISRAEL INST. OF TECH., HAIFA. 
DECAY OF TURBULENT AXISYMMETRICAL FREE FLOWS WITH ROTATION. 
N67-22916 1A SOS 11 HCS 3.00 MFS 0.65 
ISRAEL PROGRAM FOR SCIENTIFIC TRANSLATIONS, LT0., JERUSALEM. 


PLASMA PHYSICS AND CONTROLLED THERMONUCLEAR FUSION. 


N67~21881 201 $05 11 HCS 3.00 MFS 0.65 
INSTRUMENTS AND METHODS FOR ete WY OB SERVATIONS. 
N67~21984 $05 11 HC 3.00 MFS 0.65 


NON-STATIONARY HEAT AND MASS ar oe 
N67-22041 SOS 11 HC$ 3.00 MFS 0.65 


FIVE HUNDRED KV LONG-DISTANCE ELECTRIC TRANSMISSION. 
N67-22181 9C SOS LL HCS 3.00 MFS 0.65 


ANTARCTICA COMMISSION REPORTS 1963. 
N67~-22341 8G $05 11 HCS 3.00 MFS 0.65 


STAUB, VOLUME 26, NO. 8. 

N67-23440 61 SOS 11 HCS 3.00 MES 0.65 
ISTITUTO SUPERIORE DI SANITA, ROME (ITALY). LABORATORI D1 
FISICA. 

SOME RESULTS OF THE MONTE CARLO CALCULATION OF THE (E, EFTP) 

REACTION FOR INCIDENT ENERGIES BETWEEN 300 AND 600 ME V. 

N67-23084 20H SOS 11 HCS 3.00 MFS 0.65 


ON THE ACID AND ALKALINE DENATURATION OF DNA AND ITS 
DEPENDENCE ON THE SALT CONCENTRATION. 
N67-230867 6A SOS 11 HCS 3.00 MFS 0.65 


ISTITUTO SUPERIORE ot SANITA, ROME (ITALY). LAB. DI 
FISICA. 
AN ANALYSIS OF QUAS I-FREE ELECTRON SCATTERING ON NUCLEI AND 
CALCULATION OF THE ENERGY SPECTRA AND ANGLUAR CORRELATIONS 
OF THE C12/E,E*P/ BLL REACTION USING THE DISTORTED- WAVE 
IMPULSE APPROXIMATION. 
N67-22927 20H SOS 1L HCS 3.00 MFS 0.65 
ISTITUTO UNIVERSITARIO NAVALE NAPLES (ITALY) 
RADIO LINKS AND ANTENNAS IN BOUNDLESS OR BOUNDED LOSSY 
MEOIA. 
AD~-650 719 178 U67 12 HCS 3.00 MFS 0.65 
G ENGINEERING RESEARCH ASSOCIATES BALTIMORE MD 
ELASTIC-PLASTIC RESPONSE OF STRUCTURES TO BLAST AND IMPULSE 
LOADS. 
AD-651 051 


JAPAN ATOMIC ENERGY RESEARCH INST., IBARAKI. 
RADIANT INTENSITY DETERMINATION OF PULSED PHOTON BEAMS 6Y 
PULSE-HEIGHT MEASUREMENTS. 
N67~22973 20H SOS 11 HCS 3.00 MFS 0.65 


= 


13M U67 12 HCS 3.00 MFS 0.65 


A QUICK RESPONSE IONIZATION SURVEY-METER. 

N67~-22975 16D SOS 11 HCS 3.00 MFS 0.65 
JAPAN BROADCASTING CORP., TOKYO. NHK TECHNICAL RESEARCH 
LABS 


AUTOMATIC TV AUDIO CUEING/OUBBING SYSTEM. 
N67-23419 14C SOS 11 HCS 3.00 MFS 0.65 


JET PROPULSION LAB.» CALIF. INST. OF TECH.» PASADENA. 
SOLUTION OF A CIRCULAR RING STRUCTURAL PROBLEM. 
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NO5- 82307 13M U67 12 HES 3.00 MFS 0.65 
FREE-FLIGHT TESTING IN HIGH-SPEED WIND TUNNELS. 
N67-23241 A SOS LL HCS 3.00 MFS 0.65 


SURVEYOR SPACECRAFT TELECOMMUNICATIONS. 
N67-23339 178 SOS LL HCS 3.00 MFS 0.65 


JOHNS HOPKINS UNIV BALTIMORE MO SCHUUL OF MEDICINE 
FETAL RESPONSE TU IMMUNIZATION. 
AD-650 922 6— UOT 12 HCS 3.00 MFS 0.65 

JOHNS HOPKINS UNIV SILVER SPRING MD APPLIED PHYSICS LAB 
SUPERSONLC GAS FLOW PAST A CYLINDRICAL PROTUBERANCE OF A 
PLATE. 
40-650 960 200 U67 12 HCS 3.00 MFS 0.65 

ANALYSIS OF CLAMPED-FREE CYLINDRICAL SHELLS UNDER THE ACTION 

OF NONAXISYMMETRIC LOADS AND TEMPERATURES, 

AD-650 976 20K U67 12 HCS 3.00 MFS 0.65 


A MINLATURE MONOSTRIP NANOSECOND PULSE DELAY LINE, 
AD-650 977 9A U6T 12 HCS 3.00 MS 0.65 


MULTI~CORE MEMORY MODULE UC TESTER, 
AD-650 978 9B UoT 12 HCS 3.00 MFS 0.65 


ANNA 16 SATELLITE DATA FOR DAYS 115 THROUGH 122, 
AD-650 979 226 U67 12 HC$ 3.00 MF$ 0.65 


FABRECATLON OF A THIN FILM FULL ADDER, 
AD-650 980 9C U67 12 HCS 3.00 MFS 0.65 


FLUTTER SIMULATION, 


AD-650 981 16B U67 12 HC$ 3.00 MFS 0.65 


RESEARCH STUDY ON HEF FIRE FIGHTING, : 
AD-650 982 13L U67 12 HCS 3.00 MFS 0.65 


NEURISTOR REALIZATION STUDIES, 


AD-650 983 60 U67 12 HCS 3.00 MFS 0.65 
MEASUREMENT. OF THE THICKNESS OF THIN FILMS BY MULTIPLE BEAM 
INTERFEROMETRY, 

AD-650 967 9k U6T 12 HCS 3.00 MFS 0.65 


RADIO-ACTIVE HEATING OF SATELLITES, 


AD-650 986 228 U67 12 HCS 3.00 MFS 0.65 
AN INVESTIGATION OF VACUUM DEPOSITED MULTILAYER THIN FILM 
CAPACITORS,» 

AD-650 990 9A U6T 12 HCS 3.00 MFS 0.65 


A STUDY OF THE OPERATION OF A PERMANENT MAGNET DO. C. MOTOR 
WITH PULSES, 
AD-650 991 9C U67T 12 HCS 3.00 MFS 0.65 
ANNA I MEMORY, 
AD-650 992 226 U67 12 HCS 3.00 MFS 0.65 
MULTI-CORE ASSEMBLY AUTOMATIC TEST PROGRAM, 

AD-650 993 96 U67 12 HCS 3.00 MFS 0.65 


THIN FILM ELECTRONIC AMPLIFIERS, 
9 


AD-650 994 —€ U67T 12 HCS 3.00 MFS 0.65 


THE COMPUTATION UF POWER SPECTRAL DENSITY, 


AD-650 995 12A U67 12 HCS 3.00 MFS 0.65 
MOMENTUM TRANSFER AS A MEANS UF OESPINNING A ROTATING 
SPACECRAFT. 

AD-651 004 228 U67 12 HCS 3.00 MFS 0.65 
A HIGH SPEED ELECTRONIC SWITCH FOR BI-POLAR ANALOGUE 
SIGNALS,» 

AD-651 008 9E U6T 12 HC$ 3.00 MFS 0.65 


SOME EFFECTS OF ELECTRON IRRADIATION AND TEMPERATURE ON 
SOLAR CELL PERFORMANCE, 
AD-651 013 106 U67 12 HCS 3.00 MFS 0.65 
JOHNSTON (WILLIAM H. LABS.» INCsoe BALTIMORE, MD. 

BASIC STUDIES IN RADIATIUN TECHNOLOGY. 

JL1-2901-75 166 N21 09 HC$ 3.00 MFS 0.65 


JOINT INST. FOR NUCLEAR RESEAKCH, DUBNA (USSR). LAB. OF 
NUCLEAR PROBLEMS. 
METHODS TAKING ACCOUNT UF COULOMB SCATTERING ANDO 
BREMSSTRAHLUNG FOR BUSKLE CHAMBER TRACKS TREATMENT. 
N67-23214 18D SO5 11 HCS 3.00 MFS 0.65 


KERNFORSCHUNGSANLAGE, JUELICH (WEST GERMANY). 
TENTRALINSTITUT FUER ANGEWANUTE MATHEMATIK. 
LINEAR EIGENVALUE PROBLEMS UF ARBITRARY ORDERS WITH 
DISSUCIATE BOUNDARY CONDITIONS. 


N67-22096 12A SO5 Ll HCS 3.00 MFS 0.65 
KERNFORSCHUNGSANLAGE, JUELICH (WEST- GERMANY). 

THERMIONIC. 

N67~22922 161 $05 11 HCS 3.00 MFS 0.65 


KERNFORSCHUNGSANLAGE, JUELICH (WEST GERMANY). 

ZENTRALBIBL IUTHEK. 
NEON - ITS PHYSICAL ANU PHYSICAL~CHEMICAL PROPERTIES - A 
B1BL LOGRAPHY. 
N67-22940 76 S$O5 11 HCS 3.00 MFS 0.65 

KERNFORSCHUNGSANLAGE, JUELICH (WEST GERMANY). 

ARBELTSGRUPPE INSTITUT FUER TECHNISCHE PHYSIK. 
THE THERMIONIC DIODE AS VIRECT CONVERTERS OF HEAT INTO 
ELECTRICAL ENERGY. 





JET-KER 


N67-23024 10A SOS 11 HCS 3.00 MFS 0.65 
KERNFORSCHUNGSANLAGE, JUELICH (WEST GERMANY). 
ZENTRALINSTITUT FUER REAKTOREXPER IMENTE. 
PULSED REACTOR — REFERENCES. 
N67-23028 181 SOS 11 HCS 3.00 MFS 0.65 
KERNFORSCHUNGSANLAGE, JUELICH (WEST GERMANY). 
ZENTRALABTEILUNG STRAHLENSCHUTZ. 
ISOQDOSES OF THE CS RADIATION EQUIPMENT OF THE KFA JUELICH 
(PROBLEM OF THE DEEP RAY THERAPY). 
N67-23029 6R SOS 11 HCS 3.00 MFS 0.65 


SPHERE TECHNIQUES FOR MEASURING FLUX DENSITIES ANO oose 
RATES OF THERMAL, INTERMEDIATE AND FAST NEUTRONS. 
N67-23075 160 SOS 11 HCS 3.00 MFS 0.65 


KERNFORSCHUNGSANLAGE, JUELICH (WEST GERMANY). 
ZENTRALINSTITUT FUER REAKTOREXPERIMENTE. 

CONTEMPORARY PROCESSES OF SPECTROSCOPY OF FAST NEUTRONS 

USING THRESHOLD VALUE PROBES. 

N67-23091 180 SOS 11 HCS 3.00 MFS 0.65 
KERNFORSCHUNGSANLAGE, JUELICH (WEST GERMANY). 
PROJEKTABTEILUNG. 

REACTOR PRESSURE VESSELS MADE OUT OF PRESTRESSED CONCRETE - 

SHORT OUTLINE OF DEVELOPMENT TO DATE. 

N67-23097 18t SOS 11 HCS 3.00 MFS 0.65 
KERNFORSCHUNGSANLAGE, JUELICH (WEST GERMANY). INSTITUT 
FUER REAKTORBAUVELEMENTE. 

GAMMA SPECTROMETRY WITH SEMICONDUCTOR DETECTORS. 

N67-22139 1860 $05 11 HCS 3.00 MFS 0.65 
KERNFORSCHUNGSANLAGE, JUELICH (WEST GERMANY). INSTITUT 
FUER PHYSIKALISCHE CHEMIE. 

ELECTROCHEMICAL NUCLEAR ENERGY CONVERTER. 

N67-22468 10A SOS 11 HCS 3.00 MFS 0.65 


ELECTROCHEMICAL HEAT CONVERTER. 
N67-22469 10A SO5 11 HCS 3.00 MFS 0.65 
KERNFORSCHUNGSANLAGE, JUELICH (WEST GERMANY). INSTITUT 

FUER REAKTORWERKSTOFFE. 

ATOMIZING OF SOLID BODIES BY ION BOMBARDMENT. 

N67-22901 20t SOS 11 HCS 3.00 MFS 0.65 
KERNFORSCHUNGSANLAGE, JUELICH (WEST GERMANY). INSTITUT 
FUER REAKTORENTWICKLUNG. 

ENERGY TRANSFER USING THE MOSEL REACTOR. 

N67-22928 161i SOS 11 HCS 3.00 MFS 0.65 
KERNFORSCHUNGSANLAGE, JUELICH (WEST GERMANY). INSTITUT 
FUER PHYSIKALISCHE CHEMIE. 

ISOTOPE EXCHANGE BETWEEN HYDROGEN AND LIQUID AMMONIA IN THE 

PRESENCE OF A HETEROGENEOUS CATALYST. 

N67-23026 78 $05 11 HCS 3.00 MFS 0.65 
KERNFORSCHUNGSANLAGE, JUELICH (WEST GERMANY). INSTETUT 
FUER REAKTORWERKSTOFFE. 

THE DISPERSION CURVE FOR ROTATION VIBRATION OF A TETRAHEORAL 

MOLECULE IN A FACE-CENTEREO GRID WITH TETRAGONAL MOLECULAR 

ORIENTATION. 

N67-23027 70 SOS 11 HCS 3.00 MFS 0.65 
KERNFORSCHUNGSANLAGE, JUELICH (WEST GERMANY). INST. FUER 
REAKTORENTWICKLUNG. 

PHYSICAL PROPERTIES OF FLUORIDE MOLTEN SALTS, WITH SPECIAL 

APPLICATION TO THE MOSEL REACTOR CONCEPT. 

N67-23030 16J SOS 11 HCS 3.00 MFS 0.65 
KERNFORSCHUNGSANLAGE, JUELICH (WEST GERMANY). INST. FUER 
REAKTORWERKESTOFFE. 

A PHYSICO-CHEMICAL ANALYTIC METHOD FOR THE TESTING OF 

REACTOR MATERIALS AND NUCLEAR FUEL. 

N67-23031 18J SOS 11 HCS 3.00 MFS 0.65 


KERNFORSCHUNGSANLAGE, JUELICH (WEST GERMANY). INST. FUER 
REAKT ORENTWICKLUNG. 

AN EVALUATION OF THORIUM FUEL CIRCULATION. 

N67-23032 16t SOS 11 HCS 3.00 MFS 0.65 
KERNFORSCHUNGSANLAGE, JUELICH (WEST GERMANY). INST. FUER 
MEDIZIN. 

EQUIPMENT FOR LOCAL IRRADIATION OF TRANSPLANTED MOUSE TUMORS 

WITH THERMAL NEUTRONS IN REACTOR FRJ-1. 

N67-23033 6R SOS 11 HCS 3.00 MFS 0.65 
KERNFORSCHUNGSANLAGE, JUELICH (WEST GERMANY). INST. FUER 
NEUTRONENPHY SIK. 

A HIGH DISSIPATION SPECTROMETER FOR VERY SLOW NEUTRONS FOR 

THE APPLICATION TO THE COLD SOURCE OF A MAXIMUM FLUX 

REACTOR. 

N67-23034 180 SOS 11 HCS 3.00 MFS 0.65 
KERNFORSCHUNGSANLAGE, JUELICH (WEST GERMANY). INST. FUER 
REAKTORBAUEL EMENTE. 

A DISTRIBUTION SYSTEM FOR A MULTICHANNEL HIGH FREQUENCY 


IMPULSE ANALYZER. 
N67-23035 148 SOS LL HCS 3.00 HFS 0.65 


KERNFORSCHUNGSANLAGE, JUELICH (WEST GERMANY). LABORATORIUA 
FUER RADIOAKTIVE FESTKOERPER. 
TMPROVING ECONOMY WITH THE USE OF STANDARDIZED, MOVABLE, IN- 
CELL BOXES, AND THE DECONTAMINATION OF THEIR EQUIPMENT AT 
THE CENTRAL DECONTAMINATION FACILITY. 
N67-22440 16F SOS 11 HCS 3.00 HFS 0.65 


OLSASSEMBLY OF TEST IRRADIATIONS ANO FUEL ELEMENTS IN SMALL 
CAST IRON, ALPHA-GAMMA-CELLS AND THEIR SUBSEQUENT HANDLING. 
N67-22467 16F SOS 11 HCS 3.00 HFS 0.65 
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DISASSEMBLY AND SAMPLING OF GRAPHITE GALL FUEL ELEMENTS. 
N67— 23065 16J $05 LL HC$ 3.00 MFS 0.65 


PACKAGING DISASSEMBLED FUEL ELEMENTS ANO RADIOACTIVE WASTE 

IN THE HOT CELLS AT THE KERNFORSCHUNGSANLAGE, JUELICH. 

N67-23066 186G SO5 11 HC$S 3.00 MFS 0.65 
KERNFORSCHUNGSANLAGE, JUELILH (WEST GERMANY). ZENTRALLABOR 
FUER CHEMISCHE ANALYSE. 

THE GEOMETRIC FIELOS ABSULUTELY DETERMINED BY THE BETA-GAMMA 

COINCIDENCE METHOD. 

N67-22136 18H SO5 11 HCS 3.00 MFS$ 0.65 


KERNFORSCHUNGSANLAGE, JUELICH (WEST GERMANY). TECHNISCHE 
HOCHSCHULE MUNCHEN (WEST GERMANY). INSTITUT FUER NEUTRONEN 


PHYSIK. 

NEUTRON CONDUCTORS - A KEPURT ON THE CURRENT STATE OF 

DEVELOPMENT. 

N67-22934 206 SOS 11 HC$ 3.00 MFS 0.65 
KERNFORSCHUNGSZENTRUM, KARLSRUHE {WEST GERMANY). INSTITUT 
FUER EXPEKRIMENTELLE KERNPHYSIK. 

ELECTRONIC SAFETY DEVICES WITH MU A READINGS FOR 

SEMICONDUCTOR DETECTORS. 

N67-23215 18D SOS 11 HC$ 3.00 MFS$ 0.65 
KOLLSMAN INSTRUMENT CORP., ELMHUKST, Ne Ye SPACE DIV. 


HANDHELD SPACE SEXTANT UPERATING MANUAL. 


N67-22065 22u $05 11 HCS$ 3.00 MFS 0.65 
KYOTO UNIV. (JAPAN). RESEARCH INST. FUR FUNDAMENTAL 
PHYSICS. 
TWO NUCLEONS EMISSION PROCESS IN CHI-MESONS ABSORPTION. 
N6@7-22952 20H SOS LL HCS$ 3.00 MFS 0.65 


LABORATOIRE DE PHYSIQUE THEORIQUE ET DES HAUTES ENERGIES, 
ORSAY (FRANCE). 

ISOTOPIC SPIN ANALYSIS UF POSSIBLE CP VIOLATING EFFECTS IN K 

VIELO 3 PI. 

N67-22464 20H SOS LL HCS 3.00 MFS 0.65 
RIGOROUS LOWER BOUND ON THE COMPRESSIBILITY OF A CLASSICAL 
SYSTEM. 
N67-22933 12A SOS LL HCS 3.00 MFS 0.65 
LABORATOIRE DE PHYSIQUE THEORIQUE ET DES HAUTES ENERGIES, 
ORSAY (FRANCE). FACULTE DES SCIENCES. 

BARYON-ANTIBARYON PAIR PRODUCTION IN A QUARK MODEL. 

N67-22938 20H SOS 11 HCS 3.00 MFS 0.65 


PRODUCTION OF ETA AND THE DEPHASING ANALYSIS OF THE PI- 
NUCLEON OIFFUSION. 
N67-22939 20H SOS 11 HC$ 3.00 MFS 0.65 
LABORATOIRE DE PHYSIQUE THEORIQUE ET DES HAUTES ENERGIES, 
GRSAY (FRANCE). 

HYPERON-NUCLEON INTERACTIONS AND ASSOCIATE PRODUCTION ON THE 

DEUTERON. 

N67-22990 20H SO5 1L HCS 3.00 MFS$ 0.65 
A MODEL FOR ELESTIC SCATTERING AT HIGH ENERGY ANO LARGE 
MOMENTUM TRANSFER. 
N67-23003 20H SOS LL HCS 3.00 MFS 0.65 
A QUARK MODEL FOR PARITY VIOLATING NON LEPTONIC DECAYS. 
N67-23067 20H $05 1L HC$ 3.00 MFS 0.65 


FINAL STATE LAMBDA-NEUTRKON INTERACTIONS IN GAMMA PLUS D 
VIELOS K PLUS PLUS LAMBDA PLUS N. 
N67-23069 20H SO5 Ll HC$S 3.00 MFS 0.65 


LABORATORIUM FUR BETRIEBSFESTIGKEIT, DARMSTAOT (WEST 
GERMANY). 
INFLUENCE OF THE CYCLE RATIO ON THe FATIGUE STRENGTH OF 
ORILLED FLAT BARS OF ST 37 STEEL MATERIAL. PART 8 - MULTI- 
STEP AND PROGRAM TESTS. 
N67-22961 20K S05 LL HCS 3.00 MFS 0.65 
FATIGUE STRENGTH OF NOTCHED AND UNNOTCHED SPECIMENS OF AL MG 
SI 1 (6061 T-6) AND AL MG 5/5056/. 
N67-23015 11F SOS 1L HCS 3.00 MFS 0.65 


LAMONT GEQGLOGICAL OBSERVATURY PALISADES N Y 
LOWER CRETACEOUS ROCKS (NEOCOMIAN-ALBIAN) DREOGEO FROM BLAKE 
ESCARPMENT, 
AD-650 677 8G U67 12 
SEDIMENTS OF THE CAICOS OUTER RIDGE, THE BAHAMAS, 
AD-650 679 8G U67 12 


AN EOCENE DREDGE HAUL FROM THE TUAMONTU RIDGE, 
AD-650 680 8G U67 12 


LEHIGH UNIV BETHLEHEM PA SURFACE CHEMISTRY LAS 
THE INTERACTION OF NITROUS OXIDE WITH GERMANIUM SURFACES, 
AD-650 706 70 U67 12 


LETOURNEAU-WESTINGHOUSE CU.» PEORIA, ILL. 
TESTS CONDUCTED ON THE WAGCO TRANSIT TRUCK. 
P8174 539 13F U67 12 HC$ 3.00 MFS 0.65 


LIN (T ¥) AND ASSOCIATES VAN NUYS CALIF 05 
‘MANUAL OF DATA GATHERING PRACTICE RELATIVE TO THE 
REUSABILITY OF BUILDINGS AFTER A WARFIRE, 
AD-651 009 13L U67 12 HCS 3.00 MFS 0.65 


TRIAL SURVEY AND ANALYSIS OF SEVERAL BUILDINGS RELATIVE TO 


THEIR REUSABILITY AFTER A WARFIRE. 
A0-651 010 13L U67 12 HCS 3.00 MFS 0.65 
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LITTLE (ARTHUR Do)» INC.» CAMBRIDGE, MASS. 

FUTURE MARKET FOR UTILITY COAL IN NEW ENGLAND. 

PB-174 540 SC U67T 12 HCS 3.00 MFS 0.65 
LITTON SYSTEMS, INC., BEVERLY HILLS, CALIF. SPACE SCIENCES 
LABS. 

LUNAR SAMPLE RECEIVING LABORATORY GLOVE SYSTEM INTERIM 

MONTHLY PROGRESS REPORT, OCT. 1966 - JAN. 7. 

N67-23327 66 SOS 11 HCS 3.00 MFS 0.65 


LIVINGSTON ELECTRONIC CORP., MONTGOMERYVILLE, PA. 
LOW TEMPERATURE BATTERY QUARTERLY REPORTS, 14 MAR. — 13 SEP, 
1966. 
N67-22177 10C SOS 11 HCS 3.00 MFS 0.65 
LOCKHEED ELECTRONICS CO.» CLARK, Ne Jeo 
SIGNAL GENERATOR SG-47/USM-16 BYRON JACKSON 75. 
PB-174 584 148 U67 12 HCS 3.00 MFS 0.65 


LOCKHEED MISSILES AND SPACE CO PALO ALTO CALIF LOCKHEED PALO 
ALTO RESEARCH LAB 
EVALUATION OF SILICIOE COATINGS ON COLUMBIUM AND TANTALUM 
AND A MEANS FOR IMPROVING THEIR OXIDATION RESISTANCE, 
A0-650 675 L1C U67 12 


DEVELOPMENT OF IMPROVED STRUCTURAL DYNAMIC ANALYSIS. VOLUME 
If. COMPUTER GRAPHICS. 
AD-650 932 13M U67 12 HCS 3.00 MFS 0.65 
LOCKHEED MISSILES AND SPACE CO.» HUNTSVILLE. ALA. RESEARCH 
AND ENGINEERING CENTER. 
AUTOMATED NOSE FAIRING DESIGN —- RING AND SKIN CONSTRUCTION, 
N67-22180 2268 SOS 11 HCS 3.00 MFS 0.65 


AUTOMATED NOSE FAIRING DESIGN RING, SKIN AND STRINGER 
CONSTRUCTION TECHNICAL REPORT, JUL. ~ NOV. 1965. 
N67-22258 228 SOS LL HCS 3.00 MFS 0.65 


LOCKHEED MISSILES AND SPACE CO.s PALO ALTO, CALIF. 

RESEARCH LAB. 
PROTON-ELECTRON SPECTROMETER EXPERIMENTS ON GEMINI-4 AND 
GEMINI-7 FINAL REPORT, 27 MAY 1963 - 30 SEP. 1966. 
N67-23326 22A SOS 11 HCS 3.00 MFS 0.65 


LOCKHEED MISSILES AND SPACE CO.» SUNNYVALE, CALIF. 
GENERAL RESEARCH IN DIFFRACTION THEORY, VOLUME I, 
AD-241 228 20F U67 12 HCS 3.00 


LOCKHEED-CALIFORNIA CO BURBANK 
CONTRIBUTIONS TO THE DEVELOPMENT OF A POWER SPECTRAL GUST 
DESIGN PROCEDURE FOR CIVIL AIRCRAFT. 
A0-651 131 wiC U67 12 HCS 3.00 MFS 0.65 


DEVELOPMENT OF A POWER SPECTRAL GUST DESIGN PROCEDURE FOR 
CIVIL AIRCRAFT. 
AD-651 152 1C U67 12 HC$S 3.00 MFS 0.65 
LOS ALAMOS SCIENTIFIC LAB., N. ME 
EFFECTIVE TWO-GROUP GAMMA-RAY SPECTRA FOR THERMAL NEUTRON 
CAPTURE AND PROMPT FISSION, 
LA-3619 18F N21 09 HCS 3.00 MFS 0.65 
LOVELACE FOUNDATION FOR MEDICAL EDUCATION AND RESEARCH, 
ALBUQUERQUE, N. MEX. 
SPACE-CABIN ATMOSPHERES. PART III - PHYSIOLOGICAL FACTORS OF 
INERT GASES. 
N67-22676 6K SOS 11 HCS 3.00 MFS 0.65 
LOWELL TECHNOLOGICAL INST RESEARCH FOUNDATION MASS 
DETERMINATION OF A D-REGION NITRIC OXIDE DENSITY PROFILE BY 
VLF RADIO PROPAGATION, 
AD-650 673 4A U6T 12 HCS 3.00 MFS 0.65 
LTV AEROSPACE CORP., DALLAS, TEX. MISSILES AND SPACE DIV. 
FEASIBILITY STUDY OF STORAGE CONCEPTS FOR SCOUT AND OTHER 
NASA SOLIO PROPELLANT LAUNCH VEHICLES. 
N67-22887 220 SOS 11 HCS 3.00 MFS 0.65 


MANCHESTER UNIV. (ENGLAND). DEPT. OF MATHEMATICS. 
ON THE THEORY OF VIBRATIONAL RELAXATION IN GASES. 
N67-22794 70 SOS 18 HCS 3.00 MFS 0.65 


MANLABS INC CAMBRIOGE MASS 
FABRICATION OF DENSE FINE GRAINED CERAMIC MATERIALS. 
AD-650 663 118 U67 12 HCS 3.00 MFS 0.65 


MARYLAND UNIV BALTIMORE CLINICAL SHOCK UNIT 
METHYL ALCOHOL POISONING, 
AD-650 764 6E U6T 12 

EFFECT OF NOBLE-COLLIP ORUM SHOCK ON RESPIRATORY CONTROL IN 

RAT LIVER AND KIONEY MITOCHONORIA, 

AD-650 788 GA U6T 12 


MARYLAND UNIV BALTIMORE DEPT OF NEUROLOGY 
A COMPARATIVE STUDY OF PLETHYSMOGRAPHIC WAVES DERIVED FROM 
THE HEAD BY IMPEDANCE AND PHOTOELECTRIC TECHNIQUES, 
A0-650 786 6P U6T 12 


MARYLAND UNIV BALTIMORE DEPT OF SURGERY 
EFFECT OF HYPERBARIC OXYGENATION IN VITRO ON MAMMALIAN 
RESPIRATORY CHAIN-LINKED DEHYDROGENASES, 
AD-650 765 6A U6T 12 


MARYLAND UNIV COLLEGE PARK DEPT OF CHEMISTRY 
THE KINETICS OF ION ASSOCIATION IN MANGANESE SULFATE 
SOLUTIONS. If. THERMODYNAMICS OF STEPWISE ASSOCIATION IN 
WATER, 
A0-650 710 


MARYLAND UNIV COLLEGE PARK DEPT OF PHYSICS AND ASTRONOMY 
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DIRECT PROBE MEASUREMENTS IN THE AURORAL IONOSPHERE. 
AD-650 644 201 U67? 12 HCS 3.00 MFS 0.65 


MARYLAND UNIV COLLEGE PARK INST FOR FLUID DYNAMICS AND 
APPLIED MATHEMATICS 
COMPUTATIONAL METHODS FOK DETEKMINING LOWER BOUNDS FOR 
EIGENVALUES OF UPEKATORS IN HILBERT SPACE, 


A0-650 716 12A U67 12 

MODE SYNCHRONIZATION PHENOMENA IN UNIVERSAL PLASMA 
INSTABILITIES. 

AD-651 092 201 U67 12 HCS 3.00 MFS 0.65 


MARYLAND UNIV.» COLLEGE PARK. COMPUTER SCIENCE CENTER. 
DIGITAL ANALOG SIMULATION TECHNIQUES. 


N67-23279 96 SO5 11 HCS 3.00 MFS 0.65 
MARYLAND UNIV.s COLLEGE PARK. DEPT. OF ELECTRICAL 
ENGINEERING. 

BOOLEAN TRANSLATION OF THE SYMBOLIC DESIGN OF A DIGITAL 

COMPUTER. 

N67-23269 96 SOS 11 HC$S 3.00 MFS 0.65 


MASSACHUSETTS INST OF TECH CAMBRIDGE DEPT OF METALLURGY 
ON THE OILUTE SOLUTIONS OF SILVER, GOLD AND PLATINUM IN 
LIQUID LEAD. 

AD-650 961 LIF U67 12 


MASSACHUSETTS INST OF TECH CAMBRIUGE ENGINEERING PROJECTS 

Laé 
A SURVEY OF CORRELATION LENGTH MEASUREMENTS OF THE VORTEX 
SHEDDING PROCESS BEHIND A CIRCULAR CYLINDER. 
AD-650 649 200 U67 12 HCS 3.00 MFS 0.65 


MASSACHUSETTS INST OF TECH CAMBRIDGE RESEARCH LAB OF 
ELECTRONICS 
ACOUSTICAL DESCRIPTION OF SYLLABIC NUCLEI AN 
INTERPRETATION IN TERMS OF A DYNAMIC MODEL OF ARTICULATION, 
AD-650 676 17B U67 12 


MASSACHUSETTS INST OF TECH LEXINGTON LINCOLN LAB 
THEORY, DESIGN AND PERFORMANCE OF A RING CIRCULATOR. 
A0-650 582 9A U6T 12 HCS$ 3.00 MFS 0.65 


R ANDO O OF THE TECHNOLOGIES REQUIRED TU DESIGN AND FABRICATE 
ULTRAHIGH-SPEED COMPUTER SYSTEMS. 
AD-650 628 98 U67 12 HCS 3.00 MFS 0.65 


GENERAL RELATIVITY AND ITS EFFECTS ON PLANETARY ORBITS AND 
INTERPLANETARY OBSERVATIONS. 
AD-650 730 36 U67 12 HC$ 3.00 MFS 0.65 
OPERATIONAL LOW-POWER, LOW- TO HIGH-FREQUENCY DIGITAL 
CIRCUIT ELEMENTS REFINEMENTS, CHARACTERISTICS ANDO 
DEVELOPMENTS, 
AD-650 779 9E U67T 12 HCS 3.00 MFS 0.65 


SQLIO STATE RESEARCH 1967 1. 


AD-651 065 20L U67 12 HC$ 3.00 MFS 0.65 
MASSACHUSETTS INST. OF TECH.» CAMBRIUGE. RESEARCH LAB. OF 
ELECTRONICS. 

RESEARCH LABORATORY OF ELECTRUNICS QUARTERLY PROGRESS REPORT 

NO. 84. 

N67-22641 201 SO5 11 HCS 3.00 MFS$ 0.65 


MASSACHUSETTS INST. OF TECH.» CAMBRIDGE. DEPT. OF CIVIL 
ENGINEERING. 
LASER ASSISTED ROCK FRACTURE. 
PB-174 245 136 U67 12 HCS 3.00 MFS 0.65 
MASSACHUSETTS INST. OF TECH., CAMBRIDGE. ENGINEERING 
PROJECTS LAB. 
OYNAMICS OF FLEXIBLY SUPPORTED TUNNELS ANDO OTHER ROADBEDS, 
PB-173 645° 13M U67 12 HC$S 3.00 MFS$ 0.65 


STRESS = STRAIN IN ROLLING wae IN CONTACT, 
P8-173 6 OK U67 12 HCS 3.00 MFS 0.65 


SUPPLEMENT TO SURVEY OF TECHNOLOGY IN FLUID SUSPENSIONS 
PATENT SEARCH AND EFFECTS OF FORWARD SPEED, 
PB-173 653 13F U67 12 HCS 3.00 MFS 0.65 


MATERIALS ADVISORY BOARD, NAS-NRC, WASHINGTON, DO. C. 
DEVELOPMENT AND POSSIBLE APPLICATIONS OF PLASMA AND RELATED 
HIGH-TEMPERATURE GENERATING DEVICES. 

AD-242 334 201 U67 12 HC$ 3.00 


MAYO CLINIC, ROCHESTER, MINN. 
STUDIES OF THE EFFECTS OF ACCELERATION ON CARDIOVASCULAR AND 
RESPIRATORY DYNAMICS SEMIANNUAL STATUS REPORT. 
N67-22356 6S $05 11 HCS 3.00 MFS 0.65 


MCGILL UNIV.» MONTREAL (QUEBEC). SPACE RESEARCH INST. 
ORBITAL AND HIGH ALTITUDE PROBING POTENTIAL OF GUN LAUNCHED 
ROCKETS. 
N6@7-22465 4A SO5 1L HCS 3.00 MFS 0.65 

SIMPLE INTERNAL BALLISTICS THEORY FOR SINGLE AND DOUBLE 

CHAMBER GUNS. 

N67-23428 190 SO5 11 HCS 3.00 MFS 0.65 

WECHANICAL TECHNOLOGY INC LA\riAM 
ELASLOHYORODYNAMIC THEORY OF SPHERICAL BODIES IN NORMAL 
APPROACH MOTION. 
AD-651 154 200 U67 12 HCS 3.00 MFS 0.65 

EFFECTS OF VISCOELASTIC LUBRICANT ON SQUEEZE FILM 

LUBRICATLON BETWEEN IMPINGING SPHERES. 
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NATIONAL AVIATION FACILITIES EXPERIMENTAL CENTER ATLANTIC 
CITY NJ 
OPERATIONAL EVALUATION OF OME CO-LOCATED WITH ILS 
FACILITIES. 
40-650 565 17G U67 12 HOS 3.00 HFS 0.65 
LOW-COST WEATHER-CONTOURING ~~ 
40-650 615 U67 12 HCS 3.00 MS 0.65 
EVALUATION OF LORAN A AND C SIMULATOR. 
A0-650 611 17G U67 12 HCS 3.00 MFS 0.65 
MAXIMUM ACCURACY COMPATIBLE DME. 
AD-650 631 17G U67T 12 HCS 3.00 AFS 0.65 
AREA CONVERAGE DISPLAYS ANDO COURSE LINE COMPUTERS 
EXPERIMENTATION. 
A0-650 832 17G U6T 12 HCS 3.00 MFS 0.65 
EVALUATION OF SFO-315 MAGNETRON AND SOLID STATE OUPLEXER FOR 
ASOE-2. 
A0-650 833 171 U67 12 HCS 3.00 FS 0.65 


EVALUATION OF ATC6I-3 TRANSMITTER MODIFICATIONS AND OMNI 
ANTENNA. 
AD-650 634 ATI U67 12 HCS 3.00 MFS 0.65 
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EVALUATION OF SLATE IIL MARK I. 


AD-650 835 17G U67 12 HCS 3.00 MFS 0.65 
EVALUATION OF THE ASR VIVEO PHOTUGRAPHIC RECORDING 

TECHNI QUE. 

AD-650 637 17k U67T 12 HES 3.00 MFS 0.65 


EVALUATION OF VHF AND UHF ANTENNA ASSEMBLIES FA-5526, FA- 
5527, FA-5526. 
AD-650 838 9— U6T 12 HCS 3.00 MFS 0.65 
EXPERIMENTAL TESTING OF THE IMPROVED 3~-PULSE INTERROGATION 

SIDE LOBE SUPPRESSION SYSTEM. 
AD-650 840 171 U67 12 HCS 3.00 MFS 0.65 


EVALUATION OF AIR TRAFFIC CONTROL RADAR WEATHER DATA. 


AD-650 858 171 U67 12 HCS 3.00 MFS 0.65 
EVALUATION OF ILS CHECK LIGHT SYSTEM. 

AD-650 895 17G U67 12 HCS 3.00 MFS 0.65 
EVALUATION OF UHF ANTENNA COUPLERS TYPES CU-691/U AND CU- 
692/U. 

AD-650 896 9E U6T 12 HCS 3.00 MFS 0.65 


FEASIBILITY TEST OF SEARCH AND RESCUE RADIU BEACON. 
AD-650 698 L7G U67 12 HCS 3.00 MFS 0.65 


DATA TRANSFER EXPERIMENTATION FOR CONUS. 


AD-650 902 1E U67 12 HCS 3.00 MFS 0.65 
INTERFERENCE REOUCTION EQUIPMENT, TRANSMITTER FIXES. 

a0-650 915 176 U67 12 HCS 3.00 MFS 0.65 
SOME OPERATIONAL CHARACTERISTICS OF IN-PAVEMENT LIGHTING 
FIXTURES. 

AD-650 962 1— U67 12 HCS 3.00 MFS 0.65 


HUMAN FACTORS EVALUATION OF A LARGE SCREEN RADAR DISPLAY. 
AD-651 033 17G U67 12 HC$ 3.00 MFS 0.65 


VORTAC LOENTIFICATION LIGHT. 
AD-651 040 17G U67T 12 HC$ 3.00 MFS 0.65 


DALLAS/FT. WORTH REGIONAL AIRPORT SIMULATION STUDY. 
AD-651 158 17G U67 12 HCS 3.00 MFS 0.65 


NATIONAL BUREAU OF STANUAKOS, WASHINGTON, Us C. 
QUANBUM MECHANICAL CALCULATIONS OF THE SECOND VIRIAL 
COEFRICIENTS FOR HYDROGEN. 
NBS-TN-412 20J U67 12 HCS 0.15 MFS 0.65 

NATIONAL BUREAU OF STANUAROS, WASHINGTON, D0. Co. CENTER FOR 

COMPUTER SCIENCES AND TECHNOLOGY. 

AUTOMATIC TYPOGRAPHIC-QUALITY TYPESETTING TECHNIQUES “ 
STATE-OF-THE-ART REVIEW, 
NBS-MONO-99 14— U6T 12 HCS 0.70 MFS 0.65 

NATIGNAL BUREAU OF STANDARDS, WASHINGTON, De Co. INST. FOR 

BASIC STANDARDS. 

COLORS OF SIGNAL LIGHTS THEIK SELECTION, OEFINITION, 
MEASUREMENT» PRODUCTION, ANU USE,s 
NBS-MONO-75 136 U67 12 HC$ 0.40 MFS 0.65 


THERMAL RADIATION PROPERTY MEASUREMENT TECHNIQUES. 
NBS-TN-415 146 U67 12 HCS 0.50 MFS 0.65 


NATIONAL BUREAU OF STANDARKUS, WASHINGTON, D. Ce. OFFICE OF 
INVENTION ANDO INNOVATION. 
JUDICIAL CONSIDERATION OF TECHNOLOGICAL FACTORS IN ANTITRUST 
ACTIONS, 
PB-174 532 5D U6T 12 HCS 3.00 MEFS 0.65 
NATIONAL ENGINEERING SCIENCE CO PASADENA CALIF 
DYNAMIC ANALYSIS OF THE TETHERING CABLE PORTION OF A HIGH 
ALTITUDE TETHERED BALLOUN SYSTEM UNDER FULLY DEPLOYED 
CONDITIONS. 
AD-651 024 1C U67 12 HC$ 3.00 MFS 0.65 
NATIONAL ENVIRONMENTAL SATELLITE CENTER, 
PUBLICATIONS BY STAFF MEMBERS, NATIONAL ENVIRONMENTAL 
SATELLITE CENTER AND FINAL KEPORTS ON CONTRACTS AND GRANTS 
SPONSORED BY THE NATIONAL ENVIRONMENTAL SATELLITE CENTER 
1958-1966. 
?6-174 606 226 U67T 12 HCS 3.00 MFS 0.65 
NATIONAL PHYSICAL LABe, NEW DELHI (INDIA). 
IONOSPHERIC PREDICTIONS FOR MARCH 1967. 
N67-22967 1768 SOS 11 HC$ 3.00 MFS 0.65 


IONOSPHERIC PREDICTIONS FOR FEBRUARY 1967. 
N67-22968 176 SO5 1L HCS 3.00 MFS 0.65 


NATIONAL PHYSICAL LAB.s NEW DELHI (INDIA). RADIO 
PROPAGATION UNIT. 

IONOSPHERIC PREDICTIONS FOR MAY 1967. 

N67~-22699 20N SO5 11 HCS 3.00 MFS 0.65 


NATIONAL PHYSICAL LAB.» TEDDINGTON (ENGLAND). AERODYNAMICS 
Olv. 
CALCULATIONS OF TRANSIENT FORCES ON DELTA WINGS. 

N67-22784 1A $05 11 HC$ 3.00 MFS 0.65 


MATIQNAL PROVING GROUND FOR FREEWAY SURVEILLANCE, CONTROL 

AND ELECTRONIC TRAFFIC AIDS, DETROIT, MICH. 
THE RELATIONSHIP BETWEEN THE DENSITY AND OCCUPANCY CONCEPTS, 
PB-174 481 13F U67 12 HCS 3.00 MFS 0.65 


NATIONAL RESEARCH CORP., CAMBRIDGE, MASS. 
INVESTIGATION OF ADHESION AND COHESION OF METALS IN 


134 





ULTRAHIGH VACUUM. 
N62-10571 1LF U67 12 HCS 3.00 MFS 0.65 
NATIONAL RESEARCH CORP., CAMBRIDGE, MASS. NORTON 
EXPLORATORY RESEARCH DIV. 

INVESTIGATION OF THE ADHESION OF METALS IN ULTRA-HIGH 

VACUUM. 

N67-22684 1LF SOS 11 HCS 3.00 MFS 0.65 


NATIONAL RESEARCH COUNCIL OF CANADA HALIFAX (NOVA SCOTIA) 
ATLANTIC REGIONAL LAB 
INVESTIGATIONS OF THE MARINE ALGAE OF NOVA SCOTIA. If. 
SPECIES OF RHODOPHYCEAE NEW OR RARE TO NOVA SCOTIA, 
AD-650 795 8A U6T 12 


INVESTIGATIONS OF THE MARINE ALGAE OF NOVA SCOTIA. III. 
SPECIES OF PHAEOPHYCEAE NEW OR RARE TO NOVA SCOTIA, 
AD-650 796 6A U6T 12 


INVESTIGATIONS OF THE MARINE ALGAE OF NOVA SCOTIA. IV. 
SPECIES OF CHLOROPHYCEAE NEW OR RARE TO NOVA SCOTIA, 
AD-650 616 


NATIONAL RESEARCH COUNCIL OF CANADA OTTAWA (ONTARIO) DIV OF 
BIOSCIENCES 
A NEW ro oat SULFATE ESTER IN HALOBACTERIUM CUTIRUBRUM, 
AD-651 16 6A U6T 12 


NATIONAL RESEARCH COUNCIL OF CANADA, OTTAWA (ONTARIO). 

SPACE RESEARCH FACILITIES BRANCH. 
BLACK BRANT ROCKET AA-ITI-11 LAUNCHED AT CHURCHILL RESEARCH 
RANGE 21 APRIL 1965. 
N67-22944 16A SOS 1h HCS 3.00 MFS 0.65 


NATIONAL SANITATION FOUNDATION, ANN ARBOR, MICH. 
STANDARDS OF PERFORMANCE FOR FILM BADGE SERVICES, 
PB-174 452 16D U67 12 HCS 3.00 MFS 0.65 


NATIONAL TAIWAN UNIV TAIPEI PHARMACOLOGICAL INST 
ELECTROPHYSIOLOGICAL STUDY OF NEUROMUSCULAR BLOCKING ACTION 
OF COBRA NEUROTOXIN, 


AD-650 774 6T U67 12 
OISTRIBUTION OF BUNGARUS MULTICINCTUS VENOM FOLLOWING 
ENVENOMAT ION, 

A0-650 775 6T U6T 12 


NAVAL AEROSPACE MEDICAL INST PENSACOLA FLA 
AN ATAXIA TEST BATTERY NOT REQUIRING THE USE OF RAILS. 
AD-651 057 6P U6T 12 HCS 3.00 MFS 0.65 


CENTRIFUGATION OF THE WHITE-FRONTED CAPUCHIN MONKEY, CEBUS 
ALBIFRONS (HUMBOLDT). 
A0-651 067 6S U67 12 HCS 3.00 MFS 0.65 
NAVAL AIR ENGINEERING CENTER PHILADELPHIA PA AERONAUTICAL 
MATERIALS LAB 
CORROSION RESISTANCE AND DURABILITY OF FASTENERS IN AIRCRAFT 
STRUCTURES. 
AD-651 169 


METALLIC-CERAMIC AND INTERMETALLIC COMPOUNDS BY THE FLOATING 
ZONE TECHNIQUE. 
A0-651 191 


13E U67 12 HCS 3.00 MFS 0.65 


13H U67 12 HCS 3.00 MFS 0.65 


STUDY OF SOLUTION DEOXYGENATION AND SPECIMEN PRETREATMENT 
TECHNIQUES FOR USE IN THE HYDROGEN PERMEATION APPARATUS, 
AD-651 211 1LF U67 12 HCS 3.00 MFS 0.65 


COMPARISON OF OLIVE GREEN AND CAMOUFLAGE PRINTED NOMEX NYLON 
COVERALL CLOTH. 
A0-651 214 LLE U67 12 HCS 3.00 MFS 0.65 
NAVAL AIR SYSTEMS COMMAND, WASHINGTON, 0. C. 
SIGNAL GENERATOR SG-691/ASA-46. 
PB-174 541 148 U67 12 HCS 3.00 MFS 0.65 
OLFFERENTIAL VOLTMETERS, JOHN FLUKE 601, GOLLA, SOIR, 8016, 
BO1LB/AG, BOLBR, BOLBR/AG, BOLH, BOLH/G, 803, 8O03R, 6038, 
8036/AF, 803/AG, 8036R AND 8036R/AG. 
PB-174 562 148 U6T 12 HCS 3.00 MFS 0.65 


NAVAL CIVIL ENGINEERING LAB PORT HUENEME CALIF 
DEEP-OCEAN BIODETERIORATION OF MATERIALS. PART VI. ONE YEAR 
AT 2,370 FEET. 
AD-651 124 133 U67 12 HCS 3.00 MFS 0.65 
NAVAL MATERIAL COMMAND WASHINGTON D C 0900 
SYMPOSIUM ON HUMAN PERFORMANCE QUANTIFICATION IN SYSTEMS 
EFFECTIVENESS, JANUARY 17-18, 1967— WASHINGTON, 0. C. 
(PROCEEDINGS). 
AD-650 791 5J U67T 12 HCS 3.00 MFS 0.65 
NAVAL MEDICAL RESEARCH INST BETHESDA MD 
IONS, ORUGS AND THE AXON MEMBRANE, 
AD-650 936 60 U67 12 


NAVAL MEDICAL RESEARCH INST BETHESDA MO DEPT OF MICROBIOLOGY 
METABOLIC ACTIVITY OF THE TRENCH FEVER RICKETTSIA, 
RICKETTSIA QUINTANA, 
A0-650 940 6M U6T 12 

WAVAL MEDICAL RESEARCH INST BETHESDA MD TISSUE BANK DIV 
DESCRIPTION OF CURRENT TISSUE BANK METHODS OF SKIN 
PRESERVATION, 


AD-650 939 6E U67T 12 
A REVIEW OF SKIN PRESERVATION, 
AD-651 031 6E€ U67 12 


NAVAL MEDICAL RESEARCH INST BETHESDA MD 2106 
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ZINC LEVELS AND BLUOD ENZYME ACTIVITIES IN EGYPTIAN MALE 
SUBJECTS WITH RETARDED GRUWTH AND SEXUAL DEVELOPMENT, 
AD-651 054 6—E U6T 12 


WAVAL MEDICAL RESEARCH UNIT NU 4 GREAT LAKES ILL 
1966 RESEARCH CLERKSHIP REPORTS. 
AD-650 884 6E U6? 12 HC$ 3.00 MFS 0.65 


EFFECT OF SEWAGE TREATMENT ON RECOVERY OF POLIOVIRUS 
FOLLOWING MASS GRAL IMMUNIZATION, 
AD-650 937 6E U6T7 12 


WAVAL OCEANOGRAPHIC OFFICE WASHINGTON D C 
OCEANOGRAPHIC ATLAS OF THE NORTH ATLANTIC OCEAN. SECTION VI. 
SOUND VELOCITY. 
AD-650 880 BJ U67 12 


A STUDY OF THE MAIN REGULARITIES IN THE WATER STRUCTURE OF 
THE WORLD OCEAN, 
AD-651 199 BJ U67 12 HC$ 3.00 MFS 0.65 


DISTRIBUTION OF NITKATES AND NITRITES IN THE WATER OF NORTH 
INDIAN OCEAN, 
A0-651 209 8J U6T 12 HCS 3.00 MFS 0.65 


NAVAL ORONANCE LAB CORUNA CALIF 
PROPAGATLON AND REFLECTION OF MICRUWAVES. 
AD-651 202 176 U67 12 HCS 3.00 MFS 0.65 


NAVAL ORONANCE LAB WHITE OAK MD 
EFFECTIVE MASS OF FREE CARKIERS IN SEMICONDUCTORS AS 
DETERMINED FROM INFRARED REFLECTIVITY MEASUREMENTS, 
A0-650 867 20L U67 12 HCS 3.00 MFS 0.65 


A PREDICTION MODEL FUR SHALLOW WATER SOUND TRANSMISSION, 
AD-650 874 20A U6T 12 HCS 3.00 MFS 0.65 


FEASIBILITY STUDY OF THE DETERMINATION OF SHOCK DETACHMENT 
DISTANCE ANDO ABLATION ON LUMINOUS BODIES USING A LASER LIGHT 


SOURCE, 

AD-650 875 200 U67 12 HCS 3.00 MFS 0.65 
BOND INSPECTION BY SCANNING IMAGES IN SCINTILLATING 
CRYSTALS» 

A0-650 876 14B U67 12 HCS 3.00 MFS 0.65 


EQUILIBRLUM AIR RADIATION FROM THE STAGNATION REGION OF HIGH 
VELOCITY SPHERES, 
A0-650 924 4A U6T 12 HCS 3.00 MFS 0.65 


A PRELIMINARY STUDY OF THE MECHANISM OF WATER-ENTRY WHIP OF 
20-DEGREE CONE NOSEO MUUELS, 
AU-650 925 166 U67 12 HC$ 3.00 MFS 0.65 


THERMODYNAMIC PROPERTIES UF LIQUID WATER TO ONE KILOBAR, 
AD-651 105 20M U67 12 HCS 3.00 MFS 0.65 


OPACITY OF HOT, HIGHLY COMPRESSED HYDROGEN. 
AD-651 203 7D U67 12 HC$ 3.00 MFS 0.65 


NAVAL ORDNANCE LAB WHITE OAK MD EXPLOSION DYNAMICS DIV 
A LOW-FREQUENCY THERMAL FOLLOW BRIDGE FOR MEASURING THE 
ELECTRO-THERMAL PARAMETERS OF BRIDOGEWIRES, 
A0-650 963 19A U67T 12 HCS 3.00 MFS 0.65 


NAVAL PERSONNEL RESEARCH ACTIVITY SAN DIEGO CALIF 
QUANTIFICATION OF PERSONNEL PERFURMANCE FOR COST 
EFFECTIVENESS DECISLONS I. AN ANNOTATED BIBLIOGRAPHY. 
A0-650 933 51 U67T 12 HCS 3.00 MFS 0.65 


NAVAL RADIOLOGICAL DEFENSE LAB SAN FRANCISCO CALIF 
OXYGEN CONCENTRATION AND PRESSURE EFFECTS ON THE IGNITION OF 
CELLULOSIC FUELS BY THERMAL RADIATION, 
AD-650 622 218 U67 12 HCS$ 3.00 MFS 0.65 


RESISTANCE OF LONG-LIVED LYMPHOCYTES AND PLASMA CELLS IN RAT 
LYMPH NODES TO TREATMENT WITH PREONISONE, CYCLOPHOSPHAMIDE, 
6 MERCAPTOPURINE, AND ACTINOMYCIN Dy 

AD-650 863 60 U67 12 HC$ 3.00 MFS 0.65 


NAVAL RESEARCH LAB WASHINGTON D C 
TABLES OF SPHEROIDAL WAVE FUNCTIONS. PART 2 - PROLATE 
RADIAL FUNCTIONS OF THE FIRST AND SECOND TYPE, 
AD-650 575 12A U6T 12 HCS 3.00 MFS 0.65 


HIGH-TEMPERATURE VACUUM FATIGUE TESTING OF TYPE 316 
STAINLESS STEEL AND INCONEL X WITH A RESONANCE-TYPE MACHINE, 
A0-650 934 20K U67 12 HCS 3.00 MFS 0.65 


USE OF THE HYSTERESIS LOUP METHOD TO STUDY THIXOTROPIC 
SUSPENSIONS. PART 2. ACETYLENE BLACK IN HYDRAZINE AND 
PYROGENIC SILICA IN LIQUIDS OF VARYING POLARITY, 

AD-651 022 211 U67 12 HCS 3.00 MFS 0.65 


PREDICTION OF ABSOLUTE ENTROPIES FROM GAS CHROMATOGRAPHIC 
RETENTION DATA. 
AD-651 036 70 U67 12 HCS 3.00 MFS 0.65 


CALCULATIONS USEFUL IN THE DETERMINATION OF ELECTRON 
TEMPERATURE FROM X-RAY CONTINUUM RADIATION EMITTED FROM HIGH 
TEMPERATURE PLASMAS, 

AD-651 050 201 U67 12 HCS 3.00 MFS 0.65 


EFFECT OF ADSORBED WATER UPON THE SPREADING OF ORGANIC 
LIQUIDS ON SODA-LIME GLASS. 
4D-651 056 70 U67 12 HCS 3.00 MFS 0.65 


WAVAL RESEARCH LAB.» WASHINGTON, D. C. 
REPGART OF NRL PROGRESS. 
PB-174 485 146 U67 12 HCS 3.00 MEFS 0.65 
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NAVAL SCHOOL OF AVIATION MEDICINE, PENSACOLA, FLA. 

AEROSPACE MEDICAL INST. 
THE EGOCENTRIC LOCALIZATION OF THE VISUAL HORIZONTAL IN - 
NORMAL AND LABYRINTHINE- DEFECTIVE OBSERVERS AS A FUNCTION 
OF HEAD AND BODY TILT. 
N67~-23251 6S SOS 11 HCS 3.00 MFS 0.65 


NAVAL SCHOOL OF AVIATION MEDICINE, PENSACOLA, FLA. 
RADIATION MONITORING WITH NUCLEAR EMULSIONS ON PROJECT 
GEMINI. II. RESULTS ON THE 14-DAY MISSION GEMINI VII. 
N67-23270 OR SOS 11 HCS 3.00 HFS 0.65 


KINEMATICS NOMENCLATURE FOR PHYSIOLOGICAL ACCELERATIONS WITH 
SPECIAL REFERENCE TO VESTIBULAR APPLICATIONS. 
N67-23331 6S SOS 11 HCS 3.00 MFS 0.65 


NAVAL SUBMARINE MEDICAL CENTER GROTON CONN 
EFFECT OF ISOLATION IN A CONSTANT ENVIRONMENT ON PERIODICITY 
OF PHYSIOLOGICAL FUNCTIONS AND PERFORMANCE. 
A0-650 671 6P U67 12 HCS 3.00 MFS 0.65 


SIMPLE METHOD FOR MANIPULATION AND REPEATED SAMPLING FROM 
OIALYSIS BAGS. 


Ad-650 711 6L U67 12 
NAVAL SUBMAR'NE MEDICAL CENTER GROTON CONN MEDICAL RESEARCH 
LAB 

SUMMARIES OF RESEARCH REPORTED ON DURING 1966. 

AD-650 911 6E U67 12 HCS 3.00 MFS 0.65 
NAVAL SUPPLY RESEARCH AND DEVELOPMENT FACILITY, BAYONNE, N. 
Je 

DEVELOPMENT OF A DISHWASHING RACK FOR MESS TRAYS. 

A0-278 891 6H U67T 12 HCS 3.00 


NAVY MARINE ENGINEERING LAB ANNAPOLIS MD 
WAVE PUMPING AND ITS EFFECTS ON THE DESIGN AND OPERATION OF 
AIR-CUSHION SHIPS. 
AD-650 669 13J U67 12 HCS 3.00 MFS 0.65 


PRELIMINARY DESIGN OF WATER-JET PROPULSION SYSTEMS FOR 4000- 
TON CAPTURED AIR BUBBLE (CAB) SHIP. 
AD-650 685 133 U67 12 HCS 3.00 MFS 0.65 


EXPERIMENTAL TECHNIQUES FOR MEASURING VIBRATIONS USING A 
LASER INTERFEROMETER. 
AD-650 720 20F U67T 12 HCS 3.00 MFS 0.65 


DEVELOPMENT OF DIGITAL COMPUTER PROGRAM FOR STEAM-DRIVEN 
FREE-PISTON AIR COMPRESSOR. 
AD-650 959 98 U67 12 HCS 3.00 MFS 0.65 


DETERMINATION OF THE SURFACE AREAS OF SELECTED SOLIOS. 
AD-651 102 7D U67 12 HCS 3.00 MFS 0.65 


SEA-WATER ENVIRONMENT FOR THE MEL OCEAN PRESSURE LABORATORY, 
PHASE II. SEA-WATER ACQUISITION, PROCESSING, AND CONTROL OF 
PARAMETERS. 

AD-651 195 65 U67T 12 HCS 3.00 MFS 0.65 


NEUROSCIENCES RESEARCH PROGRAM, BROOKLINE, MASS. 
NEUROSCIENCES RESEARCH PROGRAM BULLETIN, VOLUME 4 
(SUPPLEMENT. 

N67-22581 6P SOS 11 HCS 3.00 MFS 0.65 


NEW YORK UNIV N Y DEPT OF AERONAUTICS AND ASTRONAUTICS 
AN EXTENSION OF THE KANTOROVICH METHOO, 
AD-651 206 12A*U67T 12 HCS 3.00 MFS 0.65 


NIHON UNIV., TOKYO (JAPAN). 
ON NONLEPTONIC DECAYS - INTERRELATION AMONG VARIOUS TYPES OF 
EFFECTIVE WEAK INTERACTIONS. 
N67-22475 18H SOS 11 HCS 3.00 MFS 0.65 


ON THE QUASISPIN FORMALISH. 
N67-22480 20H SOS 11 HCS 3.00 MFS 0.65 


NORTH AMERICAN AVIATION INC ANAHEIM CALIF AUTONETICS DIV 
RADIATION EFFECTS ON THIN-FILM INTEGRATED CIRCUIT ELEMENTS. 
AD-651 144 18H U67 12 HCS 3.00 MFS 0.65 


NORTH AMERICAN AVIATION, INC., DOWNEY, CALIF. 
INVESTIGATION TO DEFINE THE PROPAGATION CHARACTERISTICS OF A 
FINITE AMPLITUDE ACOUSTIC PRESSURE WAVE. 
N67-219861 20A SOS 11 HCS 3.00 MFS 0.65 


NORTH CENTRAL FOREST EXPERIMENT STATION, ST. PAUL, MINN. 
ANNOTATED BIBLIOGRAPHY OF WALNUT AND RELATED SPECIES. 
P6-174 509 2F UST 1Z HCS 3.00 HFS 0.65 


PROMISING CONIFERS FOR WESTERN IOWA. 
P8-174 510 2 U6T 12 HCS 3.00 MFS 0.65 


NORTHEASTERN FOREST EXPERIMENT STATION, UPPER DARBY, PA. 
SUCCESSFUL PRIVATE CAMPGROUNDS, 
PB-174 561 SC U6T 12 HCS 3.00 MFS 0.65 


PULPWOOD PRODUCTION IN THE NORTHEAST 1964. 
PB-174 585 2F UST 12 HCS 3.00 FS 0.65 


A LOOK AT BLACK WALNUT TIMBER RESOURCES AND INDUSTRIES. 
PB-174 586 2F U67T 12 HCS 3.00 HFS 0.65 


DEER BROWSING IN NORTHERN HAROWOODS AFTER CLEARCUTTING. 
EFFECT ON HEIGHT, DENSITY, AND STOCKING GF REGENERATION OF 
COMMERCIAL SPECIES. 


PB-174 587 2F UST 12 HCS 3.00 MFS 0.65 
PULPWOOD PRODUCTION IN THE NORTHEAST 1963. 
P6-174 588 2F U67 12 HCS 3.00 HFS 0.65 
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NOR-PEN 
THE MARKET FOR FIREPLACE wUUU IN AN URBAN AREA OF 
CONNECTICUT. 
PB-174 589 LiL U67 12 HCS 3.00 MFS 0.65 


STUMP SPROUTING OF FOUR NURKTHERN HAROWOODS. 
PB-174 590 2— U6T 12 HCS 3.00 MFS 0.65 


GERMINATION AND GROWTH OF PAPER BIRCH AND YELLOW BIRCH IN 
SIMULATED STRIP CUTTINGS. 
PB-174 591 2F U6T 12 HCS 3.00 MFS 0.65 


COSTS AND RETURNS FOR HAKOWUOD LUMBER PRODUCTION IN THE 
APPALACHIAN REGION OF KENTUCKY AND OHIO. 
PB-174 592 LIL U67 12 HCS 3.00 MFS 0.65 


TREE PLANTING IN SCRUB UAK AREAS AFTER SITE PREPARATION WITH 
HEAVY EQUIPMENT. 
Pé-174 593 2F U6T 12 HCS 3.00 MFS 0.65 
NORTHROP CORP... HAWTHOKNE, CALIF. NORAIR DIV. 
ANALYTICAL ANO EXPERIMENTAL LETERMINATION OF LOCALIZEO 
STRUCTURE TO BE USED IN LABORATURY VIBRATION TESTING OF 
SHELL STRUCTURE-MOUNTED CUMPONENTS, SATURN V PROGRESS 
REPORT, MAY - NOV. 1966. 
N67~-23253 220 SOS LL HC$ 3.00 MFS 0.65 
NORTHWESTERN UNIV EVANSTON ILL DEPT OF MATERIALS SCIENCE 
A FATIGUE APPARATUS FOK USE IN STUDIES OF CRACK PROPAGATION 
AND DISLOCATION MORPHOLOGY IN FATIGUE. 
A0-650 697 20K U67T 12 HCS 3.00 MFS 0.65 


NORTHWESTERN UNIV EVANSTON ILL GAS DYNAMICS LAb 
ARGON ELECTRON TRANSITION TAULES. 
A0-651 O77 70 U6T 12 HCS 3.00 MFS 0.65 


NORTHWESTERN UNIV EVANSTUN ILL INFORMATION-PROCESSING AND 
CONTRUL SYSTEMS LAB 
A NONBULK ADDITION TECHNIQUE FOR ASSOCIATIVE PROCESSORS. 
A0-650 753 9B U6T 12 


PATTERN RECOGNITION BY USING AN ASSOCIATIVE MEMORY. 
AD-650 967 60 U67 12 


NORTHWESTERN UNIV EVANSTON ILt TECHNULOGICAL INST 
ON A CLASS OF CONVEX AND NON-AKCHIMEDEAN SULUTION CONCEPTS 
FOR N-PERSON GAMES. 
AD-651 037 12A U67 12 HCS 3.00 MFS 0.65 
NORTHWESTERN UNIV.» EVANSTON, ILL. O€PT. OF INDUSTRIAL 
ENGINEERING AND MANAGEMENT SCIENCES. 
RELATION OF THE IDEA FLOW STUUY TO OTHER RESEARCH ON R AND D 
QRGANIZATION, 
PB-174 522 SI U67T 12 HCS$ 3.00 MFS 0.65 
NORTHWESTERN UNIV., EVANSTON, ILL. TECHNOLOGICAL INST. 
ON THE GEOMETRY OF SUBSPACES IN EUCLIDEAN N~SPACES, 
PB-174 504 12A U67 12 HC$S 3.00 MFS 0.65 


ON THE NEWTON-RAPHSON METHOD. 
PB-174 505 12A U6T 12 HCS 3.00 MFS 0.65 
NORWEGIAN DEFENCE RESEARCH ESTABLISHMENT, KJELLER. 
PROPOSED EXPERIMENTS FOR INVESTIGATING THE CHARACTERISTICS 
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CONTRACT 126-14-03-08-23 
No7~23286 

CONTRACT 126-16-03-01-23 
N67-23288 

CONTRACT 128-31-02-25-22 
N67-22840 

CONTRACT 128-31-06-02-22 
N67-22839 

CONTRACT 129-01-05-09-22 
N67-23283 

CONTRACT 129-01-08-20 
N67-23300 

CONTRACT 129-01-09-03-23 
N67-23290 

CONTRACT 129-02-03-05-22 
N6é7-22863 

CONTRACT 129-02-04-06-22 
N67-22861 

CONTRACT 129-03-12-03-23 
N67-23298 

CONTRACT 129-03-15-06-22 
N67-23284 

CONTRACT 129-04-04-07-25 
N67-23335 

CONTRACT 130-06-04-03-21 
N67-23291 

CONTRACT 14-01-0001-489 
PB-L74 540 

CONTRACT 701-04-00-02-22 
NO7T—23334 

CONTRACT 721-01-00-08-23 
N67-22864 

CONTRACT 7149-51-05-01-23 
No7-21961 

CONTRACT 904-01-08-02 
N67-22868 

CONTRACT 914-14-00-00-72 
N67- 23292 

CONTRACT 924-23-21-13-24 
N67-23293 

GRANT AF AFOSR-1C75-66 
AD-651 120 

GRANT AFOSR-1202-67 
AD-651 157 

GRANT AF-AFOSR-1049-66 
AD-651 129 

GRANT AF~AFOSRK-139-64 
AD-489 159 

GRANT AF-AFOSR-144-63 
ADd-651 119 

GRANT AF-AFOSR-365-66 
AD-651 141 

GRANT AF-AFOSR-370-65 
AD-651 123 

GRANT AF~AFOSR-81 3-66 
AD-651 206 

GRANT AF-EQAR- 10-66 
AD-651 128 

GRANT AF-EOAR-33-66 
AD-651 L117 

GRANT AF-EOAR-46-63 
AD-650 728 

GRANT AF-EOAR-52-64 
AD-651 069 
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GRANT ODA-ARO(0)-31-124-G563 


AD-650 716 


GRANT DA-ARO(0)-31-124-G603 


ADd-650 759 
AD-650 760 


GRANT DA-ARO(0)-31-124-G606 


AD-650 757 


GRANT DA-ARO(D)-—31-124-G616 


AD-650 749 
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AD-651 080 
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AD-650 709 
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AD-650 624 


GRANT DA-MD-49-193-64-G108 


AD-650 774 
AD-650 775 
GRANT ORB-9511-62 
A0-650 783 
GRANT NSF-GK-730 
PB-174 S11 
GRANT NSF-GN-306 
PB-174 558 
PB-174 559 
PB-174 561 
GRANT NSF-GN-306-1 
PB-174 556 
PB-i74 560 
GRANT NSF-GP-1953 
AD-650 625 
GRANT NSF-GP-2333 
AD-650 782 
GRANT NSF-GP-321 
PB-174 381 
GRANT NSF-GP-3441 
PB-174 523 
GRANT NSF-GP-5230 
PB-174 504 
P8-1L74 505 
GRANT NSF-GS-551 
PB-174 506 
GRANT NSF-GS-552 
PB-174 442 
GRANT NSF-G24442 
PB6-174 522 
GRANT NSG-134-61 
N67-22357 
N67-23273 
GRANT NSG-270 
N67-22068 
GRANT NSG-281 
N67-22876 
GRANT NSG-316 
N67T-22161 
N67-23272 
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AAEC-E-154 AD-650 614 9A U67T 12 HCS 3.00 MFS 0.65 
N67-23206 7A $05 11 HCS 3.00 MFS 0.65 AD-650 615 17! U67 12 HCS 3.00 MFS 0.65 
AacCic-TC-1090 AD-650 616 17G U67 12 HCS 3.00 MFS 0.65 
AD-650 765 8G U67T 12 HCS 3.00 MFS 0.65 AD-650 617 20K U67 12 HCS 3.00 MFS 0.65 
AD-12 497 5H U67T 12 HCS 3.00 AD-650 618 201 U67 12 HCS 3.00 MFS 0.65 
A0-210 021 46 U6T 12 HCS 3.00 AD-650 619 12A U6T 12 HCS 3.00 MFS 0.65 
AD-241 228 20F U67 12 HCS 3.00 AD-650 620 12A U67T 12 HCS 3.00 MFS 0.65 
AD-242 334 201 U67 12 HCS 3.00 AD-650 621 118 U67 12 HCS 3.00 MFS 0.65 
AD-246 378 9A U6T 12 HCS 3.00 AD-650 622 218 U67 12 HCS 3.00 MFS 0.65 
AD-247 552 200 U67 12 HCS 3.00 AD-650 623 4A U6T 12 HCS 3.00 MFS 0.65 
AD-249 904 14> U67T 12 HCS 3.00 AD-650 624 20K U67 12 HCS 3.00 MFS 0.65 
AD-268 586 76 U6T 12 HCS 3.00 AD-650 625 134 U67 12 HCS 3.00 MFS 0.65 
AD-276 391 6H U67T 12 HCS 3.00 AD-650 626 6C U67 12 
AD-297 278 56 U67 Ll2 HCS 3.00 AD-650 627 12A U67 12 HCS 3.00 MFS 0.65 
AD-31 672 AD-650 628 98 U67 12 HCS 3.00 MFS 0.65 
NAC A~RM-E 54006 21E UOT 12 HCS 3.00 MFS 0.65 AD-650 629 20t U67 12 
AD-413 027 131 U67 12 HCS 3.00 AD-650 630 70 U67 12 
AD-42 452 6P U6T 12 HCS 3.00 AD-650 631 70 U67 12 HCS 3.00 MFS 0.65 
AD-424 041 9—E U6T 12 HCS 3.00 AD-650 632 L1H U67 12 HCS 3.00 MFS 0.65 
AD-435 012 20F U67T 12 HCS 3.00 AD-650 633 17A U67 12 HCS 3.00 MFS 0.65 
AD-435 542 216 U6T 12 HC$ 3.00 AD-650 634 17A U67 12 HCS 3.00 MFS 0.65 
AD-440 225 13M U67 12 HCS 3.00 AD-650 635 17A U67 12 HCS 3.00 MFS 0.65 
AD-441151 AD-650 636 13J U67 12 HCS 3.00 MFS 0.65 
N67-22710 1A SOS 11 HCS 3.00 MFS 0.65 AD-650 637 6H U67 12 HCS 3.00 MFS 0.65 
AD-442 603 36 U67 12 HCS 3.00 A0-650 638 11F U67 12 HCS 3.00 MFS 0.65 
AD-452 430 1c U67 12 HCS 3.00 AD-650 639 201 U67 12 HCS 3.00 MFS 0.65 
AD-452 431 iC U67 12 HCS 3.00 A0-650 640 9€ UST 12 
A0-455 747 216 U67 12 HCS 3.00 MFS 0.65 AD-650 641 12A U67 12 HCS 3.00 MFS 0.65 
AD-460 973 171 U67 12 HCS 3.00 AD-650 642 11C U67 12 HCS 3.00 MFS 0.65 
AD-462 730 9A U6T 12 HCS 3.00 AD-650 643 13J U67 12 HCS 3.00 MFS 0.65 
AO-471 880 5J U67 12 HCS 3.00 MFS 0.65 AD-650 644 201 U67 12 HCS 3.00 MFS 0.65 
AD-474311 AD-650 645 9B U67 12 HCS 3.00 MFS 0.65 
N67-22786 216 S$O5 Ll HCS 3.00 MFS 0.65 AD-650 646 8C U6T 12 
AD-476 493 13H U67T 12 HC$ 3.00 MFS 0.65 AD-650 647 80 U6T 12 
AD-477254 AD-650 648 8) U67 12 
N67-22706 216 SO5 LL HCS 3.00 MFS 0.65 AD-650 649 8J U67 12 
a0-478 537 8K U67 12 HC$ 3.00 MFS 0.65 AD-650 650 80 U6T 12 
AD-478913 AD-650 651 70 U67 12 
N67-22781 16A SO5 Ll HCS 3.00 MFS 0.65 AD-650 652 20F U67 12 
A0-479403 AD-650 653 8) U67 12 
N67-22704 1D SOS ll HCS 3.00 MFS 0.65 AD-650 654 8J U6T 12 
AD-489 159 12A U6T 12 HC$ 3.00 MFS 0.65 AD-650 655 3A U67 12 
AD-50 040 130 U6? 12 HCS 3.00 AD-650 656 SI U67 12 
AD-63 045 St U67 12 HCS 3.00 MFS 0.65 AD-650 657 7D U67 12 
A0-643163 AD-650 658 8K U6T 12 , 
N67-22449 201 S05 LL HC$ 3.00 MFS 0.65 AD-650 659 70 U67 12 
AD-643497 AD-650 660 8J U6T 12 
N67-23050 6P SO5 Ll HCS 3.00 MFS 0.65 AD-650 661 83 U6T 12 
AD-645468 AD-650 662 8) U6T 12 
N67-23238 7c S05 Ll HCS 3.00 MFS 0.65 AD-650 663 8J U6T 12 
AD-645632 AD-650 664 5A U6T 12 HCS 3.00 MFS 0.65 
N6o7T-23120 201 SO5 1L HCS 3.00 MFS 0.65 AD-650 665 SI U67 12 HCS 3.00 MFS 0.65 
AD-645817 AD-650 666 SI U67 12 HCS 3.00 MFS 0.65 
N67-23126 216 SO5 Ll HCS 3.00 MFS 0.65 AD-650 667 51 U67 12 HCS 3.00 MFS 0.65 
A0-650 561 146 U67 12 AD-650 668 51 U67 12 HCS 3.00 MFS 0.65 
AD-650 562 208 U67T 12 HCS 3.00 MFS 0.65 AD-650 669 135 U67 12 HCS 3.00 MFS 0.65 
AD-650 563 20K U67 12 MFS 0.65 AD-650 670 38 U6T 12 
AD-650 564 20K U6T 12 MFS 0.65 AD-650 671 6P U67 12 HCS 3.00 MFS 0.65 
A0-650 565 17G U67 12 HCS 3.00 MFS 0.65 AD-650 672 1C U67 12 HCS 3.00 MFS 0.65 
AD-650 566 6C U67 12 HCS 3.00 MFS 0.65 AD-650 673 6C U6T 12 
AD-650 567 60 U67 12 HCS 3.00 MFS 0.65 AD-650 674 13L U67 12 HCS 3.00 MFS 0.65 
AD-650 568 15€ U6/ 12 HCS 3.00 MFS 0.65 AD-650 675 L1C U6T 12 
AD-650 569 13J Ue? 12 HCS 3.00 MFS 0.65 A0-650 676 178 U6T 12 
AD-650 570 58 U6T 12 HC$ 3.00 MFS 0.65 AD-650 677 8G U67 12 
AD-650 571 13A U67T 12 HCS 3.00 MFS 0.65 AD-650 678 180 U67 12 
AD-650 572 46 U67 12 HCS 3.00 MFS 0.65 AD-650 679 8G “U67 12 
AD-650 573 48 U6T 12 HCS$ 3.00 MFS 0.65 A0-650 680 8G U6T 12 
AD-650 574 20K U67T 12 HCS 3.00 MFS 0.65 AD-650 681 SJ U6T 12 
AD-650 575 412A U6T 12 HCS 3.00 MFS 0.65 AD-650 682 6M U67 12 HCS 3.00 MFS 0.65 
AD-650 576 60 U6? 12 HC$S 3.00 MFS 0.65 AD-650 683 4A U6T 12 HCS 3.00 MFS 0.65 
AD-650 577 9A U6T 12 HCS 3.00 MFS 0.65 AD-650 684 5) U6T 12 
AD-650 578 Lil U67 12 HCS 3.00 MFS 0.65 AD-650 685 13J U67 12 HCS 3.00 MFS 0.65 
AD-650 579 201 U67 12 HCS 3.00 MFS 0.65 AD-650 686 5J U6T 12 
AD-650 580 108 U67 12 HCS 3.00 MFS 0.65 AD-650 687 18D U67 12 HCS 3.00 MFS 0.65 
AD-650 581 226 U67 12 HCS 3.00 MFS 0.65 AD-650 688 TE U67 12 
AD-650 582 9A U6T 12 HCS 3.00 MFS 0.65 AD-650 689 TE U6T 12 
AD-650 5863 6E U67 12 HCS 3.00 MFS 0.65 AD-650 690 LLF U67 12 HCS 3.00 MFS 0.65 
AD-650 584 20K U67 12 HCS 3.00 MFS 0.65 AD-650 691 98 U6T 12 HCS 3.00 MFS 0.65 
AD-650 5865 13J U67 12 HCS 3.00 MFS 0.65 AD-650 692 13H U67 12 HCS 3.00 MFS 0.65 
AD-650 586 131 U6? 12 HCS 3.00 MFS 0.65 AD-650 693 1343 U67 12 HCS 3.00 MFS 0.65 
AD-650 567 13J U6? 12 HCS 3.00 MFS 0.65 AD-650 694 9E U6T 12 HCS 3.00 MFS 0.65 
AD-650 588 13J U67 12 HCS$ 3.00 MFS 0.65 AD-650 695 8G U67 12 
A0-650 589 8J Ue7 12 AD-650 696 8G U6T 12 
AD-650 590 201 U67 12 AD-650 697 20K U67 12 HCS 3.00 MFS 0.65 
a0-650 591 1343 U67 12 HCS 3.00 MFS 0.65 AD-650 698 200 U67 12 
AD-650 592 98 UOT 12 HCS 3.00 MFS 0.65 AD-650 699 13M U67 12 
A0-650 593 96 U6T 12 HCS 3.00 MFS 0.65 A0-650 700 20A U6T 12 
AD-650 594 135 U67 12 HCS 3.00 MFS 0.65 AD-650 701 200 U67 12 
AD-650 595 13J U67 12 HCS 3.00 MFS 0.65 a0-650 702 20A U67 12 
AD-650 596 96 U6T 12 HCS 3.00 MFS 0.65 AD-650 703 133 U67 12 
A0-650 597 13J U67 12 HCS 3.00 MES 0.65 AD-650 704 7D U67 12 
AD-650 598 134 U67 12 HCS 3.00 MFS 0.65 AD-650 705 A171 U67 12 
AD-650 599 13J U67 12 HCS 3.00 MFS 0.65 AD-650 706 70 U67 12 
AD-650 600 13J U67 12 HCS 3.00 MEFS 0.65 A0-650 707 70 U67 12 
a0-650 601 A171 U67T 12 HES 3.00 MFS 0.65 AD-650 708 201 U6T 12 ‘ 
AD-650 602 1345 U67 12 HCS 3.00 MFS 0.65 AD-650 709 7c U6T 12 j 
AD-650 603 98 U6T 12 HCS 3.00 MFS 0.65 a0-650 710 70 U67 12 4 
AD-650 604 1468 U6? 12 HCS 3.00 MFS 0.65 AD-650 711 6. U6T 12 
AD-650 605 98 U67 12 HCS$ 3.00 MFS 0.65 AD-650 712 5J U6T 12 
AD-650 606 20D U6T 12 HC$S 3.00 MFS 0.65 AD-650 713 8) U6T 12 
AD-650 607 133 U67 12 HCS 3.00 MFS 0.65 AD-650 714 6m U6T 12 
AD-650 606 133 U67 12 HCS 3.00 MFS 0.65 A0-650 715 20t U6T 12 
AD-650 609 13J U67T 12 HCS 3.00 MFS 0.65 AD-650 716 12A U6T 12 
AD-650 610 200 U67 12 HCS 3.00 MFS 0.65 AD-650 717 20t U67 12 HCS 3.00 MFS 0.65 
A0-650 611 13J U67 12 HCS 3.00 MFS 0.65 AD-650 718 98 U67 12 HCS 3.00 MFS 0.65 
AD-650 612 20A U6T 12 A0-650 719 176 U67 12 HCS 3.00 MFS 0.65 
AD-650 613 5A U6T 12 aDd-650 720 20F U67 12 HCS 3.00 MFS 0.65 
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745 
746 
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750 
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763 
764 
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767 
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769 
770 
771 
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773 
774 
775 
776 
777 
778 
779 
780 
Tol 
782 
783 
784 
785 
786 
787 
768 
789 
790 
791 
792 
793 
794 
795 
7196 
7197 
798 
799 
800 
801 
802 
803 
604 
605 
806 
807 
308 
809 
810 
6ll 
312 
613 
814 
615 
616 
817 
618 
619 
620 
621 
622 
623 
824 
825 
820 
bel 
628 
829 
630 
631 


Lit 
20v 
226 

5v 

98 
17G 
20N 


22b 


L7G 


176 


u6T 
U6T 
U67 
uU6oT 
U6T 
U6T 
vel 
u67 
UoT 
U67 
u6T 
U6T 
U67 
U6T 
u67 
U6T 
Ué6éT 
U67 
uel 
u67 
uéT 
U6T7 
U6T 
U6T 
u67 
UeT 
U6T 
U6T 
U6T 
U67 
U6T 
vol 
U6e7 
u6T 
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U6éT 
uU6é7 
U6T 
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U67T 
U6T 
U6oT 
U6T7 
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U67 
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u6T 
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U6T 
UeT 
U6éT 
U6T 
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U6T 
Uo7 
U6oTl 
U67 
U6T 
Uo? 
U67 
U6T 
U6éT 
U6T 
uel 
U67 
Vol 
U6T 
U67 
U67 
uel 
uel 
U6T 
U6T 
uel 
U6oT 
U6T7 
U6T 
UeT7 
U6T 
Ue7 
UeT 
UeT 
Uol 
Uol 
U6éT 
UoT 
uel 
Vel 
uéel 
U67 
UoT 
U67 
Ue7 
U6T 
u6l 
U6T 
u6e7 
U6T 
Uo7 
U6T 
ué7 
U6T 
U6éT 
U6T7 
U67 
U6oT 
uel 
U6T 
U6éT 
vel 
Uol 


HCS 


HCS$ 


HLS 


HCS 
HC$ 
HC$ 


HCS 
HC$ 


HCS 
HC$ 
HC$ 
HC$ 


HCS 
HCs 
HCS$ 
HCS 


HCS 


HC$ 


HC$ 


HC$ 


HC$ 
HC$ 
HC$ 
HCS 
HCc$ 


HC$ 
HCS$ 


HC$ 


HC$ 
HC$ 
HCS 


HCS 


HCS 
HC$ 
HCS 
HLS 
HCS 


HCS 
HC$ 
HC$ 
HCS 
HC$ 
HCS$ 
HC$ 
HC$ 
HCS 
HCS 
HC$ 
HCS 
HC$ 
HC$ 
HCS 
HCS 
HC$ 
HCS 


HC$ 
HCS 
HC$ 
HCS 
HC$ 
HC$ 
HC$ 
HCS 


HC$ 
HCS 
HCS$ 
HCS 
HC$s 
HCS 
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3.00 
3.00 
3.00 


3.00 
3-00 
3.00 
3.00 
3.00 


3.00 
3.00 
3.00 
3.00 
3.00 
3.00 
3-00 
3.00 
3.00 
3.00 
3.00 
3.00 
3.00 
3.00 
3.00 


3.00 


MFS 
MFS 


MFS 
MFS 


MF S 
MFS 
MFS 


MFS 
MFS 


MF S$ 
MFS 
MFS 
MFS 


MEFS 
MFS 
mFS 
MFS 


MFS 
MFS 
MFS 


MFS 


MFS 
MFS 
MFS 
MF S$ 
MFS 


MFS 
MFS 


MFS 


MFS 
MFS 
MFS 


MFS 


MF S$ 
MES 
MFS 
MFS 
MFS 


MFS 
MFS 
MEFS 
MFS 
MFS 
MFS 
MFS 
MFS 
MFS 
MFS 
MFS 
MFS 
MEFS 
MFS 


MFS 
MEFS 
MFS 


MFS 
MFS 
MFS 
MFS 
MEFS 
MFS 
MFS 
MFS 


MFS 
MFS 
MF S 
MFS 
MEFS 
MFS 


0.65 


0.65 
0.65 


0.65 


0.65 
0.65 
0.65 
0.65 
0.65 


0.65 
0.65 


0.65 


0.65 
0.65 
0.65 


0.65 


0.65 
0.65 
0.65 
0.65 
0.65 


0.65 
0.65 
0.65 
0.65 
0.65 
0.65 
0.65 
0.65 
0.65 
0.65 
0.65 
0.65 
0.65 
0.65 
0.65 
0.65 
0.65 
0.65 


0.65 
0.65 
0.65 
0.65 
0.65 
0.65 
0.65 
0.65 


0.65 


0.65 
0.65 
0.65 
0.65 





AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
A0-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
A0D-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
A0-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
A0D-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
A0-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
A0-650 
A0-650 
AD-650 
AD-650 
A0-650 
AD-650 
AD-650 
AD-650 


632 
833 
834 
635 
836 
637 
638 
639 
840 
841 
642 
643 
844 
845 
846 
647 
848 
649 
650 
651 
852 
853 
854 
855 
856 
657 
858 
659 
860 
661 
862 
663 
664 
865 
866 
867 
868 
669 
670 
871 
872 
673 
874 
875 
676 
877 
878 
879 
6860 
881 
662 
683 
684 
685 
886 
687 
668 
889 
690 
691 
892 
893 
894 
895 
696 
897 
698 
699 
900 
901 
902 
903 
904 
905 
906 
907 
908 
909 
910 
911 
912 
913 
914 
915 
916 
917 
9186 
919 
920 
921 
922 
923 
924 
925 
926 
927 
928 
929 
930 
931 
932 
933 
934 
935 
936 
937 
938 
939 
940 
941 
942 


HCS 
HCS 


3.00 
3.00 


3.00 
3-00 


+00 


mFS 


mFS 


MFS 
mFS 


MFS 
MEFS 
MFS 
MFS 
MES 
MFS 
mFS 
mFS 


MEFS 
MEFS 


MEFS 
MFS 
MEFS 
MFS 
MFS 


MFS 


MFS 


MFS 
MFS 


MFS 
MFS 


MFS 


mFS 
mFS 


0.65 
0.65 
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A0-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
AD-650 
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A0-650 
A0D-650 
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A0-651 
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A0-651 
Aa0-651 
AD-651 
A0-651 
aD-651 
A0-651 
A0-651 
AD-651 
AO-651 
ad-651 
Aad-651 
AD-651 
Ad-651 
AD-651 
a0-651 


943 
944 
945 
946 
947 
948 
949 
950 
951 
952 
953 
954 
955 


200 


BL 


20H 
20t 
6t 
SJ 
SJ 
15G 
20K 
9A 
96 
22u 
9U 
lou 
13t 
6U0 
200 
20N 
7A 
9t 
228 


9A 
9U 


uel 
uel 
UeT 
U67 
u6éT 
UeT 
veT 
uo7 
vel 
u6T 
uel 
U6é7 
U6eT 
U6T 
U67 
U67 
uel 
U6T 
U6T 
u67 
u6T7 
U67 
U6T7 
U6e7 
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U6T 
UeT7 
uel 
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U6T 
Uo7T 
U67 
U6é7 
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U6T 
U6l 
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uéT 
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UeT 
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U6T 
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U6e7 
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U6T7 
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U6T 
U6T 
U6eT7 
U6T 
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U67 
U6T 
U6el 
U67 
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U67 
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U67 
U6éT 
U67 
U6T 
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U67 
uéT 
U67 
U6é7 
U6T7 
U6T7 
U67 
UéT 
U67 
U6T 
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U6eT 
U67 
Ué6éT 
U67 
U67 
uel 
U6T 
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U67 
U67 
U67 
u6é7 
U6éT 
U67 
U67 
U67 
U67 
uUu6T 
U6e7 
U67 
U6T 
U67 
U6T 
U67 
U6T 
U67 
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U6T 
U6T 
U6T 
U6T 
U6T 


HCS 
HCS 
HC$ 
HCSs 


HCS$ 
HCS 
HC 
HC$ 
HC$ 


HC$ 
HC$ 
HCS 


Hes 
HCS 


HCS 


HCS 
HC$ 


HC$ 
HC$ 
HCS 
Hes 
HCS 
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HCS 
HCS 
HCS 
HC$ 
HC$ 
HC$ 
HCS$ 
HCS$ 


HCS 
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HC$ 
Hcs$ 
HCS 
HCS 


HCS 
HCS 
HC$ 
HCS 
HCS 
HCS$ 
HCS 
HCS 
HCS 
HC S$ 
HC$ 
HCS 


HCS 


HC$ 


HC$ 
HC$ 
HC$ 
HCS 


HCcS 
HCS 


HC$ 


HCS 
HCS 
HCS$ 
HCS 
HCS 
HCS 
HCS 
HCS 
HCS 
HCS 
HC$ 
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HCS$ 
HCS$ 
HCS 
HCS 
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3.00 
3.00 
3.00 
3.00 


3.00 
3.00 
3.00 
3.00 
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3.00 
3.00 
3.00 


3-00 
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MFS 
MFS 
MFS 
MFS 


MFS 
MFS 
MFS 


MEFS 
MEFS 


MEFS 


MFS 
MFS 


MFS 
MFS 
MFS 
MEFS 
MFS 
MFS 
MEFS 
MFS 
MFS 
MFS 
MFS 
MFS 
MF S 
MEFS 


MFS 
MEFS 
MFS 
MFS 
MFS 
MFS 
MFS 


MEFS 
MFS 
MFS 
MFS 
MFS 


MEFS 
MFS 
MFS 
MEFS 
MEFS 
MFS 


MEFS 


MES 


MF S$ 
MFS 
MFS 
MFS 


MF S 
MF S$ 


0.65 
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0.65 
0.65 
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0.65 
0.65 
0.65 
0.65 
0.65 


0.65 
0.65 
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0.65 
0.65 


0.65 


0.65 
0.65 
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0.65 
0.65 
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AD-651 
A0-651 
A0-651 
aDd-651 
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AD-651 
AD-651 
AD-651 
AD-651 
AD-651 
AD-651 
AD-651 
AD-651 
AD-651 
AD-651 
A0-651 
AD-651 
AD-651 
AD-651 
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AD-651 
AD-651 
AD-651 
AD-651 
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AD-651 
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A0-651 
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A0-651 
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059 
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061 
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063 
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065 
066 
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068 
069 
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o71 
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077 
078 
079 
080 
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082 
083 
084 
085 
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068 
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090 
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092 
093 
094 
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098 
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100 
101 
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104 
105 
106 
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113 
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115 
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134 
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MEFS 
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MFS 
MFS 
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MFS 
MF S 
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MFS 
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MFS 
MFS 
MES 
MES 
MF S 
MFS 
MFS 
MFS 
MFS 
MFS 
MEFS 
MEFS 
MES 
mFS 


MFS 
MEFS 
MFS 


MEFS 
“FS 
MFS 
MEFS 
MFS 
MF S 


MEFS 











A0--AFO 


AD-651 166 
AO-651 167 
AD-651 168 
AD-651 169 
AD-651 170 
AD-651 171 
AD-651 172 
AD-651 173 
AD-651 174 
AD-651 175 
AD-651 176 
AO-651 177 
AD-651 178 
AD-651 179 
AD-651 180 
AD-651 181 
aD-651 182 
AD-651 183 
AD-651 184 
AD-651 185 
A0-651 186 
AD-651 187 
AD-651 188 
AD-651 189 
AD-651 190 
AD-651 191 
AD-651 192 
AD-651 193 
AD-651 194 
AD-651 195 
AD-651 196 
AD-651 197 
AD-651 198 
AD-651 199 
AD-651 200 
AD-651 201 
AD-651 202 
AD-651 203 
A0-651 204 
AD-651 205 
AD-651 206 
AD-651 207 
AD-651 208 
AD-651 209 
AD-651 210 
AD-651 211 
AD-651 212 
AD-651 213 
AD-651 214 
AO-651 215 
AD-651 216 
ad-651 217 
A0-651 218 
AO-651 219 
AD-651 220 
aD-68 600 


NACA-RM-E55021 


AD-807 416 
A0-807 693 
AD-807 719 
AaD-807 982 
aDd-8200 
AD-91 445 
AECL-2602 
N67-22476 
AECL-2657 


AEDC-TR-233 
AD-650 857 
AEDC-TR-66-226 


AEDC-TR-67-88 
AD-650 766 
AERDL—T-1900-67 
AD-650 906 
AERDL-T-1901-67 
AD-650 909 


AERDL-1551-TR-SUPPL-2 


AD-268 586 
AERDL— 1893 
AD-651 062 
AERL—RR-263 
ad-807 719 
AERO- 1106 
AD-651 099 
AERO-1 111-2 
AD-650 996 
AEWES-TR~ 1-758 
AD-650 851 


AD-435 542 
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6c 
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LIF 
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18H 
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u6eT 
U67 
U6T 
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U6éT7 
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U6T 
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U6T 
uel 
U6T 
U6T 
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u6e7 
U6é7 
U6eT 
U67 
U6T 
U6T7 
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U67 
U67 
U67 
U67 
U6éT 
U67 
Uu6T 
U67 
u6T 
U6T 
U67 
U67T 
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u67T 
u6T 
U6T 
u67 
U6T 
vol 
ue7 
uU6éT 
U6T 
U6T7 
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U67 
U67 
U6T 
UeT 
vol 
U6éT 
$05 
$05 
$05 
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U67 
vel 
u6eT 
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U6T 
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12 
12 
12 
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12 
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12 
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12 
12 
12 
12 
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12 
12 
12 
12 
12 
12 
12 
12 
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12 


12 
12 
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12 
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HLS 
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Hcs 
HC$ 
HC$ 
HC$ 
HCS 
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HCS 
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HCS 
HCS$ 
HCS 
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AD-650 695 
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AD-650 680 
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CRGP-1244 
N67-22974 
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N67-22900 


CSIR-TEL-60 
N67-22950 


-62 
40-650 620 
CS-63 
AD-650 627 
CS-64 
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C7-420/501 


A0-650 8622 
OCBRL-TN-67~-2 
A0-650 797 
OIT-160-9 
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DLR-FB-67-02 
N67-22966 
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AD-650 984 
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AD-650 594 
OTMB-1422 
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FAA-1PP ACCESSION/REPORT NUMBER INDEX 
AD-651 160 17G U67 12 HCS 3.00 MFS 0,65 FIM-4779» VOL. 
FAA-RD-65-53 N67-22159 22h SOS At HCS 3.00 MFS 0.65 1Pi 
AD-650 842 1E U67 12 HCS 3.00 HFS 0.65 F-82350 I 
FAA-R0-65-57 AD-650 632 11H U67 12 HC$ 3.00 MFS 0.65 IPI 
AD-650 910 le U67 12 HCS 3.00 MFS 0.65 F-5151-1 ' 
FAA-RD-65-58 AD-650 918 48 U67 12 HCS 3.00 MFS 0.65 1S, 
A0-650 864 L7G U67 12 HC$ 3.00 MFS 0.65 F-66-10 ; 
FAA-RD-65-75 AD-651 110 190 U67 12 HC$ 3.00 MFS 0.65 1St 
A0-650 895 17G U67 12 HCS 3.00 MFS 0.65 GD/C-B1066-072 ' 
FAA-RD-65-88 N67-23262 17G SOS 11 HCS 3.00 MFS 0.65 ISS 
AD-650 921 9E U67 12 HCS 3.00 MFS 0.65 GMI-2278 i 
F AA-RD-65-99 AD-650 683 4A U6T 12 HCS 3.00 MFS 0.65 185 
AD-650 837 171 U67 12 HCS 3.00 MFS 0.65 GR-1-FCF-67 i 
FAA-RD-66-101 AD-650 580 108 U67 12 HC$ 3.00 MFS 0.65 Iss 
AD-650 916 9E U6T 12 HCS 3.00 MFS 0.65 G-38 N 
FAA-RD-66-104 PB-174 595 118 U67 12 HCS 3.00 MFS 0.65 17s 
AD-651 026 L7G U67 12 HC$ 3.00 MFS 0.65 HEL-TM-5-67 P 
FAA-RD-66-105 AD-650 997 $5 U67 12 ITs 
AD-651 033 17G U67 12 HCS 3.00 MFS 0.65 HEL-TM-6 p 
FAA-R0-66-59 AD-63 045 SE U67 12 HC$ 3.00 MFS 0.65 126 
AD-650 915 178 U67T 12 HC$ 3.00 MFS 0.65 HEL-TM-6-67 N 
F AA-RD-66-80 AD-650 938 55 U6T 12 JIN 
AD-650 615 171 U67 12 HC$ 3.00 MFS 0.65 HREC/5485-1 N 
F AA-RD-66-89 N67-22180 228 SOS 11 HC$ 3.00 MFS 0.65 Ju 
AD-651 040 176 U67 12 HC$ 3.00 MFS 0.65 HSR-RR-67/5-T1 JPC 
FAA-RD-66-98 AD-651 098 15C U67 12 HC$ 3.00 MFS 0.65 A 
AD-650 565 17G U67 12 HCS 3.00 MFS 0.65 HTC-AD-66-17 JPL 
FAA-R0-67-5 AD-651 217 1C U67 12 HCS 3.00 MFS 0.65 N 
AD-651 158 L7G U6T 12 HCS 3.00 MFS 0.65 HYDRO-TR-353-3 JPL 
F A-RD-65-120 AD-650 732 200 U6? 12 N 
AD-650 826 48 U6T 12 HCS 3.00 MFS 0.65 HYDRO-TR-490-2 JPL 
Fa-57 AD-650 724 135 U67 12 HCS 3.00 MFS 0.65 N 
N67-23015 LIF SOS 11 HCS 3.00 MFS 0.65 ICAF-345 JPL 
F8-58 N67-23015 11F SOS 11 HC$ 3.00 MFS 0.65 N 
N67-22961 20K SO5 11 HCS 3.00 MF$ 0.65 ICAF-348 JUL: 
FD-54, N67-22961 20K SOS 11 HC$ 3.00 MFS 0.65 N 
AD-650 637 6H U67 12 HCS 3.00 MFS 0.65 1C/66/100 JUL- 
FFDL-TDR-64-149-PT-1 N67-23391 201 SOS 11 HC$ 3.00 MFS 0.65 N 
AD-650 794 22C U6T 12 HCS 3.00 MFS 0.65 1C/66/103 JUL- 
FHR-3294-2 N67-23394 4A SOS 11 HC$ 3.00 MFS 0.65 Ne 
N67~22070 20K SO5 11 HC$ 3.00 MFS 0.65 10/66/104 JUL- 
FPL-O1 N67-23382 20H $O5 11 HC$ 3.00 HFS 0.65 Ne 
AD-651 126 LiL U67 12 HCS 3.00 MFS 0.65 1C/66/ 106 JUL- 
FPL-0159 N67-23389 20H SOS 11 HC$ 3.00 MFS 0.65 Ne 
AD-651 125 L1L U67 12 HCS 3.00 MFS 0.65 10/66/108 JUL: 
FPL-0162 N67-22501 20H SOS 11 HCS 3.00 MFS 0.65 Ne 
AD-651 127 LLL UOT 12 HC$ 3.00 MFS 0.65 1C/66/111 JUL- 
FPL-69 N67-23388 20H SOS 11 HC$ 3.00 MFS 0.65 Ne 
AD-651 143 L1L U67 12 HCS 3.00 MFS 0.65 1C/66/112 JUL- 
FR-10-347 N67-23393 20H SOS LL HCS 3.00 MFS 0.65 Ne 
AD-462 730 9A U6T 12 HCS 3.00 1C/66/113 JUL- 
FIC-T0R-64-12-VOL-1 N67-23387 12A SOS Ll HC$ 3.00 MFS 0.65 Ne 
AD-452 430 1C U67 12 HCS 3.00 1C/66/114 - JUL- 
FIC-10R-64-12-VOL-2 N67-23385 20H SOS 11 HC$S 3.00 HFS 0.65 Ne 
AD-452 431 1C U67 12 HC$ 3.00 1C/66/115 JuL- 
FTO-HT-66-231 N67-23386 20H SOS 11 HC$ 3.00 MFS 0.65 N6 
AD-650 805 8H U67 12 HCS 3.00 MFS 0.65 1C/66/120 JUL- 
FT0-HT-66-256 N67-22489 20H SOS 11 HC$ 3.00 MFS 0.65 N6 
AD-651 073 L71 U67 12 HC$ 3.00 MFS 0.65 1€/66/121 JUL- 
FTO-HT-66-205 N67-22484 20H SOS 11 HCS 3.00 MFS 0.65 N6 
AD-651 074 BYE U67 12 HC$S 3.00 MFS 0.65 1C/66/7 JUL- 
FTO-HT-66-359 N67-22481 20H SOS 11 HC$ 3.00 MFS 0.65 NG 
AD-650 616 17G U67 12 HCS 3.00 MFS 0.65 1C/66/91 JUL- 
FTD-HT-66-370 N67-22905 201 SOS 18 HC$ 3.00 MFS 0.65 N6 
AD-651 085 20D U67 12 HC$ 3.00 MFS 0.65 1C/66/93 JuL- 
FTO-HT-66-376 N67-23392 201 SOS 11 HCS 3.00 MFS 0.65 N6 
AD-650 743 L1H U67 12 HC$ 3.00 MFS$ 0.65 1C/67/6 JuL- 
FTD-HT-66-412 N67-23381 20H SOS 11 HCS 3.00 MFS 0.65 NO 
AD-650 745 13H U67 12 HC$ 3.00 MFS 0.65 1DA/HQ-66-5475 JuL- 
FTO-HT-66-434 PB-174 448 51 U6T 12 HC$ 3.00 MFS 0.65 N6 
, AD-650 803 8A U67 12 HCS 3.00 MFS 0.65 1DA/HQ-66-5476 JUL- 
FTD-HT-66-569 PB-174 446 51 U67 12 HC$ 3.00 MFS 0.65 NO 
AD-650 798 70 U67 12 HCS 3.00 MFS 0.65 1DA/HQ-66-5477 JUL-; 
FID-HT-66-597 PB-174 449 SI U67 12 HC$ 3.00 MFS 0.65 NG: 
AD-650 804° 98 U6T 12 HC$ 3,00 MFS 0.65 1DA/HQ-66-5478 JUL 
FT0-HT-66-602 PB-174 447 51 U67 12 HC$S 3.00 HFS 0.65 NG: 
AD-650 802 108 U67 12 HC$ 3.00 MFS 0.65 1DA/HQ-66-5479 JUL-: 
FID-HT-66-694 PB-174 445 5A U6T 12 HCS 3.00 MFS 0.65 NO] 
AD-650 799 14B U67 12 HCS 3.00 MFS 0.65 1DA/HQ-66-5594 JUL=: 
FTD-HI-66-697 PB-174 444 SC U6T 12 HCS 3.00 MFS 0.65 NO] 
AD-650 801 98 U6T 12 HCS 3.00 MFS 0.65 1DA/HQ67-5724 JUL=2 
FTO-HT-66-698 AD-650 950 20D U67 12 HC$ 3.00 MFS 0.65 NO] 
AD-650 800 9C U67 12 HCS 3.00 HFS 0.65 1ERTM-POLAR-1 JUL=: 
FTD-HT-66-701 PB-174 498 48 U67 12 HCS 3.00 MFS 0.65 N6I 
AD-650 744 20F U67 12 HC$ 3.00 MFS$ 0.65 1ER-17 JUL=: 
FTO-MT—64-365 PB-174 502 20N U67 12 HCS 3.00 MFS 0.65 NO] 
AD-651 084 20K U67 12 HC$ 3.00 MFS 0.65 1ER-18 suL-4 
FTO-NT~64-534 PB-174 530 20N U67 12 HCS 3.00 MFS 0.65 N6] 
AD-651 091 12A U67 12 HC$ 3.00 HFS 0.65 LITRI-M6 157-1 suL-4 
FTO-MT~65-114 A0-650 912 13M U67 12 HC$ 3.00 MFS 0.65 NOI 
AD-651 086 21E U67 12 HC$ 3.00 MFS 0.65 1ITRI-578P31-1 18D N21 09 HCS 3.00 MFS 0.65 J~166 
FID-NT-65-202 INDEC~SR-11 AD- 
AD-651 035 51 U67 12 HC$ 3.00 MFS 0.65 N67-22161 10A SOS 11 HCS 3.00 MFS 0.65 KFK-4 
FTO-NT-65-305 INDEC-47 NO? 
AD-651 089 201 U67T 12 HCS 3.00 MFS 0.65 N67-23272 201 SOS 11 HC$ 3.00 MFS 0.65 LA-36 
FTO-MI-65-329 INS-104 LGI-6 
AD-651 090 20M U6T 12 HCS 3.00 MFS 0.65 N67-22475 isH SOS 11 HC4 3.00 MFS 0.65 N67 
FID-NT-65-367 INTERNAL NOTE-17 LGI-6 
AD-651 087 20M U67 12 HC$ 3.00 MFS 0.65 AD-651 163 20D U67 12 HC$ 3.00 HFS 0.65 NO? 
FTD-KT-65-395 INTERNAL NOTE-21 LMSC- 
AD-651 088 LLC U67 12 HC$ 3.00 MFS 0.65 AD-650 606 20D U67 12 HCS 3.00 HFS 0.65 AD- 
FID-MT-65-401 IN-1025 180 N21 09 HC$ 3.00 MFS 0.65 LMSC- 
AD-650 806 11H U67 12 HC$ 3.00 MFS 0.65 1PPJ-54 NO? 
FI0-T1-65-1563 N67-22043 98 SOS 11 HCS 3.00 MFS 0.65 LMSC/ 
A0-650 808 228 U67 12 HC$ 3.00 MFS 0.65 1PPJ-55 N67. 
FTO-T1-65-1713 N67-22983 201 S05 11 HCS 3.00 HFS 0.65 LMSD-. 
AD-650 807 20D U67 12 HC$ 3.00 MFS 0.65 1PPJ-56 AD- 
FT0-1 1-65-2010 N67-2298% 201 SOS 11 HCS 3.00 MFS 0.65 LNF-6. 
AD-651 083 7D U67 12 HC$ 3.00 MFS 0.65 19P-1/54 N6?- 
FIN-4730, VOL. II N67-22962 70 SOS 11 HCS 3.00 HFS 0.65 LNF-6. 
N67—22160 22A SO5 11 HCS 3.00 MFS 0.65 1PP-2/50 N6?- 
156 











65 


65 
65 


65 


65 
65 


65 


265 
265 
265 
265 
265 
265 
+65 
265 
65 
1265 
12 65 
1265 
1265 
265 
1-65 
265 
265 
265 
65 
.65 
0.65 
0.65 
0.65 
0.65 
0.65 
0.65 
0.65 
0.65 
0.65 


0.65 
0.65 


0.65 
0.65 
0.65 
0.65 


0.65 
0.65 


0.65 
0.65 


0.65 








N67-23078 


JINR-P 10-3021 
N67-23214 
JLI-2901-75 
JPC-430 
AD-651 110 
JPL-TM-33-307 
N67-22062 
JPL-TM-33-311 
N6@7-22063 
JPL-TM-33-312 


JUL~213-ST 
N67-23075 

JUL-216-RW 
N67-23031 


JUL-249-RW 
N67-23066 
JUL—25-Rw 
N67-23065 
JUL~-252-RW 
N67-22440 
JUL-253-RW 
N67-22467 


JUL-292-RW 
N67-23027 

JUL—294-NP 
N67-22934 

JUL~295-NP 
N67-23034 


SUL—@14-RX 
N67-23091 
SUL—-422-RG 
N67-22928 
J~1667 
AD-651 106 
KFK-426 
N67-23215 
LA-3619 
LGI-65-17 
N67-22488 
LGI-65-27 
N67-22490 
LMSC-L-30-66-2 
AD-650 932 
LMSC-2-44-66-1 
N67-23326 


LMSC/HREC-A712572 


N67-22258 


LmMSO-288087-VOL-1 


AD-241 228 
LNF-66/44 

N67—23018 
LNF-66/45 

N67-23016 


201 


201 
1A 
2ils8 


6A 


20H 


20N 


6s 


180 
16B 


9b 
96 


46 


20G 
180 
20t 


180 


18L 

OR 
180 
18! 
15G 


180 
18F 


20C 
201 
13m 
22A 
228 
20F 
206 
206 


$05 
$05 
$05 
$05 
$05 
U67 
67 
$05 


$05 
N21 


U67 
$05 
$os 
$05 
$05 
$05 


$05 


$05 
S05 
$05 
$05 
$05 
$05 


$05 


$05 
$05 
$05 
$05 
$05 
$05 
U6T 


$05 
N21 


$05 
U6eT7 
$05 
$05 


HCS$ 
HCS 
HCS 
HCS 
HCS 
HCS$ 
HCS 
HCS 
HCcS$ 
HCS 
HCS 


HCS 
HC$ 


HC$ 
HC $ 
HCS 
HC$ 
HC$ 
HCS 
HCS 
HCS 
HCS 
HCS 
HC$ 
HCS 
HCS$ 
HCS 
HCS 
HC$ 
HCS 
HCS 
HCS 
HCS 
HCS 
HC$ 
HCS$ 
HCS 
HCS 
HC$ 
HCS 
HCS 
HCS 
HCS 
HCS 
HCS 
HCS$ 
HCS$ 


HCS$ 
HC$ 


HCS 
Hcs 
HC$ 
HC$ 
HC$ 
HC$ 
HCS 
HC$ 


ACCESSION/REPORT 


3-00 MEFS 0.65 
3-00 MFS 0.65 
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3.00 MFS 0.65 
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NUMBER INDEX 


LNF-66/51 
N67-23022 
LNF-66/54 
N67-23019 
LNF-66/55 
N67-22898 
LNF-66/57 
N67-23025 
LNF-66/62 
N67-23017 
LTIRF-264/1P 
A0-650 873 
MAB-167-M 
AD-242 334 


MATHEMATICAL NOTE-506 


AD-651 147 
MATHEMATICAL Ni 
AD-651 157 


OTE-507 


MATHEMATICAL NOTE-508 


AO-651 148 
MATT-—496 
MEL-TM-337/66 

AD-650 959 
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AD-650 720 
MEL~-11/67 
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AD-650 685 
MEL-48/67 
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N67-22067 
N67-22177 
NASA-CR-72184 
N67-22175 
NASA-CR-72185 
N67-23323 
NASA~-CR-72194 
N67-22856 
NASA-CR-72195 
N67-22894 
NASA-CR-72196 
N6@7- 22652 
NASA-CR-72198 
N67~22889 
NASA~CR-72199 
N67-22855 
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N67-22842 
NASA-CR-72202 
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N67-23265 
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NAS A-TM-X-1365 
N67-23334 

NASA-TM-X-522861 
N67-23313 

NAS A-TM-X-52282 
N67-23315 

NAS A-TM-X-52284 
N67-23312 

NASA-TM-X-52265 
N67-23310 

NAS A-TM-X-52286 
N67-23316 

NAS A-TM-X-522867 
N67-23311 

NAS A-TM-X-52268 
N67-23314 
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NA 


NA 
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NASA-TM-X-53547 
N67-22844 
NASA~-TM-X-53554 
N67-23332 
NASA~-TM-X-53560 
N67—-22172 
NASA-TM-X-53566 
N67~-21962 
eee — 
N67T-2 
WASA~TA-X-53507 
j- 4 


NASA-TM-X-55711 
N67-22073 
NASA~TM-X-55733 
N67-22079 
NASA-TM-X-55734 
N67-22080 
NASA-TM~-X-55735 
N67—22141 
NASA-TM-X-55736 
N67-22074 
NASA~-TM-X~55737 
N67-22076 
NASA-TM-X-55738 
N6@7-22075 
NASA-TM-X-55739 
N67-22077 
NASA-TM-X-55740 
N67-22078 
NASA-TM-X- en 
N67-2287 
NASA-TM-X— S142 
N67-2274 
mASAntee-K-55743 
N67-22881 
NASA-TM-X-55744 
N67-22877 
NASA~TM-X-55745 
No7T-22873 
aa 
N67-237°17 
NASA-TM-X-55748 
N67-23318 
NASA-TM-X-55749 
N67-23319 
NASA-TM-X-55750 
N6@7-23320 
NASA-TM-X-59482 
N67-23476 
NASA~-TM-X-59483 
N67-23401 
NASA-TM-X-59620 
N67-23243 
NASA-TM-X-59621 
N67- 23242 
NASA-TH-X-8 3423 
N6O7~22473 
NASA-TN-D-3774 
N67-23281 
NASA-TN-D-3799 
N67-23282 
NASA-TN-D-3809 
N67-21961 
NASA~TN-D- 38613 
N67-22861 
NASA-TN-D-3838 


NASA-TN-D- 3860 
N67T-—22662 

NASA-TN-D-3880 
N67-22863 

NASA-TN-D-38683 


NASA-TN-D-3891 
N67-23287 
NASA-TN-D- 3692 
N67-23288 
NASA-TN-D-3694 
N67—-23290 
NASA-TN-D-38697 
N67-22865 
NASA-TN-D- 3698 
N6@7-228666 
NASA-TN-D-3899 


NASA-TN-0-3901 
NO7-22868 
NASA-TN-D- 2902 
N67- 23292 
NASA-TN-D-3903 
N6T~23293 
NASA-TN-D- 32906 
N67-22869 
NASA-TN-D-3907 
N67-21960 
NASA-TN-D-3908 
NO@7-23294 
NASA~-TN-D-3915 
N67—23295 
NASA-TN-D- 3917 
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FS 
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N67-23296 
NASA-TN-D-3918 


uaSa~t#-0-3920 
N67-23299 
NASA-TN-D-3921 


NAS A-TN-D-3924 
N67-22871 
NASA-TN-O-3928 
N67-23301 
NASA-TN-O-3933 
N67~-23302 
NAS A-TN-D-3939 
N67-23303 
NASA-TR-R-251 
N67-22039 
NASA-TR-R-255 
N67-22040 
NASA-TI-F-395 
N67—23321 
NAS A-TT-F-432 
N67-22041 
NASA-TT-F-464 
N67-23309 
NASA-TT-F-480 
N67~-22838 
NAVAIR-17-20AE-26 
PB-174 582 
NAVAIR-17-20AE-40 
PB-174 596 
NAVAIR-17-20AE-45 
PB-174 583 
NAVAIR~-17-20AG-92 
PB-174 584 
NAVAIR-17-206G-24 
PB-174 526 
NAVAIR-17~20G6G6-25 
PB-174 525 
NAVAIR-17-20GG-26 
PB-174 527 
NAVAIR~17~-20GG-27 
PB-174 529 
NAVAIR-1L7-20MP-15 
PB-174 528 
NAVAIR-1L7-20SEA-1 
PB-174 541 
NAVMED-MF-022.03.07-4016 
AD-650 937 
NAVMED-MF022.03.07-4002, 
AD-650 884 
NAVMED-MR-005.02.0002-1 


AD-650 939 
NAV MED-MR-005. 04-0058. 03 
AD-650 671 
NAVMED-MR-005. 08.0001-8, 
AD-650 936 
NAVMED-MR-005.09.0007-22 
AD-650 940 
NAVMED-MROO5.02.0002-2 
AD-651 031 
oe 04-0021.140 
AD-651 05 


NAVRED-ARODS~ 04-0032-3 
AD-651 067 
NAVMED-MRO05.04-0053.02 
AD-650 711 
NAVMED-MRO05.06.0003-9 
AD-651 054 
NAVMED-MRO05.08-0005 
AD-650 863 
NAVMED-MROOS.09-0024 
AD-650 884 
NAVMED-005.08-0020.02 
AD-650 936 
NAVTRADEVCEN-66-C-0043-1 
AD-650 85 
NBS-MONO-75 
NBS-MONO-99 
NBS-TN-412 
NBS-TN-415 
NCAR-TN-27 
PB-174 521 
NCEL-TR-525 
AD-651 124 
NESCO-S-344 
AD-651 024 
NESCTA-1 
PB-174 606 
NOLC-1ED-G5 
AD-651 202 
NOL TR-65-199 
A0-650 924 
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NOLTR-67-36 i N67-22160 

AD-650 876 144 U67 12 HC$ 3.00 MFS 0.65 N67-22161 
NOO-PUB-700-SECT-6 N67-22172 

AD-650 880 8J U67 12 N67-22173 
NOO-SP-95-5-5 N67-22174 

AD-650 860 8J U67T 12 HCS 3.00 MFS 0.65 N67-22175 
NGO-SP-95-5-6 N67-22177 

AD-650 861 BJ U6T 12 HC$ 3.00 MFS 0.65 N67-22179 
NOO-TRANS- 286 N67-22180 

AD-651 199 BJ U67 12 HCS 3.00 MFS 0.65 N67-22181 
NOO-TRANS-323 N67-22211 

AD-65i 200 8J U67 12 HC$ 3.00 MFS 0.65 N67-22213 
NOR-67-19 N67-22222 

N67-23253 22D SO5 11 HC$ 3.00 MFS 0.65 N67-22257 
NO. 07738-4-T N67-22258 

PB-174 511 200 U67 12 HCS 3.00 MFS 0.65 N67-22260 
NPL-AERO-1014 N67-22286 

N67-22797 1A $05 11 HC$ 3.00 MFS 0.65 N67-22287 
NPL-AERO- 1033 N67-22293 

N67-22784 1A SOS 11 HCS 3.00 MFS 0.65 N67-22294 
NP-16419 N67-22299 

N67-23205 1A $05 11 HC$S 3.00 MFS 0.65 N67-22341 
NRC-9255 N67-22356 

AD-650 796 BA U67 12 N67-22357 
NRC-9256 N67-22380 

AD-650 795 8A U6T 12 N67-22427 
NRC-9257 N67-22428 

AD-650 816 BA U6T 12 N67-22436 
NRC-9342 N67-22437 

AD-651 165 6A U6T 12 N67-22438 
NRE-1SD-TN-78 N67-22439 

N67-22936 14t SOS LL HC$ 3.00 MFS 0.65 N67-22440 
NRL-6489 N67-22447 

AD-650 934 20K U67 12 HC$ 3.00 MFS 0.65 N67-22449 
NRL-6496 N67-22464 

AD-651 056 7D) U67 12 HC$ 3.00 MFS 0.65 N67-22465 
NRL-6502 N67-22466 

AD-650 575 12A U67 12 HC$ 3.00 MFS 0.65 N67-22467 
NRL-6509 N67-22468 

AD-651 022 211 U67 12 HC$ 3.00 MFS 0.65 N67-22469 
NRL-6529 N67-22470 

AD-651 036 70 U67 12 HC$ 3.00 MFS 0.65 N67-22473 
NRL-6541 N67-22475 

AD-651 050 201 U67 12 HC$ 3.00 MFS 0.65 N67-22476 
NRSS-4 N67-22478 

AD-650 622 116 U67 12 HC$ 3.00 MFS 0.65 N67-22480 
NSJ-TR-3 N67-22481 

N67-22975 180 $05 11 HC$ 3.00 MF$ 0.65 N67-22484 
NSJ-TR-4 N67-22487 

N67-22973 20H SOS 11 HC$ 3.00 MFS 0.65 N67-22488 
NSMC-MR-67-2 N67-22489 

AD-650 711 6L U67 12 N67-22490 
NSMC-488 N67-22491 

AD-650 671 6P U67 12 HCS 3.00 MFS 0.65 N67-22495 
NSROF-ENGINEERING- 2.50593 N67-22496 

AD-50 040 130 U67 12 HC$ 3.00 N67-22497 
NT-10-1966 N67-22498 

N67-22970 1C SOS 11 HC$ 3.00 MFS 0.65 N67-22499 
NT~9-1966 N67-22500 

N67-22971 iC SO5 11 HC$S 3.00 MFS 0.65 N67-22501 
NUP—66-16 N67-22502 

N67-22480 20H SO5 11 HC$ 3.00 MFS$ 0.65 N67-22503 
NYU-AA-66-70 N67-22511 

AD-651 206 12A U67 12 HCS 3.00 MFS 0.65 N67-22561 
NOO-SP-95-5-8 N67-22641 

AD-650 862 BJ U67 12 HC$ 3.00 MFS 0.65 N67-22701 
N62-10571 LLF U67 12 HCS 3.00 MFS 0.65 N67-22702 
N65-82307 13M U67 12 HCS 3.00 MFS 0.65 N67-22703 
NO7-21681 201 SO5 Lh HCS 3.00 MFS 0.65 N67-22704 
N67-21960 12A SOS LL HC$ 3.00 MFS$ 0.65 N67-22706 
N67-21961 668 SOS LL HC$ 3.00 MFS 0.65 N67-22707 
N67-21962 5A S05 11 HC$ 3-00 MFS 0.65 N67-22708 
N67-21981 20A S05 1L HC$ 3.00 MF$ 0.65 N67-22709 
N67~-219862 4A SO5 11 HC$ 3.00 MFS 0.65 N67-22710 
N67-21983 17G SO5 11 HC$ 3.00 MFS 0.65 N67-22711 
N67-21984 48 $05 11 HC$ 3.00 MFS 0.65 N67-22712 
N67-22039 12A S05 11 HC$ 3.00 MFS 0.65 N67-22714 
N67-22040 1A SOS 11 HC$ 3.00 MFS 0.65 N67~-22715 
N67-22041 20M SO5 11 HC$ 3.00 MFS 0.65 N67-22716 
N67-22061 48 SO5 LL HCS 3.00 MFS 0.65 N67-22717 
N67—22062 98 S05 LL HCS 3.00 MFS 0.65 N67-22718 
N67-22063 98 SO5 11 HC$ 3.00 MFS 0.65 N67-22719 
N6R-22064 20H SO5 11 HCS 3.00 MFS 0.65 N67-22720 
N67~-22065 220 SO5 Ll HC$ 3.00 MFS 0.65 N67-22741 
N67-22066 228 SOS LL HCS 3.00 MFS 0.65 N67-22777 
N67-22067 188 SOS 11 HC$ 3.00 MFS 0.65 N67-22778 
N67-22068 20K SOS 11 HC$ 3.00 MFS 0.65 N67-22779 
N67-22069 10C SO5 11 HC$ 3.00 MFS 0.65 N67-22780 
N67-22070 20K SOS 11 HC$ 3.00 MFS 0.65 N67-227861 
N67-22071 228 S05 LL HC$ 3.00 MFS 0.65 N67-22782 
N67-22073 3A SOS LL HCS 3.00 MFS 0.65 N67-22783 
N67-22074 BE SO5 LL HCS 3.00 MFS 0.65 N67-22784 
N67-22075 228 SO5 LL HC$ 3.00 MFS 0.65 N67-22785 
N67-22076 70 SOS 11 HCS 3.00 MFS 0.65 N67-22786 
N67-22077 228 SO5 11 HC$ 3.00 MFS 0.65 N67T-22787 
N67-22078 8N SO5 LL HCS 3.00 MFS 0.65 N67-22786 
N67-22079 12A SO5 L1 HC$ 3.00 MFS 0.65 N67-22789 
N67-22060 7D SO5 11 HCS 3.00 MFS 0.65 N67-22790 
N67-22096 12A SO5 11 HCS 3.00 MFS 0.65 N67-22791 
N67-22099 7C S05 11 HC$ 3.00 MFS$ 0.65 N67-22792 
N67-22100 38 SO5 LL HCS 3.00 MFS 0.65 N67-22793 
N67-22127 78 SO5 LL HC$ 3.00 MFS 0.65 N67-22794 
N67-22828 78 SOS 11 HC$ 3.00 MF$ 0.65 N67-22795 
N67-22134 1A SOS 11 HC$ 3.00 MFS 0.65 N67-22796 
N67-22b35 7D SOS 11 HCS 3.00 MFS 0.65 N67—22797 
N67-22136 18H SO5 LL HC$ 3.00 MFS 0.65 N67-22798 
N67-22139 18D SO5 11 HCS 3.00 MFS 0.65 N67-22799 
N67-22141 148 S05 11 HC$ 3.00 MFS 0.65 N67-22800 
N6@7-22150 148 SO5 11 HCS 3.00 MFS 0.65 N67-22838 
N67-22851 6S $05 LL HCS 3.00 MFS 0.65 N67-228639 
N67-22159 22A SOS 11 HC$ 3.00 -MFS 0.65 N67-22840 
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N6@7~-22841 
N67-22842 
N67-22843 
N67-22844 
NO7-22845 
N67-22846 
N67-22848 
N67-22849 
N67-22650 
N67-22851 
N67-22852 
N6@7T-22854 
N67-22855 
N67-22856 
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N67-PL- ACCESSION/REPORT NUMBER INDEX 
N67-23293 228 SO5 LL HCS 3.00 MFS 0.65 PB-174 449 51 U67 12 HCS 3.00 MFS 0.65 
N67-23294 11 SOS LL HCS 3.00 MFS 0.65 PB-174 452 18D U67 12 HCS 3.00 MFS 0.65 PNE 
N67-23295 1A SO5 1L HCS 3.00 MFS 0.65 PB-174 453 6E U67 12 HCS 3.00 MFS 0.65 PNL 
N6@7-23296 1A SOS LL HC$ 3.00 MFS 0.65 PB-174 458 20 U67 12 HC$ 3.00 MFS 0.65 A 
N67-23297 20K SOS LL HC$ 3.00 MFS 0.65 PB-174 464 13F U67 12 HCS 3.00 MFS 0.65 PRU 
N67-23298 1LI SOS LL HCS 3.00 MFS 0.65 PB-174 466 SC U67 12 HC$ 3.00 MFS 0.65 A 
N67-23299 21H SOS 11 HCS 3.00 MFS 0.65 PB-174 469 5C U67 12 HCS 3.00 MFS 0.65 PRO 
N67-23300 20M SO5 LL HC$ 3.00 MFS 0.65 PB-174 471 SA U67 12 HC$S 3.00 MFS 0.65 A 
N67-23301 131 SOS LL HCS 3.00 MFS 0.65 PB-174 472 SC U67 12 HCS 3.00 MFS 0.65 PRO. 
N67-23302 38 SO5 LL HCS 3.00 MFS 0.65 PB-174 473 SC U67 12 HC$ 3.00 MFS 0.65 Al 
N67-23303 98 SOS LL HCS 3.00 MFS 0.65 PB-174 481 13F U67 12 HCS 3.00 MFS 0.65 PRU 
N67T-23304 4A SO5 LL HC$ 3.00 MFS 0.65 PB-174 482 136 U67 12 HC$ 3.00 MFS 0.65 A 
N67-23305 131 SOS LL HC$ 3.00 MFS 0.65 PB-174 483 5C U67 12 HCS 3.00 MFS 0.65 PRO 
N67-23306 22 $05 LL HC$ 3.00 MF$ 0.65 PB-174 485 148 U67 12 HC$S 3.00 MFS 0.65 Ne 
N67-23307 20K $05 1L HC$ 3.00 MFS 0.65 PB-174 498 4B U67 12 HCS 3.00 MFS 0.65 PRuI 
N67-23308 20K SO5 LL HC$ 3.00 MFS 0.65 PB-174 501 4B U67 12 HCS 3.00 MFS 0.65 Ne 
N67-23309 3C S05 LL HCS 3.00 MFS 0.65 PB-174 502 20N U67 12 HCS 3.00 MFS 0.65 PROF 
N67-23310 21H SOS Ll HCS 3.00 MFS 0.65 PB-174 504 12A U67 12 HCS 3.00 MFS 0.65 Ne 
N67-23311 131 S05 LL HC$ 3.00 MFS 0.65 PB-174 505 12A U67 12 HCS 3.00 MFS 0.65 PRO} 
N67—23312 1LH SOS LL HC$ 3.00 MFS 0.65 PB-174 506 12A U67T 12 HCS 3.00 MFS 0.65 Ne 
N67-23313 108 SOS LL HC$ 3.00 MFS 0.65 PB-174 509 2F U67 12 HCS 3.00 MFS 0.65 PR~! 
N67-23314 22A $05 LL HC$ 3.00 MFS 0.65 PB-174 510 2F U67 12 HC$ 3.00 MFS 0.65 Al 
N67-23315 210 $05 11 HC$ 3.00 MFS 0.65 PB-174 Sil 20D U67 12 HCS 3.00 MFS 0.65 PR~! 
N67-23316 106 SO5 11 HC$ 3.00 MFS$ 0.65 PB-174 515 12A U67 12 HCS 3.00 MFS 0.65 al 
N67-23317 13M SO5 LL HCS 3.00 MFS 0.65 PB-174 516 12A U67 12 HCS 3.00 MFS 0.65 PR~< 
N67-23318 22A $05 LL HC$ 3.00 MFS 0.65 PB-17% 517 12A U67T 12 HC$ 3.00 MFS 0.65 Pe 
N67-23319 4A S05 LL HCS 3.00 MFS 0.65 PB-174 518 58 U67 12 HCS 3.00 MFS 0.65 PuBL 
N67-23320 4A SOS LL HC$ 3.00 MFS 0.65 PB-174 519 20F U67 12 HC$S 3.00 MFS 0.65 
N67-23321 8K SO5 LL HCS 3.00 MFS 0.65 PB-174 520 13F U67 12 HCS 3.00 MFS 0.65 Pwa- 
N67-23322 9A SOS 1L HCS 3.00 MFS 0.65 PB-174 521 1C U67 12 HCS 3.00 MFS 0.65 Ne 
N67-23323 LLF SOS LL HCS$ 3.00 MFS 0.65 PB-174 522 51 U67 12 HC$ 3.00 MFS 0.65 PwA~ 
N67-23324 6K SO5 LL HC$S 3.00 MFS 0.65 PB-174 523 8H U67 12 HCS 3.00 MFS 0.65 Né 
N67-23325 20F $05 11 HC$ 3.00 MFS 0.65 PB-174 525 148 U67 12 HC$S 3.00 MFS 0.65 PwA- 
N67-23326 22A SOS 1h HCS 3.00 MFS 0.65 PB-174 526 148 U67 12 HCS 3.00 MFS 0.65 AU 
N67-23327 68 SO5 11 HC$ 3.00 MFS 0.65 P8-174 527 148 U67 12 HCS 3.00 MFS 0.65 P-34 
N67-23330 131 SO5 1k HCS 3.00 MFS 0.65 PB-174 528 148 U67 12 HCS 3.00 MFS 0.65 AD 
N67-23331 6S SOS LL HCS 3.00 MFS 0.65 PB-174 529 148 U67 12 HCS 3.00 MFS 0.65 P-34 
N67-23332 13G $05 11 HCS 3.00 MFS 0.65 PB-174 530 20N U67T 12 HCS 3.00 MFS 0.65 aD 
N67-23333 9A SOS LL HCS 3400 MFS 0.65 PB-174 532 50 U67 12 HCS 3.00 MFS 0.65 P-35 
N67-23334 20M SOS Ll HC$S 3200 MFS 0.65 PB-174 533 48 U67 12 HCS 3.00 MFS 0.65 Ad 
N67-23335 22C $05 LL HCS 3.00 MFS 0.65 PB-174 534 5B U67T 12 HCS 3.00 MF$ 0.65 P-35 
N67-23339 178 S05 Ll HC$ 3.00 MFS 0.65 PB-174 535 111 U67 12 HCS 3.00 MFS 0.65 AU 
N67-23341 10A SOS Ll HC$ 3.00 MFS 0.65 PB-174 536 13F U67 12 HC$ 3.00 MFS 0.65 P-35) 
N67-23344 226 $05 11 HC$ 3-00 MFS 0.65 PB-174 537 13F U67 12 HCS 3.00 MFS 0.65 Av 
N67-23376 180 $05 Ll HC$ 3.400 MFS 0.65 PB-174 538 13F U67 12 HC$S 3.00 MFS 0.65 P-35 
N67-23381 20H SO5 Ll HC$ 3.00 MFS 0.65 PB-174 539 13f U67 12 HCS 3.00 MFS 0.65 AD- 
N67-23382 20H SOS Ll HCS 3.00 MFS 0.65 P8-174 540 SC U67T 12 HCS 3.00 MFS 0.65 P-35) 
N67-23383 4A SO5 1L HCS 3.00 MFS 0.65 PB-174 541 148 U67 12 HCS 3.00 MFS 0.65 AD- 
N67-23384 3A S05 LL HCS 3.00 MFS 0.65 PB-174 542 13F U67 12 HCS 3.00 MFS 0.65 P-35) 
N67-23385 20H SOS LL HC$ 3.00 MFS 0.65 PB-174 546 5C U67 12 HC$ 3.00 MFS 0.65 AD- 
N67-23386 20H SOS 11 HC$ 3.00 MFS 0.65 PB-174 547 5C U67T 12 HCS 3.00 MFS 0.65 P-351 
N67-23387 124 $05 11 HC$ 3.00 MFS 0.65 PB-174 549 5C U67 12 HCS 3.00 MFS 0.65 AD- 
N67-23388 20H SO5 Ll HC$ 3.00 MFS 0.65 P8-174 550 5C U67 12 HCS 3.00 MFS 0.65 P~ 361 
N67-23389 20H SO5 1L HC$ 3.00 MFS$ 0.65 PB-174 551 13H U67 12 HC$ 3.00 MFS 0.65 AD- 
N67-23390 20H S05 11 HC$ 3.00 MFS 0.65 PB-174 552 5C U67 12 HC$ 3.00 MFS 0.65 QPR-| 
N67-23391 201 SOS LL HCS 3.00 MF$ 0.65 PB-174 553 5C U67 12 HC$ 3.00 MFS 0.65 Noi 
N67-23392 201 SO5 Ll HC$ 3.00 MFS 0.65 PB-174 554 5C U67 12 HCS 3.00 MFS 0.65 QPR-< 
N67-23393 20H SO5 LL HC$ 3.00 MFS$ 0.65 PB-174 555 5C U67 12 HCS 3.00 MFS 0.65 NO] 
N67-23394 4A SO5 11 HCS 3.00 MFS 0.65 PB-174 556 5G U67 12 HCS 3.00 MFS 0.65 N6] 
N67-23395 1A SO5 11 HCS 3.00 MFS 0.65 PB-174 558 58 U67 12 HCS 3.00 MFS 0.65 WPR-5 
N67-23396 18H S05 Ll HC$ 3.00 MFS 0.65 PB-174 559 5B U67 12 HC$ 3.00 MFS 0.65 NO] 
N67-23397 18H SO5 Ll HCS 3.00 MFS$ 0.65 PB-174 560 5G U67 12 HCS 3.00 MFS 0.65 NO] 
N67-23398 201 S05 11 HC$ 3.00 MFS 0.65 PB-17% 561 58 U67 12 HCS 3.00 MFS 0.65 QR-14 
N67-23399 44 S05 LL HCS 3.00 MFS 0.65 PB-174 562 18L U67 12 HCS 3.00 MFS 0.65 Nol 
N67-23400 22A $05 11 HC$ 3.00 MFS 0.65 PB-174 563 6R U67 12 HCS 3.00 MFS 0.65 QR~2 
N67-23401 78 S05 LL HC$ 3.00 MF$ 0.65 PB-174 564 TE U67T 12 HCS 3.00 MFS 0.65 N67 
N67-23419 14C $05 11 HC$ 3.00 MFS 0.65 PB-174 565 1845 U67 12 HCS 3.00 MFS 0.65 QSR~6 
N67-23428 190 $05 LL HCS 3.00 MFS 0.65 PB-174 566 6P U67 12 HCS 3.00 MFS 0.65 NOT 
N67-23440 61 $05 11 HCS 3.00 MFS 0.65 PB-174 567 18D U67 12 HCS 3.00 MFS 0.65 QTR-1 
N67-23451 22A SO5 11 HC$ 3.00 MFS 0.65 PB-174 568 78 U67 12 HC$ 3.00 MFS 0.65 Nov 
N67-23465 180 SOS 1 HCS 3.00 MFS 0.65 PB-174 569 18) U6T 12 HCS 3.00 MFS 0.65 RADL— 
N67-23467 20H SO5 Ll HC$ 3.00 MFS 0.65 PB-174 570 7E U6T 12 HCS 3.00 MFS 0.65 Ad- 
NO7-23472 178 SOS 11 HCS 3.00 MFS 0.65 PB-174 STL 201 U67 12 HCS 3.00 MFS 0.65 RADC~ 
N67-23476 17G SO5 LL HC$ 3.00 MFS 0.65 PB-174 572 180 U67 12 HCS 3.00 MFS 0.65 ad- 
OCO-TR-37 PB-174 573 18K U67 12 HCS 3.00 MFS 0.65 RaDC- 
AD-651 182 13M U67 12 MFS 0.65 PB-174 574 201 U67 12 HCS 3.00 MFS 0.65 Av- 
ODORE-MAM-65-1 PB-174 575 10A U67 12 HCS 3.00 MFS 0.65 RADC- 
AD-650 665 51 U67 12 HC$ 3.00 MF$ 0.65 PB-174 576 7E U67 12 HC$ 3.00 MFS 0.65 aD- 
ODVRE-MAM-65-2 PB-174 577 181 U67 12 HCS 3.00 MFS 0.65 Ra0Cc~ 
AD-650 666 51 U67 12 HC$ 3.00 MF$ 0.65 PB-174 578 18D U67 12 HC$ 3.00 MFS 0.65 N67 
ODORE-MAN-65- 2 PB-174 579 148 U67 12 HCS 3.00 MFS 0.65 RAOC~' 
AD-650 667 51 U6T 12 HC$ 3.00 MFS 0.65 PB-174 581 5C U67 12 HC$ 3.00 MFS 0.65 Av~ 
QNERA-TN-101/1966/ PB-174 582 14B U67 12 HCS 3.00 MFS 0.65 RAE~A 
N67-23076 20K SO5 11 HC$ 3.00 MFS 0.65 PB-174 583 148 U67 12 HC$ 3.00 MFS 0.65 NOT 
ONERA-TN-87 PB-174 584 148 U67 12 HCS 3.00 MFS 0.65 RAE-L 
N67-22903 1A SOS LL HC$ 3.00 MFS 0.65 PB-174 585 2F U67 12 HCS 3.00 MFS 0.65 NoT7- 
ORNL-NSIC-30 6R N21 09 HC$S 3.00 MFS$ 0.65 PB-174 586 2F U67 12 HC$ 3.00 MFS 0.65 RAE-L 
ORNL-TM-1735 PB-174 587 2F U6T 12 HCS 3.00 MFS 0.65 NOT- 
N67-22067 188 SO5 1L HC$ 3.00 MFS 0.65 PB-174 588 2F U67 12 HCS 3.00 MFS 0.65 RAE-L 
ORNL-4066 146 N21 09 HC$ 3.00 MFS$ 0.65 PB-174 589 LLL U67 12 HCS 3.00 MFS 0.65 N67- 
ORNL-4068 70 N21 09 HC$ 3.200 MF$ 0.65 PB-174 590 2F U67 12 HCS 3.00 MFS 0.65 RAE-TI 
PA-TR-3456 PB-174 591 2F U67 12 HC$S 3.00 MFS 0.65 N6T- 
AD-651 093 LLA U67T 12 HCS 3.00 MFS 0.65 PB-174 592 LLL U67 12 HCS 3.00 MFS 0.65 RAE-T! 
PB-169534 PB-174 593 2F U67 12 HCS 3.00 MFS 0.65 N6T- 
N67-23376 180 SO5 11 HC$ 3.00 MFS$ 0.65 PB-174 595 118 U67 12 HCS 3.00 MFS 0.65 RAE-TI 
PB-172 870-H 58 U67 12 HC$ 3.00 PB-174 596 9C U67T 12 HCS 3.00 MFS 0.65 N67- 
PB-173 645 13M U67 12 HC$ 3.00 MFS 0.65 PB-174 606 228 U67 12 HCS 3.00 MFS 0.65 RAE-Th 
PB-173 651 20K U67 12 HC$ 3.00 MFS 0.65 PB-174 609 4B U67 12 HCS 3.00 MFS 0.65 N6T- 
PB-173 653 13F U67 12 HC$ 3.00 MFS 0.65 PB-174 610 48 U67 12 HCS 3.00 MFS 0.65 RAE-TI 
PB-174 101 6C U67 12 HC$ 3.00 MFS 0.65 PB-174 611 48 U67 12 HCS 3.00 MFS 0.65 N6T- 
PB-174 102 6C U6T 12 MF $85.00 PB-174 612 48 U67 12 HCS 3.00 MFS 0.65 RAE-Th 
PB-174 245 138 U67 12 HC$ 3.00 MFS 0.65 PHS—PUB-999— AP- 31 N67- 
PB-174 381 8G U67 12 HC$ 3.00 MFS 0.65 PB-174 427 138 U67 12 HCS 3.00 MFS 0.65 RAE-Th 
PB-174 426 13F U67 12 HCS 3.00 MFS 0.65 PHS-999-RH-20 N6T- 
PB-L74 427 136 U67 12 HCS 3.00 MFS 0.65 PB-174 452 180 U67 12 HCS 3.00 MFS 0.65 RAE-TN 
PB-17% 442 12A U67 12 HC$ 3.00 MFS 0.65 PIBAL-1008 N67- 
PB-174 444 5C U6T 12 HC$ 3.00 MFS 0.65 AD-650 828 201 U67 12 HCS 3.00 MFS 0.65 RAE-TN 
PB-174 445 5A U6T 12 HC$S 3.00 MFS 0.65 PIBAL-933 N67- 
PB-17% 446 51 U6T 12 HC$ 3.00 MFS 0.65 AD-651 204 20K U67 12 HCS 3.00 MFS 0.65 RAE-TN 
PB-17% 447 51 U67 12 HC$ 3.00 MFS 0.65 PL-19-W66-1207 No7- 
PB-17% 448 51 U67 12 HCS 3.00 MFS 0.65 PB-174 519 20F U67 12 HCS 3.00 MFS 0.65 ee 
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TRANS- 1684 
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TRANS- 1686 
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TRANS~ 1687 
AD-651 171 
TRANS-1689 
AD-650 892 
TRANS-1710 
AD-650 893 
TRANS-1717 
AD-651 197 
TRANS~-1718 
AD-651 196 
TRANS-1728 
AD-651 137 
TRANS- 1606 
AD-651 172 
TRANS~1807 
AD-651 136 
TRANS~1613 
AD-651 173 
TRANS-1816 


TRANS- 1928 
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AO-651 135 
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3.00 MFS 0.65 
3.00 MFS 0.65 
3.00 MFS 0.65 
3.00 MFS 0.65 
3.00 MFS 0.65 
3-00 MFS 0.65 
3.00 MFS 0.65 
3.00 MFS 0.65 
3-00 MFS 0.65 
3.00 MFS 0.65 
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3.00 MFS 0.65 





TR-160 

AD-651 075 
TR-19 

AD-650 856 
TR-2 

AD-650 639 

aD-650 770 
TR-20 

PB-174 442 
TR-205 

PB-174 519 
TR-27 

ATI-125 138 
TR-3 

AD-650 961 

AD-651 166 
TR-31 

A0-651 188 
TR-32-178 

N65~-82307 
TR-34 
A0-650 792 
TR-35 

AD-650 751 

A0-650 793 
TR-41 

AD-651 095 
TR-425 

A0-650 730 
TR-429 

AD-650 582 
TR-43 

AD-650 612 
TR-5 

AD-650 772 


AD-650 946 


-6 
AD-650 773 
TR-6-570 
AD-650 727 
TR-6-764-1 
AD-650 563 
TR-6-764-2 
AD-650 564 
TR-66293 
AD-650 672 
TR-66350 
AD-650 941 
TR-66388 
AD-650 942 
TR-67-1 
AD-650 645 
TR-67-107 
AD-650 753 
TR-67-108 
AD-650 967 
TR-67-39 
N67-23269 
TR-67-40 
N67-23279 
TR-67009 
AD-650 943 
TR-6701 
A0-651 209 
TR-6702 
AD-651 212 
TR-6703 
AD-651 208 
TR-7 
AD-650 770 
AD-651 051 
TR-76028-1 
AD-650 849 
TR-79-82 
A0-650 725 
TR-8 
AD-650 630 
TR-91 
PB-174 517 
TR-92 
PB-174 516 
TR-93 
PB-174 515 
TIC-AM-10563 
N67-22437 
TI-61717 
AD-651 198 
TT-65-50004 
N67-21964 
TT-65-50143 
N67-22341 
TT-66-33780 
AD-651 179 
TI-67-51368 
N67-22041 
TT-67-61578 
AD-650 616 
TI-67-61592 
AD-650 743 
TT-67-61593 
AD-650 745 
TI-67-61598 
A0D-650 798 
TI-67-61599 
AD-650 608 
TI-67-61600 


20 


201 
20L 


12a 


20F 


llF 
13G 


148 
134 
126 


70 
5A 


5G 
38 
9A 


20a 


98 
98 
22c 
11A 
6E 
6E 


20L 
13” 


200 
80 


70 


12A 
12A 
48 
6m 


48 


11H 


13H 


70 


228 


U67 
U6T 


Ue7 
U67 


U67 
U6T 
U67 


U67 
U67 


U67 
U67 
U67 


U67 
U67 


U67 
U67 
U6T 
U67 
U67 
U67 
U6T7 
U67 
U6T 
U67 
U6T 
U67 
U67 
U67 
U67 
U6T 
U67 
U67 
$05 
$05 
Ua7 
U67 
U6T7 
U67 


U6T 
u6T 


U67 
U67 
U67 
U6T 
U6T 
U6T 
$05 


U6? 


$05 
U6T7 
$o5 
U6T7 
U6? 
U67 
U67 


U6T7 


12 
12 


12 
12 


12 


12 


12 


12 
12 


12 


12 


12 
12 


HCc$ 
Hcs$ 


HC$ 


HCS 
HCS$ 


HCS 


HCS 
HCS 
HCS 


HCS 


HC S$ 
HCS 
HCS 


HCS 


HCS 


HCS 


HCS 
HCS 
HCS 


HCS 


HCS 
HCS 
HCS 
HCS 
HCS 


HCS 


HCS 


HCs 


HC$ 
HCS 
HCS 
HCS 
HCS 
HCS$ 
HCcSs 
HCS 
HCS 
HCS 
HCS 
HCS 
HCS 
HCSs 


3.00 


3.00 


3.00 


3-00 


3.00 


3.00 


3.00 


3.00 


3.00 


TH--TT- 


MES 
MFS 


MES 


MEFS 


MFS 


MF S 
MES 
MES 


MF S 


MES 
mFS 
MES 


MEFS 


MFS 


MEFS 


mFS 


MFS 


MEFS 


MF S 
MFS 
MEFS 
MFS 
MES 


mFS 


mFS 


MES 


MFS 
MFS 
mFS 
mFS 
MEFS 
MEFS 
MFS 
MEFS 
MEFS 
“FS 
mFS 
MEFS 
mFS 


mFS 


0.65 
0.65 


0.65 


0.65 


0.65 


0.65 
0.65 
0.65 


0.65 


0.65 
0.65 
0.65 


0.65 


0.65 


0.65 


0.65 
0.65 
0.65 
0.65 
0.65 
0.65 


0.65 


0.65 
0.65 
0.65 
0.65 
0.65 


0.65 


0.65 


0.65 


0.65 
0.65 
0.65 
0.65 
0.65 
0.65 
0.65 
0.65 
0.65 
0.65 
0.65 
0.65 
0.65 


0.65 


165 








TI--461 


AD-650 807 
TT-67-61601 
AD-650 606 
TT-67-61602 
AD-650 8605 
1T-67-61603 
AD-650 804 
TT-07-61604 
AD-650 803 
TT-67-61618, 
Av-650 909 
TIi-67-61619 
AU-650 878 
TT-67-61620 
AD-650 685 
TI-67-61621 
AD-650 886 
TT-67-61622 
Av-650 688 
TI-67-61623 
AD-650 889 
TT-67-61624 
Av-650 890 
TI-67-61625 
AD-050 891 
TT-67-61626 
AD-650 892 
TI-67-61627 
A0-650 693 
TI-67-61628 
AD-650 894 
T1-67-61629, 
AV-650 906 
TT-67-61630, 
AD-650 765 
TT-67-61647 
AD-650 960 
TT-67-61648 
AV-650 944 
TIl-67-61650 
A0-651 035 
TT-67-61651 
AD-651 044 
TT-67-61671 
AD-651 073 
T1-67-61672 
AD-651 074 
TT-67-61673 
AD-651 083 
TT-67-61674 
AD-651 084 
TT-67-61075 
AV-651 085 
TT-67-61676 
AD-651 086 
TI-67-61677 
AVD-651 Od7 
TT-67-61678 
AD-651 O08 
TI-67-61679 
AVD-651 089 
TT-67-61680 
A0-651 090 
11-67-61681 
Av-651 O91 
TT-67-61696 
AV-651 138 
1T-67-61697 
AD-651 137 
TT-67-61698 
AD-651 136 
1 T-67-61699 
AD-651 135 
TI-67-61700 
AD-o51 106 
1T-67-61702 
AU-651 168 
T1-67-61703 
AD-651 169 
1T-67-61704 
AD-651 17u 
TT-67-61705 
Av-651 171 
TT-67-61706 
AD-651 172 
11-67-61707 
AD-o51 173 
TT-67-61708 
AD-651 174 
11-67-61709 
AD-651 i175 
11-67-61710 
AV-651 176 
Tt-67-61711 
Av-651 177 
TT-67-61712 
AD-o51 178 
TT-67-61714 
AD-651 180 
TT-67-61715 
a0-651 196 
TT-67-61716 
Av-651 197 
TT-67-61718 
AU-651 199 
TT¥-e7-61719 
av-651 200 
T-R-$72 
A0-650 886 
F-R-634 
a0-650 878 
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T-451-R8 
AD-650 6865 
UCLA~12-613 
UCRL-50149 
UCRL-50150 
UCRL-SO161 
UCRL~50164 
UG- 3962 
N67-22222 
USAAVL ABS~-TR-66~-87 
AD-651 104 
USAAVLABS-TR-66~-88 
AD-651 103 
USAAVLABS-TR-67~-1 
AD-651 217 
USAAVLABS-TR-67-3 
AD-651 219 
USAAVLABS-TR-67-4 
A0-650 763 
USAEL-TR-2146 
AD-249 904 
USA-NLABS-TR-67-49-FD 
AD0-650 637 
USA-NL ABS-TR-67-55-ES-PT-1 
AD-650 931 
USA-NLABS~TR-67~-55-ES-PT-2 
AD-650 949 
USNROL-TR-67-24 
A0-650 663 
USNROL-TR-67-25 
AD-650 622 
UTLAS-TN-103 
N67-23001 
UTLAS-TN-865 
AD-455 747 
UTLAS-124 
AD-651 141 
UU66-12 
AD-651 161 
U-191 
N67-23134 
U-3416 
AD-651 043 
WAED-66. 33€ 
N67-22066 
WASH-2608 
wsTM HYDRO-3 
P6-174 609 
WBTM-TOL-8 
PB-174 SOL 
WHOI-REF-66-60 
AD-651 112 
WHOI-REF-67-13 
AD-650 713 
WRE-ISO0-73 
N67-23098 
WRE-TN-CPDO-118 
N67-23088 
WR-1638 
N67-23140 
WW-1-SPECIAL STUDY-105-13/2 
A0-650 903 
X-321-66-5867 
N67-23317 
X-321-67-97 
N67-226861 
X-326-67-75 
N67-23318 
X-542-66-460 
N67-22079 
X-562-67-123 
N67-228677 
X-612-67-150 
N67-22078 
X-612-67-174 
N67-23320 
X-614-67-112 
N67-22076 
X-614-67-55 
N67-22080 
X-615-67-109 
N67-23319 
X-615-67-165 
N67T-22673 
X-622-67-37 
N67-22674 
X-641-67-92 
N67-22074 
X-700-67-94 
N67-22741 
X-713-67-73 
N67-22141 
X-721-67-144 
N67-22075 
X-721-67-145 
N67-2207T7 
X-732-66-147 
N67-22073 
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mFS 
mFS 
mFS 
mFS 
mFS 
nFS 
mFS 
mFS 
MFS 
MFS 
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A0-478 537 8K U67 12 HCS 3.00 MFS 0.65 66-1LE2-GASES-P1 

4864-12-P AD-650 751 70 U67 12 
AD-650 581 226 U6T 12 HCS 3.00 MFS 0.65 66-24 

SEL-TR-66-5 40-651 097 13J U67T 12 HCS 3.00 MFS 0.65 
AD-650 682 6M U6T 12 HCS 3.00 MFS 0.65 66-983-LUBER-R4 

5557-4-F AD0-650 763 11H U67 12 HCS 3.00 MFS 0.65 
AD-435 O12 20F U67 12 HCS 3.00 67805223 

63-1242 AD-651 048 20F U67 12 HCS 3.00 MFS 0.65 
PB-174 535 L1lI U67 12 HCS 3.00 MFS 0.65 67-594 

6353.00100 PB-174 520 13F U67 12 HCS 3.00 MFS 0.65 
AD-650 754 7D U6T 12 HCS 3.00 MFS 0.65 719-3 

6571-ARL-TR-67-10 AD-651 047 5E U67 12 HCS 3.00 MFS 0.65 
AD-650 920 5J U6T 12 HCS 3.00 MFS 0.65 7311-66-2R 

6571-ARL-TR-67-9 AD-650 859 17G U67 12 HCS 3.00 MFS 0.65 
AD-650 566 6C U67 12 HCS 3.00 MFS 0.65 7489-4 


65 
65 
-65 
265 
65 
265 
265 
1 65 
665 


9.65 
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ORDER FOR COUPONS 












































BOOKS OF 10 COUPONS @ 
——+4$30.00 PER BOOK FOR PAPER 
COPY (HC) DOCUMENTS. 


SINGLE COUPONS @ _ $3.00 
——EACH FOR PAPER COPY (HC) 
DOCUMENTS. 


BOOKS OF 50 COUPONS @ 
|_— $32.50 PER BOOK FOR MICRO- 
FICHE (MF) DOCUMENTS. 


QUANTITY MAIL THIS COMPLETED ORDER FORM TO: FORM NBS 841 
; (1-67) 
BOOKS OF 10 COUPONS @ Clearinghouse 
___ $30. BOOK FOR PAPER <P 
COPY (HC) DOCUMENTS. Springfield, Virginia 22151 
PLEASE PRINT NAME, ADDRESS, AND ZIP CODE CLEARLY 
SINGLE COUPONS @ $3.00 
___FACH FOR PAPER COPY (HC) /7 
DOCUMENTS. 
NAME 
BOOKS OF 50 COUPONS @ 
___ $32.50 PER BOOK FOR MICRO- ADDRESS 
FICHE (MF) DOCUMENTS. 
\ ZIP CODE 
MAKE CHECKS PAYABLE TO CLEARINGHOUSE 
AMOUNT: CHECK: [] MONEY ORDER: [] DEPOSIT ACCOUNT NO. 
DATE: SIGNED: 
ORDER FOR COUPONS 
QUANTITY MAIL THIS COMPLETED ORDER FORM TO: FORM NBS 841 
. (1-67) 
BOOKS OF 10, coupons @ __ Clearinghouse 
___$30. R BOOK FOR PAPER ; ks 
COPY (HC) DOCUMENTS. Springfield, Virginia 22151 
PLEASE PRINT NAME, ADDRESS, AND ZIP CODE CLEARLY 
SINGLE COUPONS @ $3. 
___ EACH FOR PAPER COPY (HC) fo 
DOCUMENTS. 
NAME 
SPAS Oh CesT 
___ $32. K FOR MICRO- ADD 
ICHE (MF) DOCUMENTS. wees 
\ ZIP CODE 
MAKE CHECKS PAYABLE TO CLEARINGHOUSE 
AMOUNT: —__CHECK: [] MONEY ORDER: [) DEPOSIT ACCOUNT NO. 
DATE: SIGNED: 
ORDER FOR COUPONS 
QUANTITY MAIL THIS COMPLETED ORDER FORM TO: rome we 841 


Clearinghouse 
Springfield, Virginia 22151 


PLEASE PRINT NAME, ADDRESS, AND ZIP CODE CLEARLY 


NAME 





ADDRESS 


_ 


MAKE CHECKS PAYABLE TO CLEARINGHOUSE 





ZIP CODE 








CHECK: () MONEY ORDER: (]) DEPOSIT ACCOUNT NO. 





AMOUNT: 
DATE: 





SIGNED: 








% U. S. GOVERNMENT PRINTING OFFICE : .967 251-052/27 





























U. S. DEPARTMENT OF COMMERCE FIELD OFFICES 
PROVIDE READY ACCESS TO COMMERCE SERVICES 





@ The Department of Commerce maintains Field Offices in the cities listed below for the purpose of 
providing ready access to the reports, publications, and services of the Business and Defense Services 
Administration, Bureau of International Commerce, Clearinghouse for Federal Scientific and Technical 


Information, Office of Business Economics, and the Bureau of the Census. 


Information on activities of 


the National Bureau of Standards, Patent Office, and the Economic Development Administration is also 


available. 


e@ Experienced personne! will gladly assist in the solution of specific problems, explain the scope and 
meaning of regulations administered by the Department, and provide practical assistance in the broad 
field of domestic and foreign commerce. Field offices act as official sales agents of the Superintendent 


of Documents and stock a wide range of official Government publications relating to business. 


Each 


office maintains an extensive business reference library containing periodicals, directories, publications, 


and reports from official as well as private sources. 


@ Approximately 600 Chambers of Commerce, Manufacturers Associations, and similar business 
groups are official Cooperative Offices of the Department where many of the basic publications and 


reports of the Department are on file and available for consultation. 


If specific information is not on 


hand in the Cooperative Office, your problem will be referred to the nearest Department field office. 


@ These facilities have been established to assist you. 


FOREIGN TRADE 


Tariff Rates of Foreign Countries on Specific American Prod- 
ucts 

Regulations Bearing on the Control of Exchange Abroad 

Administration of Regulations Imposing Import Quotas and the 
Details of Import Licensing Procedures in Overseas Markets 

Facts on Economic and Trade Conditions 

Business Information on Foreign Firms 

Documentation of Export and Import Shipments, Both Here and 
Abroad 

Statistical Data on Both Imported and Exported Products 

Assistance on Export Regulations and Problems, Including 
Prompt Special Service in :mergency Situations 

Trade, Investment and Licensing Opportunities 

Lists of Foreign Buyers and Suppliers 


You are invited to use them. 


DOMESTIC TRADE 


Population Count and Characteristics 

Housing Statistics 

Detailed Agricultural Data on County Basis 

Retail, Wholesale and Service Business 

Estimates on Population Movements 

National Income Statistics 

Regional Trends in United States Economy 

Biennial Volume on Business Statistics 

Current Releases and Business Indicators 

Research Sources on Market Potentials 

Development and Maintenance of Markets 

Reports on Governmental and Private Technical Research 
Regional and Community Development Techniques 
Information on Government Procurement, Sales and Contracts 


Department Field Offices 


Albuquerque, N. Mex., 87101, U.S. Courthouse. 247-0311. 

Anchorage, Alaska, 99501, 306 Loussac-Sogn Building. 
Phone: 272-6331. 

Atlanta, Ga., 30303, 75 Forsyth Street, N.W. 526-6000. 

Baltimore, Md., 21202, 305 U.S. Customhouse, Gay and 
Lombard Streets. Phone: PLaza 2-8460. 

Birmingham, Ala., 35205, Suite 200-201, 908 South 
20th Street. Phone: 325-3327- 

Boston, Mass., 02203. Rm. 510, John Fitzgerald Kennedy 
Federal Bldg. CApitol 3-2312. 

Buffalo, N.Y., 14203, 504 Federal Building, 117 Ellicott 
Street. Phone: 842-3208. 

Charleston, S.C., 29403, Federal Building, Suite 631, 
334 Meeting Street. Phone: 747-4171. 

Charleston, W. Va., 25301, 3002 New Federal Office 
Building, 500 Quarrier Street. Phone: 343-6196. 

Cheyenne, Wyo., 82001, 6022 Federal Building, 2120 Cap- 
itol Avenue. Phone: 634-5920. 

Chicago, Ill., 60604, 1486 New Federal Building, 219 
South Dearborn Street. Phone: 828-4400. 

Cincinnati, Ohio, 45202, 8028 Federal Office Building, 
550 Main Street. Phone: 684-2944. 
Cleveland, Ohio, 44101, 4th Floor, Federal Reserve Bank 
Bldg., East 6th St. & Superior Ave. Phone: 241-7900. 
Dallas, Tex., 75202, Room 1200, 1114 Commerce Street. 
Riverside 9-3287. 

Denver, Colo., 80202, 16407 Federal Building, 20th and 
Stout Street. Phone: 297-3246. 

Des Moines, Iowa, 50309, 1216 Paramount Building, 509 
Grand Avenue. Phone: 284-4222. 

Detroit, Mich., 48226, 445 Federal Bldg. 226-6088. 

Greensboro, N.C., 27402, 412 U.S. Post Office Building. 
Phone: 275-9111. 

Hartford, Conn., 06103, 18 Asylum St. Phone: 244-3530. 

Honolulu, Hawaii, 96813, 202 International Savings Bldg., 
1022 Bethel Street. Phone: 588977. 

Houston, Tex., 77002,5102 Federal Bldg., 515 Rusk Ave. 
Phone: 228-0611. 

Jacksonville, Fla., 32202, 512 Greenleaf Building, 208 
Laura Street. Phone: 354-7111. 





Kansas City, Mo., 64106, Room 2011, 911 Wainut Street. 
FRanklin 4-3141. 

Los Angeles, Calif., 90015, Room 450, Western Pacific 
Building, 1031 S. Broadway. Phone: 688-2833. 

Memphis, Tenn., 38103, 345 Federal Office Building, 167 
North Main Street. Phone: 534-3214. 

Miami, Fla., 33130, 928 Federal Office Bldg., 51 S.W. 
First Avenue. Phone: 350-5267 

Milwaukee, Wis., 53203, Straus Bldg., 238 W. Wisconsin 
Avenue. Phone: BR 2-8600. 

Minneapolis, Minn., 55401, 306 Federal Building, 110 
South Fourth Street. Phone: 334-2133. 

New Orleans, La., 70130, 909 Federal Office Building 
(South), 610 South Street. Phone: 527-6546. 

New York, N.Y., 10001, 61st Fl., Empire State Bldg., 
350 Fifth Avenue. LOngacre 3-3377. 

Philadelphia, Pa., 19107, Jefferson Building, 1015 Chest- 
nut Street. Phone: 597-2850. 

85025, 5413 New Federal Building, 230 
N. First Avenue. Phone: 261-3285. 

Pittsburgh, Pa., 15222, Room 2201, Federal Building, 
1000 Liberty Avenue. Phone: 644-2850. 

Portland, Oreg., 97204, 217 Old U.S. Courthouse, 520 
S. W. Morrison Street. Phone: 226-3361. 


Phoenix, Ariz., 


Reno, Nev., 89502, 2028 Federal Building, 300 Booth 
Street. Phone: 784-5203. 

Richmond, Va., 23240, 2105 Potent Building, 400 North 
8th Street. Phone: 649-3611 


St. Louis, Mo., 63103, 2511 Federal Building, 1520 Mar- 
ket Street. MAin 2-4243. 

Salt Lake City, Utah, 84111, 3235 Federal Building, 125 
South State Street. Phone: 524-5116. 

San Francisco, Calif., 94102, Federal Building, Box 
36013. 450 Golden Gate Avenue. Phone: 556-5864. 
Santurce, Puerto Rico, 00907, Room 628, 605 Condado 

Avenue. Phone: 723-4640. 


Savannah, Ga., 31402, 235 U. S.Courthouse and Post Of- 

125-29 Bull Street. Phone: 232-4321. 

98104, 809 Federal Office Bldg., 909 
583-5615. 


fice Bldg., 
Seattle, Wash., 
First Avenue. 
August 1966 


U.S. DEPARTMENT OF COMMERCE POSTAGE AND FEES PAID _ 
CLEARINGHOUSE FOR FEDERAL U.S. DEPARTMENT OF COMMERCE 


SCIENTIFIC AND TECHNICAL INFORMATION 
SPRINGFIELD, VA. 22151 


OFFICIAL BUSINESS 





For anyone interested in being well informed 
about “WHAT'S NEW” in Federal Government 
Statistical systems, programs, and services... 


READ THE 
STATISTIGAL REPORTER 


published monthly by the 
Bureau of the Budget, Executive Office of the President 


@ Issued for many years primarily to survey organizations, teachers, students, 
Federal Government personnel, the ‘“‘Re- planners, and program officers—in and 
porter’’ now is available to the general out of Government—whose professional 
public through the Superintendent of Doc- activities require familiarity with Federal 
uments on a yearly subscription basis. It Government statistical program develop- 
is basic, authoritative, primary source ments. 

reading for many analysts, administrators, 12 issues $925 


Order Form 


To: Superintendent of Documents [for Supt Docs | 
Government Printing Office 
Washington, D. C. 20402 
or 

Any U.S. Department of Commerce | 
Field Office 


Enclosed is $_____ send (money order, check, or Supt. Docs. 


‘ h t . 
coupons). Or charge Oe, sit accoun on Please enter 
t | » 


Ni d KS! iJ ri \) VA 


ee 





























